@ Gristede Bros. Inc. have 140 stores in and around 
New York City. Each store carries 5,000 items, twice 
as many as average food stores. Assemble and dis- 
tribute that many items, provide special storage con- 
ditions of temperature and moisture . . . load and 


unload ... handle and convey... stack and unstack 


—and you need a lot more than just four walls 
and a roof! Gristede's new warehouse— 35 5,000 


GRISTEDE BROS. INC.: Warehouse and Offices 


Bronxdale near Tremont Ave., Bronx, N.Y.C. 
Architect: OFFICE OF DAVID LEVY, New York 


Contractor: 


CARISTO CONSTRUCTION CORP., Brooklyn, N.Y. 


Ready-Mix Lone Star Concrete: 
METROPOLITAN SAND & GRAVEL CORP., New York 


Offices: ALBANY „ BETHLEHEM, 
KANSAS CITY, MO. 


JUNE 1950 


sq. ft. floor area, all heavy-duty concrete construc- 
tion—is tailor-made to meet these multiple problems. 
Specialized know-how in design and construction, 
including concreting throughout with Lone Star 
Cement, 26,000 bbls., invests this new warehouse 
with the same “Quality and Service" attributes which 


have distinguished Gristede operations for the past 
59 years. 
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LONE STAR CEMENT CORPORATION 


.* BIRMINGHAM e BOSTON « CHICAGO - DALLAS e HOUSTON • INDIANAPOLIS • JACKSON, 
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LONE STAR CEMENT, WITH ITS SUBSIDIARIES, IS ONE OF THE WORLD'S LARGEST CEMENT PRODUCERS 


MISS. 
LOUIS. WASHINGTON, D.C. 


: 15 MODERN MILLS, 27,500,000 BARRELS ANNUAL CAPACITY 
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How to Make a Home 


It’s easy to bring nature right into the home with Ceco Picture Windows of 
Steel to make each room truly live. There’s movement in the murals of the 
vibrant outdoors framed by these handsome window creations. Distant 
views, ever changing with the mood of the hours, bring relaxing thoughts 
and a sense of better living. All this is possible because there’s less inter- 
ruption of vision. The eye is drawn easily to the outside world of motion— 
barriers are minimized due to slender frames and muntins. And to have 
Ceco Steel Windows is to know truly sound value. They’re engineered to 
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Advantages of 
Ceco Steel Casements 
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Controlled ventilation Easy to open and close 
up to 100% Can't stick or warp 


| Easy to wash Easy to screen 
e 1 from inside from inside 
OME oeo i 


provide the tightest weatherseal ever—with extra strength built in— sec- ; 
tions are 114 inches deep. Yes, when you specify Ceco Steel Windows, you 
know you've chosen the very best—you’re sure of economy too— you're 

y y y y y 


modern as tomorrow. 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 


* PAN AMERICAN UNION ADMINISTRATION BLDG., WASHINGTON, D.C. 


* MOODY & HUTCHISON, CONSULTING MECHANICAL ENGINEERS 


* STANDARD ENGINEERING CO., PLUMBING & HEATING CONTRACTORS 


In 6 important positions on this "All American" Team. . . 


The culmination of over 15 years 
of study and planning, this new 
Pan American Union Building has 
recently been completed. Archi- 
tectural appeal is linked with 
pocket-book protection, by top 
emphasis on durability and de- 
pendability in every structural part. 
The steam return and drip lines, 
the soil, waste and vent lines 2-in. 
and smaller, and the rain leaders, 
were all specified "Wrought iron." 
Byers Wrought Iron pipe was used. 

The corrosion threat in all these 
services is too well known to re- 
quire comment. Wrought iron has 
proven its ability to resist the 
attack by continuous, trouble-free 
service over long periods. In some 
areas, wrought iron lines have been 
reported as still serving after 40 to 
50 years on the job, while vulner- 
able materials have become unserv- 
iceable in a fraction of this time. 

It is no accident that Byers 
Wrought Iron pipe serves so long 
and so well in these punishing 


applications. The tiny fibers of 
glass-like silicate slag, threaded 
through the body of high-purity 
iron, halt and disperse corrosive 
attack, and so discourage pitting 
and rapid penetration. The fibers 
also help to anchor the initial pro- 
tective scale, which shields the 
underlying metal. When galvaniz- 
ing is used, the naturally rougher 
surface of wrought iron takes and 
holds a heavier coat. 

You will find some helpful in- 
formation on piping problems and 
their practical solution in our bul- 
letin, WROUGHT IRON FOR PIP- 
ING SERVICES. We will be very 
glad to send you a copy on request. 


А representative will answer any 
specific questions you may have 
in connection with any particular 
service you have in mind, if you 
will contact the nearest office. 

May we remind you that when 
you specify wrought iron for 
piping, the use of wrought iron 
nipples should also be specified? 
This will eliminate any chance of 
weak.links in your corrosion- 
resistant piping system. 

A.M. ByersCompany, Pittsburgh, 
Pa. Established 1864. Boston, New 
York, Philadelphia, Washington, 
Atlanta, Chicago, St. Louis, Houston, 
Salt Lake City, San Francisco. 
Export Division: New York, N. Y. 


CORROSION COSTS YOU MORE THAN WROUGHT IRON 


BYERS 
GENUINE WROUGHT IRON 
TUBULAR AND HOT ROLLED PRODUCTS 


ELECTRIC FURNACE QUALITY ALLOY AND STAINLESS STEEL PRODUCTS 


ARCHITECTURAL RECORD 


ARCHITECTURAL 


RECORD 


F.W. DODGE 


CORPORATION 


Copyright 1950 by F. W. DODGE CORPORATION, with 
all rights reserved e Publishing Director, Magazine 
Division, Н. Judd Payne • EDITORS: Editor-in-Chief: 
Harold D. Hauf, A..A. A.S.C.E; Managing Editor, 
Emerson Goble; Senior Associate Editor, Frank G. 
lopez, АЛ.А.; Associate Editors, Robert E. Fischer 
(Engineering), Florence А. van Wyck; Washington News, Ernest 
Mickel; Contributing Editor, Frederic A. Pawley; Western Editor, 
Elisabeth Kendall Thompson; Special Editorial Representative, Western 
Section, William C. Rodd; Associate in South America, Edmund J. 
Whiting, A.I.A.; Editorial Assistants, Jeanne Davern, Dorothy C. Jack- 
son, Herbert L. Smith, Jr., АЛ.А. e ART DEPARTMENT: Design Con- 
sultant, M. Peter Piening; Assistant, Frances Torbert; Drafting, Sigman- 
Ward • CONSULTANTS: Chairman, Editorial Board, Kenneth Kings- 
ley Stowell, A.l.A.; Industry Relations Consultant, Thomas S. Holden; 
Statistical Consultant, Clyde Shute; Field Research Consultant, Clifford 
Dunnells, Jr. 


Architectural Record (combined with American Architect and Archi- 
tecture) is published monthly by F. W. Dodge Corporation, 10 Ferry 
St., Concord, N. H., with Editorial and Executive Offices at 119 West 
40th Street, New York, N. Y. Western Editorial Office, 2813 Channing 
Way, Berkeley, Calif. Thomas S. Holden, Pres.; Howard J. Barringer, 
Vice-Pres. and Treas; Irving W. Hadsell, Vice- Pres; Chauncey L. 
Williams, Vice-Pres.; Sanford D. Stockton, Jr, Secy.; Walter F. De Saix, 
Asst. Treas.; Edwin H. Freed, Asst. Treas; Irving B. Satin, Asst. Treas. 
Member Audit Bureau of Circulation ond Associated Business Papers 
Inc. Architectural Record is indexed in Reader's Guide, Art Index, In- 
dustrial Arts Index and Engineering Index. Subscription rates: United 
States and Possessions, Canada, Cuba, Mexico, Central and South 
America, and Spain, $4. 50 the year, $7.50 for two years, $9 for three 
years; elsewhere, $6.50 the year, $11.50 for two years, $15 for three 
years. Single copy $1. Circulation Manager: Marshall T. Ginn. Every 
effort will be made to return material submitted for possible publica- 
tion lif accompanied by stamped, addressed envelope), but the editors 
and the corporation will not be responsible for loss or damage. Other 
Dodge Services: Real Estate Record & Builders' Guide, Sweet's Files, 
Home Owners' Catalog, Dodge Reports & Dodge Statistical Research 
Service. 


COVER: 
Mt. Holyoke College, South Hadley, Mass. 
Air view by Weitner Aerophoto Service; color 
photo of Lakeside Dormitory by Joseph W. 
Molitor. 


JUNE 1950 


Vol. 107 - No. 6 


THE RECORD IREPORTS: Je uizimicwIMT ances везне А 
News from Washington. By Ernest Mickel................... 15 
News from Canada. By John Caulfield Smith................. 16 
Some Observations on the Construction Outlook. By Thomas S. 

ШОШ РР йты а ces feng ook ae eis ae c e camur ee te 22 
Construction Cost Indexes. s; + ш. шуя ein mi me 28 
REQUIRED READING. Lue necem cece memes 


TOWARD MODERN ARCHITECTURE ON THE 
CAMPUS ... An Editorial 


BUILDING TYPES STUDY NO. 162 
COLLEGE BUILDINGS 


LAKESIDE DORMITORY, MT. HOLYOKE COLLEGE............ 
South Hadley, Mass. Office of Douglas Orr, Architect 
KISKIMINETAS SPRINGS SCHOOL... e. m кз EWES EROS ёз 
Saltsburg, Pa. Hunter, Caldwell & Campbell, Architects 

ROGERS CENTER RESIDENCE HALLS, INDIANA UNIVERSITY... 
Bloomington, Ind. Edward D. James, Architect 

COOPERATIVE DORMITORY, VASSAR COLLEGE. .......... sss 
Poughkeepsie, N. Y. Marcel Breuer, Architect 


DORMITORIES, CLASS AND ADMINISTRATION BUILDINGS, CLARE- 
MONT MEN'S СОБЕСЕ............................... 


Claremont, Calif. Allison and Rible, Architects 


HARRISON HIGHTOWER TEXTILE ENGINEERING BUILDING, 
GEORGIA INSTITUTE OF ТЕСНМОТОСҮ.................. 


Atlanta, Ga. Bush-Brown, Gailey & Heffernan, Architects 
FINE ARTS CENTER, UNIVERSITY OF ARKANSAS. 


Fayetteville, Ark. Edward D. Stone; Haralson & Мон, Гирея 
Architects 


FINE ARTS CENTER, MARYVILLE COLLEGE................- 
Maryville, Tenn. Schweikher & Elting, Architects 


SCHOOL OF INDUSTRIAL ADMINISTRATION, CARNEGIE INSTI- 
TUTE OF TECHNOLOGY . < ee tke ee km mh RR 


Pittsburgh, Pa. Marlier & Johnstone, Architects 
FONDREN LIBRARY, THE RICE ЇМ$ТЇТОТЕ................. 
Houston, Texas. Staub and Rather, Architects 
MIDWEST INTERLIBRARY СЕХТЕВ........................ 
Chicago, Ш. Shaw, Metz and Dolio, Architects 

FIRST OF THE HILL-BURTON HOSPITALS........... 


George H. Lanier Memorial Hospital, Langdale, Ala. Robert and 
Company Associates, Architects and Engineers; Jesse M. Shelton, 
Associate Architect 


APARTMENT INNOVATIONS. erem ctm mmm 


50 Joice Street Apartments, San Francisco. John E. Kramer, Owner 
and Contractor; John G. Kelley, Architect 


WINDSWEPT APARTMENTS, MIAMI................. 


Miami, Fla. Robert Law Weed and Associates, Architects-Engineers 
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FORTY MILLION DOLLARS 


Below: Veterans Administration Hospital being erected on 
the campus of Syracuse University. A similar unit is also 


under construction at Cincinnati, Ohio. 


The Veterans Administration has established, as ec 
nomic policy, the designing of the most modern and efficie 
hospital structures possible. These highly-developed, mc 
ern, functional hospitals not only afford the great 
measure of service to Veterans, but, because of radic 
departures from usual methods, these finer hospital bui 
ings actually cost less. 


This effective method of achieving hospitals of maxim 
excellence at a cost that is definitely lower, marks anotl 
milestone in the progress of advanced, large-scale planni 
for economical construction. 


Under this program John A. Johnson & Sons, Inc. are m 
erecting the largest structure of any kind in the 125 yec 
history of the City of Syracuse, N. Y. and another Vetera 
Hospital of equal importance in Cincinnati, Ohio. 


John A. Johnson & Sons, Inc. were privileged to constn 
the even larger Veterans Administration Hospital group 


OR VETERANS HOSPITALS 


ldings, illustrated above, at Lebanon, Pa. A number of 
led buildings (approximately 16 not shown above) com- 
te this $15,000,000.00 hospital group, of which about 30 
ldings of various sizes are now serving veterans. 


Vhen the Syracuse and Cincinnati hospitals are com- 
ted, this important new group of three major hospital 
ts will represent an investment in construction of thirty 
lion dollars, and in veterans' service and welfare a total 
rpproximately forty millions. 


adustrial plants, housing, public buildings, educational 
l other institutions, in which fields the Johnson organiza- 
ı is widely experienced, can also benefit from the eco- 
nic policy and type of planning which the Veterans 
ninistration has so successfully inaugurated. 


you are planning construction, we will be pleased to send a 
hure covering your particular problem. 


Above: some of the larger units of the thirty structures forming 
the Veterans Administration Hospital group at Lebanon, Pa. 


Designed by Construction Service, Veterans Administration, 


John A. Johnson 
al. & Sons Ine. -l 
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Every Kwikset box carries the statement 
“Unconditionally Guaranteed Against 
Defects in Materials and Workman- 


P ship.” What does this unconditional 
guarantee mean to you, the architect 
(1 / 5 who specifies Kwikset locks? 


FIRST, i GUARANTEES QUALITY MATERIALS 


и Г. 
Un CON di Hon al No manufacturer can afford to make an uncon- 


ditional guarantee unless highest quality 
materials are used in his products. Kwikset 
adheres strictly to this policy of using only the 


guaran fe g highest quality materials scientifically selected 


for the particular service to which they are put. 


/ SECOND, iT GUARANTEES FINE WORKMANSHIP 
m Ё (7/7 5 0 The finest of materials are useless unless they аге 
processed into the final product with care and 
precision. Kwikset’s simple design and advanced 
facilities make possible cost-saving precision 
manufacture. Tolerances are held to .001-inch... 
equivalent to % the thickness of a human hair! 
Kwikset’s gleaming finishes are permanently 
protected by a specially compounded plastic. 


THIRD, iT GUARANTEES CUSTOMER SATISFACTION 


Every one of the millions of Kwikset locks now 
in use is its own best testimonial. When you 
specify Kwikset, you are backed by Kwikset's 
unconditional guarantee. Kwikset challenges 
comparison on beauty, quality, ease of instal- 
lation and low price...no other lock combines 
( zall of these desirable qualities so well! 
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KWIKSET LOCKS, INC. Look to Kwikset to be First and Foremost 
ANAHEIM, CALIFORNIA LOCKSETS with Top Quality Residential Hardware 
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А Т.А. CONVENTION ATTRACTS OVER 2000 DELEGATES AND MEMBERS TO WASHINGTON 


All Officers Reelected: Two New Districts Created: Northwest and Texas 


Monk ARCHITECTS got together in Wash- 
ington last month than ever had been 
assembled at one spot. Over 2000 dele- 
gates and members took part in the 
four-day program of the 82nd annual 
Convention of The American Institute 
of Architects May 10-13 with a harmony 
—at least on the surface — that made 
last year's spirited contest at. Houston 
seem as distant as the much-decorated 
interiors of the Shamrock from the cle- 
gant decorum of the Mayflower. 

The “progressives” were still around, 
but the only ripples they made on the 
surface of official convention delibera- 
tions came on resolutions debates. 


Officers Reelected 


All the officers were reelected and all 
but one ran unopposed. Thus А.Т.А. 
officers for the coming year will be: 
Ralph Walker, New York, president; 
Glenn Stanton, Portland, Ore., first vice 
president; Kenneth E. Wischmeyer, St. 
Louis, second vice president; Clair W. 
Ditchy, Detroit, secretary; and Charles 
F. Cellarius, Cincinnati, treasurer. 

By-laws were amended to increase 
membership of the Board of Directors 


Below left: Harold Davis of New Haven Conn., one of 27 new 
A.1.A. Fellows, with President Ralph Walker, F.A.l.A., and John 
W. Root, F.A.I.A., of Chicago; at right, Sir Patrick Abercrombie, 
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from 15 to 17, and two new districts 
were created — the Northwest District 
and the Texas District. Irving G. Smith 
of Portland was elected as the first direc- 
tor for the Northwest District and 
Thomas D. Broad of Dallas as the first 
director from the Texas district. 

Other new directors, elected for three- 
year terms, are: John Noble Richards, 
Toledo, Ohio, Great Lakes District; 
C. E. Silling, Charleston, W. Va., Mid- 
dle Atlantic District; M. H. Stark- 
weather, Tucson, Ariz., Western Moun- 
tain District; Howard M. Eichenbaum, 
Little Rock, Ark., Gulf States District. 

Two general amendments to A.LA. 
by-laws submitted by the Board of 
Directors were turned down by the con- 
vention. The first would have provided 
for election each year of a "first vice 
president and  president-elect," who 
would automatically become president 
after a year as first vice-president. The 
other would have required United States 
citizenship as a future qualification for 
membership in the Institute. 

Also rejected was a proposal from 
some field chapters of the A.I.A. that a 
study be made of the advisability of 


electing the Institute president annually 
by general vote of all members rather 
than by chapter delegates. 

The only real flurry of contention 
arose over a proposal to study the ques- 
tion of naming regional directors by vote 
of membership within the region rather 
than by delegate vote at the annual 
meetings. There was some spirited dis- 
cussion on this one, with President 
Walker, in the chair, advising that such 
a plan conflicted with A.LA. by-laws. 
The convention decided to go ahead 
with the study anyway. 

Another resolution approved by the 
delegates sanctioned A.LA. participa- 
tion in the activities of the Federation 
of Panamerican Association of Archi- 
tects as a founder member and named 
Julian Clarence Levi as delegate and 
Harold R. Sleeper as alternate. Both are 
New Yorkers. 


Awards Presented 


Even at a convention which seemed to 
be more seriously concerned than usual 
with its major "theme" — urban plan- 
ning and redevelopment — the an- 
nouncement and presentation of the 


M.A., F.R.B.A. contemplates the Gold Medal which has just been 
presented to him by President Walker as the climax of the annual 
dinner, held this year in the ballroom of the Hotel Mayflower 


A.1.A. CONVENTION 


annual awards remained the highlight 
of the meeting. 

Sir Patrick Abercrombie, M.A., Fel- 
low of the Royal Institute of British 
Architects, received the Gold Medal of 
the A.I.A. for his "distinguished con- 
tribution to the profession of architec- 
ture and regional planning." The presen- 
tation was made at the annual dinner, 
at which Sir Patrick's response was the 
principal address. Sir Patrick, sixth for- 
cign architect to receive the Institute's 
highest honor, was the Royal Gold 
Medallist in 1946. 

Also honored at the annual dinner 
were 27 distinguished American archi- 
tects who were advanced to Fellowship 
in the A.LA. in recognition of their 
notable contributions to the advance- 
ment of the profession in original design, 
education and public service. 

The new Fellows are: Harry Inge 
Johnstone, Mobile, Ala.; Jack Bass 
Smith, Birmingham, Ala.; Alfred S. 
Nibecker Jr., Pasadena, Calif. ; Eldridge 
Ted Spencer, San Francisco, Calif.; J. 
Warren Armistead Jr., Atlanta, Ga.: 
Harold Heath Davis, New Haven. 
Conn.; John Ogden Merrill, Chicago, 
Ш.; Samuel G. Wiener, Shreveport, La.; 
Harold Buckley Willis, Boston, Mass.: 
John Gaw Meem, Santa Fe, N. M.; 
Leopold Arnaud, Hugh Ferriss, Talbot 
Faulkner Hamlin, Frederic Rhinelander 
King, Perry Coke Smith, Harvey Stev- 


enson and Frederick James Woodbridge, 
all of New York City. 

Also Ralph Edward Winslow, Troy, 
N. Y.; Lincoln Fechheimer, Cincinnati, 
Ohio; William Pope Barney and Joseph 
Patterson Sims, both Philadelphia, Pa.; 
Henry Y. Shaub, Lancaster, Pa.; James 
Chillman Jr. and John Thomas Rather 
Jr., both Houston, Tex.; Arthur Elliott 
Thomas, Dallas, Tex.; Clinton Н. Cow- 
gill, Blacksburg, Va.; and George Gove, 
Tacoma, Wash. 


ALA. Honor Awards 


Winners of the A.I.A.'s Second Honor 
Awards for Architecture, announced on 
the opening day of the convention, were 
on exhibition in the promenade of the 
Mayflower. 

In the residential category, the First 
Honor Award went to the house of H. C. 
Hvistendahl in California, designed by 
A. Quincy Jones Jr., A.I.A., Los Angeles. 
Awards of Merit were given for the 
William Crocker house in Jausilito, de- 
signed by Mario Corbett, San Fran- 
cisco; the home of Mrs. Harold Adams 
in Concord, Mass., designed by Hugh 
Stubbins Jr., Lexington, Mass.: and the 
Roberta Finney house in Sarasota, Fla., 
designed by Twitchell and Rudolph, 
Architects, Sarasota, Fla. 

'The Davison Department Store, Au- 
gusta, Ga., designed by Harold M. 


Heatley and Ketchum, Giná and Sharp, 
Architects, New York, received the 
First Honor Award for commercial 
architecture. Awards of Merit in this 
classification were given for Wallach's 
Clothing Store, Jamaica, N. Y., de- 
signed by Ketchum, Giná and Sharp: 
the H. A. Bercu Pipe Shop, Los Angeles, 
designed by Welton D. Becket, A.L.A., 
Los Angeles; Bullock's Pasadena, de- 
signed by Welton D. Becket; Santa Fc 
Ticket Office, Los Angeles, designed by 
Maynard Lyndon, Los Angeles; and 
Foley Department Store, Houston, de- 
signed by Kenneth Franzheim, F.A.I.A., 
Houston. 

After careful study of the submissions 
in the field of ecclesiastical architecture, 
it was decided that no award should be 
made this year in that field. 

Albert Heino of Chicago was chair- 
man of the Committee on Honor Awards 
for Current Work. Juries for the threc 
categories were as follows: 

Residential — Miss Elizabeth Gor- 
don, editor, House Beautiful, New York: 
Pietro Belluschi, F.A.LA., Portland, 
Ore.; Thomas H. Creighton, A.LA., 
editor, Progressive Architecture, New 
York; George M. Martin, F.A.LA., 
Cincinnati; and James T. Lendrum. 
A.LA., Small Homes Council, Univer- 
sity of Illinois, Urbana. 

Commercial — Walter O. Bode, gen- 

(Continued on page 234) 


Pictured above and across-page as they were seen at the convention are (left to right): 1 —President Harry Prince, New 


York Chapter; George Bain Cummings, F.A.1.A., Binghamton, М. Y.; William Lescaze, New York City. 2—Howard Eichen- 


baum, Little Rock, Ark., new regional director, Gulf States District, and Carl Feiss, Washington, D. C. 3—Dean Henry 


Kamphoefner, North Carolina State College School of Design; Douglas Haskell, Architectural Forum; Hugh Stubbins Jr., 


Lexington, Mass. 4—A.1.A. First Vice President Glenn Stanton, F.A.I.A., Portland, Ore.; Frank Lopez, ARCHITECTURAL 
RECORD; Thomas S. Holden, president, F. W. Dodge Corp.; New York Regional Director Arthur Holden, F.A.I.A., New York 
City. 5—A.I.A. Past President Raymond Ashton, F.A.I.A., Salt Lake City. 6— Walter Bogner, Harvard University, Com- 


bridge, Mass.; Miles Colean, F.A.1.A., housing consultant, Washington, D. C. 
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7—Slocum Kingsbury, Washington, D. C.; Harvey Stevenson, new F.A.I.A., Geoffrey Platt, and Frederick Woodbridge, 
new F.A.1.A., and Walter H. Kilham Jr., all of New York City. 8—Philip Will Jr., Chicago; Robert Alexander, 
Los Angeles. 9—Emerson Goble, ARCHITECTURAL RECORD; Mrs. Thomas S. Holden; “Veep” Glenn Stanton; Mr. Holden; 
Н. Judd Payne, F. W. Dodge Corp. 10—John J. White Jr., A.l.A.'s acting director of Public and Professional 
Relations, Washington, D. C.; C. E. Silling, Charleston, W. Va., new regional director, Middle Atlantic District; Central 
States Regional Director Lorentz Schmidt, Wichita, Kas:; Alan Н. Neal, Pittsburgh. 11 — Сог! Feiss; Morris Ketchum Jr., New 
York City. 12—A.I.A. Past President Douglas Orr, F.A.I.A., New Haven, Conn.; А.1.А. Executive Director Edmund Purves, 
F.A.1.A., Washington. 1 3—Harold D. Hauf, ARCHITECTURAL RECORD, and Mrs. Hauf 
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19 STORIES HELD TO ONE FOURTH OF SITE TO ACHIEVE 
LIGHT AND AIR FOR 280,000 SQ FT WITHOUT SETBACKS 


Lever House will rise 21 stories from 
its site on New York's Park Avenue be- 
tween 53rd and 54th streets; but its 
main structure will be a 19-story tower 
of glass and stainless steel occupying only 
a fourth of the site. Without setbacks, 
the 280,000-sq-ft-home of Lever Broth- 
ers will have light, view and air what- 
ever its future neighbors are like. 

Architects Skidmore, Owings and 
Merrill consider the building, in its free- 
dom from bulk and closed-in patterns, 
an answer to city planning problems. 

An arcade open to the street on three 
sides, with a garden and pool in the 
center, will occupy the entire site at 
ground level. An auditorium and a 
glassed-in lobby leading to elevators 
will be the only enclosures on the first 
floor. 


The second floor, also covering the 
entire plot, will have an open court 
directly over the ground floor garden and 
will be surmounted by a landscaped 
terrace. 
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An employee restaurant and recrea- 
tion room will be contained in the third 
story, where the main structure begins. 
This floor will open on the terrace. 

The main tower, near the north end 
of the site, provides additional space 
above the 21st floor, equivalent to three 
floors, to house a water cooling tower, 
elevator and air conditioning equipment. 
АП mechanical facilities, including ele- 
vators, electric lines, stairways and 
ducts for complete air conditioning, 
have been designed for efficiency into a 
mechanical, vertical core on the west 
side. 

Underground parking is provided for 
80 tenant cars. Truck loadings and de- 
liveries will be offstreet. 

Heat-resistant glass and 
steel will be used for the entire exterior 
skin of the steel and concrete structure. 
The glass, which has a blue tinge from 
outside though it will appear colorless 
from inside, will filter out 30 per cent 
of the sun’s radiant heat. 


stainless 


APRIL CONSTRUCTION SETS 
ANOTHER ALL-TIME RECORD 


CONSTRUCTION RECORDS were broken 
for the second consecutive month as 
F. W. Dodge Corp. figures showed con- 
tracts awarded in April totaled $1,350,- 
496,000, or more than $50 million above 
the all-time high recorded in March. 

Figures for the first four months of 
this year also set an all-time record at 
$4,161,082,000, up 58 per cent over the 
corresponding period last year and 
$1,300,264,000 over the previous record, 
made in 1948. 

The April figure, covering contracts 
which provided for 128,457,000 sq ft of 
building space, topped March by 4 per 
cent and April 1949 by 60 per cent. 
Residential awards of $674,836,000 ac- 
counted for almost half of the month's 
total operations and showed a 17 per 
cent increase over March, 122 per cent 
over the April 1949 aggregate. Non- 
residential projects were off 10 per cent 
from the March 1950 figure but in- 
creased 42 per cent from April 1949. 

For the first four months of 1950, resi- 
dential awards totaled $1,954,470,000, 
more than double the figure for the same 
period last year. Nonresidential con- 
struction, at $1,450,138,000, showed a 
33 per cent rise over the first four 
months of 1949. 


$23,600,000 PROGRAM FOR 
PLANT IMPROVEMENT VOTED 


ALLEGHENY LupLuw Steel Corp. di- 
rectors have approved a new $23,600,000 
plant improvement program to be com- 
pleted within the next three years. 

This program is in addition to a live- 
year program costing $30,000,000 started 
immediately after the war and now in 
the final stages of completion. 

Manufacturing improvements include 
a new hot strip mill and additional cold 
rolling facilities at the Brackenridge, 
Pa., plant and additional cold rolling 
equipment at the neighboring plant at 
West Leechburg, Pa. 

The new program also includes a 
project calling for the erection near 
Brackenridge of a research laboratory 
to be built of stainless curtain-walls 
instead of the more conventional build- 
ing materials. The laboratory, which 
will overlook the company’s Bracken- 
ridge plant, will provide the latest facili- 
ties for all phases of metallurgical re- 
search into high alloy and other spe- 
cialty steels. 

Undertaken to integrate more fully 
operations of Allegheny Ludlum, the new 
improvements supplement the current 
program. 
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U. S. AIR FORCE CRASH FIRE FIGHTERS DEMONSTRATE: 
Se EE ыб Аг nS ES чт Л 


Radiation dominates heat flow in air 
spaces (in buildings) 


Conduction and Convection are minor 


Multiple layers of low-emissive 
aluminum do not absorb nor emit 
appreciable heat 


Infra-red heat rays travel through space, - 
including icy-cold air, in every direction, up, 
down, sideways, from warm to cold. They engen- 
der no temperature until absorbed by a surface. 


A news release from Wright Patterson Air 
Force base saysof the accompanying photograph: 
"In the center the ‘bunkin’ suit, now in use by 


entry Suit 


crash 9f metallic 


"The Air Force 


à; ltiple layers ^. | tin irplane crash fire-fighters, has b too 1 
consists of mu e emperature-resisti am airplane crash fire-fig sers, has become too tot 
ils апа hig 2 апа is desig for its wearer and is being wet down. The alumi- 
pos tive insulation, tion up | ш: 
conduc adequate protec of 2000°F." num foil laminate suit at the left, developed by 


ide 
to provi wae temperature 


AMC's Aero-Medical Laboratory, was found to 
give its wearer the greatest comfort and protec- 
tion and suffered least damage during the test. 
The foil reflects the extreme heat and helps the 
wearer retain a relatively low body temperature 
while fighting airplane crash fires.” 


From a letter by 


Š F) 
dical Corps (USA P 
Meiosia Division. 


L. E. J. KENDRICKS, 


Chief, Aero-Medical Laboratory, 


Multiple layers of accordion aluminum permanently compartmented with cellular reflective 
spaces, reject 97% heat rays and emit only 3% on opposite side. This structure, available commer- 
cially, is technically called Infra Accordion Aluminum Insulation. Installed between wood joists in 
new construction, material and labor, Type 4 Infra costs less than 742¢, Type 6 less than 9¢ sq. ft. 


Details of how multiple accordion aluminum with reflective air cells stops waste of heat or its unwanted 
intrusion, including heat by convection and conduction, in residential, commercial, and industrial buildings; 
and prevents vapor flow and condensation, sent on request. 


Get Valuable Free Copy of new, revised "Simplified Physics of Thermal Insulation," authoritative, 
simply-written, 44-page manual on heat and vapor flow, condensation, radiant heating, etc. Tells about 
Radiation, Convection and Conduction. Just off the press. Master Chart gives k, C, R, and U factors of all 
insulations, of all thicknesses, weights, densities. 


INFRA INSULATION, INC. 
10 Murray Street, New York, N.Y. Dept. (R6) 


THERMAL FACTORS, TYPE 6 INFRA 
Down-Heat C.044, R22.72 equals 71/,” DRY Rockwool 
Up-Heat С.080, R12.50 equals 4" DRY Rockwool 
Wall-Heat C.073, R13.69 equals 41/;" DRY Rockwool 

VAPOR PERMEABILITY equals ZERO 


INFRA INSULATION, INC. 
10 Murray Street New York, N. Y. 
Telephone: COrtlandt 7-3833 


Please send “Simplified Physics of Thermal Insulation." 


Firm 


Address 


Г] Send Prices of Infra Insulations Г] Send Sample 
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Self-Tightening 
Handle Packing 


The spring-loaded packed stem in 


Watrous Flush Valves automat- 


ically maintains proper tension on 
the packing at all times. Provides 
real protection against leakage, 
yet requires по periodictightening. 
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School of Medicine and Dentistry 
and Strong Memorial Hospital of the 
University of Rochester, Rochester, М, Y. 


Shown at left in this aerial view is New Psychiatric Clinic. 
This outstanding Medical Center is typical of the many fine buildings 


in which Watrous Flush Valves are installed. 


KAELBER & WAASDORP 


Architects 


A. W. HOPEMAN & SONS CO, 


General Contractors 


WRIGHT & ALEXANDER CO, 


Plumbing Contractors 


ADJUSTABLE FLUSH VALVES 


DIAPHRAGM AND PISTON TYPES 


THE IMPERIAL BRASS MANUFACTURING CO. 


1240 W. Harrison Street, Chicago 7, Illinois 
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WASHINGTON NEWS by Ernest Mickel 


Housing Front Relaxes as 1950 Act Becomes Law — Restriction 
On Military Housing Fees Displeases A.I.A.; HHFA College Loan 
Program Ready to Go; VA Can Now Enforce Minimum Stand- 
ards; National Hospital Program Approved Projects Total at 1145 


W AsniNGTON has settled back to a more 
even gait after the flurry of fighting over 
housing issues that had embroiled Capi- 
tol Hill since the first of the year. With 
the signing of the Housing Act of 1950 
by the President, the federal housing 
agencies took steps to effect its immedi- 
ate administration. The new bill to 
revamp the military housing program 
under the Wherry Act also became law 
and paved the way for lifting the ban 
against applications for this Armed 
Services housing which had throttled 
the program since last December 16. 

The Bureau of Labor Statistics an- 
nounced that March set new records in 
the volume of new housing started — 
110,000 non-farm dwelling units, 38 per 
cent above February and 59 per cent 
above March a year ago. Private home 
contractors, through their National As- 
sociation of Home Builders, made much 
of this record with justifiable pride. They 
brought it directly to the attention of 
Congress in testimony given the select 
House committee probing all lobbying 
activities. Well over a quarter of a mil- 
lion new dwelling units were started 
during the first quarter of 1950, the 
Bureau reported. The total approxi- 
mated 270,000, greater by 59 per cent 
than the first quarter volume for 1949. 
Then B.L.S. gave builders credit with 
this statement: "For the past nine 
months, house builders have surpassed, 
by an ever-widening margin, their vol- 
ume for the same month in the previous 
year." 


Influence of Other Factors 


Not to dampen this enthusiasm over 
the recent great gains in volume, but to 
put all segments of the industry in true 
perspective, a spokesman for General 
Services Administration said construc- 
tion is proceeding at a pace which is 
satisfactory, though not phenomenal. 
He was James W. Follin, assistant to the 
GSA administrator. New housing starts 
in 1949, it is now conceded, were well 
above a million family units to establish 
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an all-time full year record. This was 
some 10 per cent better than the pre- 
vious high in 1925. But Follin makes the 
point that this nation's population has 
increased in the interim by about 30 
million people, or roughly 25 per cent. 
We are operating on a national income 
now far above that of 1925, and the 
needs of our economy are vastly 
greater, he believes. 

His arguments build up as follows: 

Housing and public works are inter- 
related. New housing creates a demand 
for community facilities of all types, 
new streets, new sewer and water facili- 
ties, new fire and police stations, new 
schools, new hospitals and other facili- 
ties paramount to community welfare. 
Conversely, the existence of these com- 
munity facilities is an invitation to addi- 
tional housing. New programs — public 
housing, slum clearance and urban rede- 
velopment — have further tied housing 
and public works more firmly together. 
They will have a vital influence on the 
housing market of the future. 


The creation and use of shelter be- 
comes the predominant business of the 
construction industry as Follin outlines 
it. Public construction represents about 
one third of total new construction vol- 
ume, housing represents a second one 
third; the two together comprise a sub- 
stantial majority of all new building. 
Even if the public works volume is 
stripped of those items not dependent 
upon housing construction, the resulting 
total of housing and community facili- 
ties (those necessary to the use of hous- 
ing) comprises more than half the total 
construction volume. From this he con- 
cludes that the prosperity of the indus- 
try is more dependent upon housing 
than on any other single field of con- 
struction. 

Again, the future needs of America 
for public works facilities have been 
listed by GSA. In simple terms they are 
given as: 

l. A $100 billion backlog of all ac- 
cumulated requirements. 

2. Highway needs alone amount to 
$41 billion, measured in current costs. 

3. School plant needs are $1 billion a 
year for at least 10 years, probably 
longer in view of continuing population 
increases. 

4. Sanitation needs are placed at $10 
billion by the U.S. Public Health Serv- 
ice. This includes pollution control and 
water conservation. 

In the face of these and other require- 
ments as measured by the best opinion, 
the present construction rate of about 
$6 billion seems "so grossly inade- 
quate" to Follin. He observed that 
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(Continued from page 15) 


necessary public construction can stimu- 
late the construction industry for some 
years; and housing construction can do 
likewise, if the industry can plan ahead 
as well as it can establish building 
records. 

If the housing industry is to duplicate 
or better its 1949 record over the next 
several years, it must look far ahead; 
well beyond immediate prospects. As 
Follin views this: 

“ Industry has a definite obligation to 
look ahead for markets and for means to 
harness the full energies of housing and 
other construction. It also has an ob- 
ligation to fulfill completely our national 
needs. The objectives of these obliga- 
tions are the same. The satisfaction of 
the nation's needs can serve to employ 
the construction industry at full speed. 
Correct diagnosis of the opportunities in 
the housing market, both as to total 
volume and as to kind or type of housing 
or housing work, is important to every 
element in the housing industry. There 
must be adequate production of a vast 
array of building materials and equip- 
ment, the exact make-up of which will 
determine additional investment in 
manufacturing plant and equipment. 
Distribution facilities must be adequate 
to supply materials where needed, and 
here again the kind and types of housing 


(Continued on page 18) 
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NEWS FROM CANADA By John Caulfield Smith 


MODERN MEETS TRADITIONAL: 


THE NEW AND THE OLD mect head on in 
the architects’ conception of an exten- 
sion for the Canadian National Railways 
Macdonald Hotel at Edmonton, Alberta 
(see photo of rendering above). 

The new 16-story wing, which the 
architects have treated as the main 
mass, will contain 300 bedrooms, ban- 
quet room, cafeteria, tavern and shops. 
The old building contains 185 bedrooms. 

G. F. Drummond, chief architect for 
C.N.R., explains that various compro- 
mises were studied and discarded as 
unsatisfactory before the decision was 
made to adopt a frankly contemporary 
solution. John W. Root, of Holabird, 


ALBERTA HOTEL EXPANDS 


Root and Burgee, Chicago, is consulting 
architect. 

The admixture of the French Chateau 
style of the old Macdonald with the 
cleancut functional lines of the extension 
"should add a great deal of interest and 
character to the ensemble," Mr. Drum- 
mond suggests, expressing the hope that 
the building when complete will “com- 
bine the honesty of expression of con- 
temporary design with a touch of Old 
World romanticism and in this respect 
give Edmonton something unusual and 
unique amongst hotels on the North 
American continent." 


(Continued on page 220) 


Р.С.А. OPENS NEW RESEARCH LABORATORIES 


Тне $3 мпллох Research апа Develop- 
ment Laboratories of the Portland Ce- 
ment Association at Skokie, Ill., are be- 
ing dedicated this month as the largest 
and most completely equipped labora- 
tories in the world devoted exclusively 
to research on cement and concrete. 
Designed by Carr and Wright, archi- 
tects, the laboratory group consists of 
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two architectural concrete buildings 
joined by a covered walkway. They pro- 
vide some 98,000 sq ft of usable. floor 
space, three times the amount available 
in the Association's former research 
facilities at its general headquarters 
building in Chicago. 

Тһе main laboratory building, an 
E-shaped two-story structure with pent- 
house and basement, contains 80,000 
sq ft of floor space; to the rear, the 
auxiliary laboratory has 18,000 sq ft in 
a one-story rectangular building without 
basement. 

The main building is designed for 
offices and laboratories and their related 
temperature, humidity, chemical and 
physical testing rooms. The auxiliary 
building provides space for storage and 
for processing operations. 
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All the data you need їо specify and use 
Incandescent Lighting 


A new and different catalog presentation containing: 
Incandescent lighting equipment of all types . . . classified as to use. 


Explicit information in easy-to-use form. 


ө 99 Product Illustrations € 24 Coefficient of Utilization Tables 
€ 51 Cross Section Details ө Detailed Product Specifications 


ө 47 Light Distribution Curves € General Engineering Information 


Your catalog is ready... Ask for it! 


“ART %4 ETAL COMPANY • CLEVELAND 3, OHIO 


Manufacturers of Unified Lighting Equipment for Office, Store, School, Hospital and Hotel 


There’s an Art Metal 
Incandescent Unit for 
every lighting need. 


The ART METAL Company 
1814 East 40th Street, Cleveland 3, Ohio 


Gentlemen: Kindly send me a copy of 
the new, free ART METAL CATALOG. 


Art Metal Unified Lighting, 
standardizes the design, 
style, and finish of each unit, 
to achieve an architecturally 
integrated installation. 


Firm 
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HOLLOW STEEL DOORS 


* MORE RIGID * ALWAYS PLUMB 
* MORE SILENT * ALWAYS SQUARE 
* MORE EASILY HUNG * ALWAYS ACCURATE 


Selected for the nation's SIX largest projects. 


WRITE FOR DATA 


NITED TEEL ABRICATORS, INC. 


WOOSTER, OHIO 
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work and geographical concentrations 
are important considerations. 

“ Architects, engineers, home builders, 
financing companies and many others 
are intimately concerned with the 
trends for the future. All must be point- 
ing to substantially the same markets if 
the housing industry is to continue 
active and prosperous.” 


Title ҮШ Changes 


The Congress finally finished its work 
on a bill amending the Wherry Act, 
which provides for construction of 
rental housing by private builders on the 
Federal Housing Administration loan 
insurance plan at military installations. 
This apparently cleared the way for re- 
sumption of this important program, 
almost dormant since last mid-Decem- 
ber. 

The new law opens the way for wide 
use of prefabricated housing for such 
military building, if the secretaries of the 
armed services so designate. The Senate 
Banking Committee had considered 
placing a percentage ceiling on the 
amount of prefabricated housing that 
could be used in the entire program, but 
in the final decision left this matter up 
to the services themselves. Committee 
members indicated they preferred to 
rely on the assurance from the officials 
in the Defense Department that full use 
would be made of factory-made housing 
or parts wherever feasible. The Senate 
amendment on this point, as accepted 
by the House and later enacted into 
law, reads: “That such plans, drawings 
and specifications (for military rental 
housing) may include the use on any 
project to be constructed under this 
Title of alternate materials or alternate 
types of construction including pre- 
fabrication, that provide substantially 
equal value and conform to standards 
established by the Federal Housing 
Administration." 

While prefab manufacturers gained 
through this move, the architects were 
far from satisfied with other changes 
which force the application of the public 
housing fee schedule for architectural 
services to this type of housing. Again, 
the House, after passing its own bill 
without any such limitation on archi- 
tects' fees, adopted the Senate's version, 

(Continued on page 20) 
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BRINGS YOU 


FLOORS WITH... 


better 


Tremolite Talc, with its purity, whiteness, fibrous 
composition and completely inert nature that will 
not deteriorate with age, is the most nearly perfect 
asphalt tile filler ever discovered. Only its compara- 
tive scarcity and high cost have kept it from replac- 
ing such ordinary fillers as marble dust, dolomite, 
limestone, silica flour and others. 


NOW, AT NO INCREASE IN 
PRICE, UVALDE BRINGS 
YOU THE ONLY ASPHALT 
TILE CONTAINING.... 


Tremolite Talc 


For you and your clients this means floors of 
lighter, brighter colors than ever before... floors 
with better surfaces that will rapidly improve with 
age... floors that will resist damage from alcohol. 
alkali and acids... floors that can take years and 
years of hard wear! In short, the finest non-premium 
asphalt tile floors ever offered! 


UVALDE ROCK ASPHALT CO. 


COLORS 
TEXTURE 
WEAR 


You'll have to see and handle this 
superb New AZROCK TILE to really 
appreciate what Tremolite Tale has 
added to it. For complete information 
and samples, call your local AZROCK- 
AZPHLEX Dealer... or write direct to 
Dept. C. 


NZROG 


SPHALT Түүх _ 


(АГЫЗ 


ASPHALT Т\\М. 


Makers of AZROCK апа AZPHLEX Asphalt Tile 


FROST BANK BLDG. 


JUNE 1950 


SAN ANTONIO, TEXAS 


19 


HOW LONG COULD YOU HOLD 
y 


ON? 


HOT GASES WORK ALL THE WAY 
UP IN H. В. SMITH BOILERS 


. .. Just the way they flow up this test tube held over the Bunsen burner. 
In a matter of seconds you'd have let go. 

That’s one reason why H. B. SMITH cast iron boilers are designed 
with large vertical cast iron water tubes — for faster heat absorption 
all the way up and completely around every tube. 

There are other reasons of course. 1) 

Less soot clings to the smooth vertical tubes 
—they are virtually self-cleaning. 2) Water 
tube design means maximum heating sur- 
` face. 3) Properly proportioned channels 
between the tubes permit free passage of 
the hot gases with low draft loss. 4) Sec- 
tions are all grey iron for low maintenance 
—long life. H. B. SMITH boilers have 
been in service for more than 65 years. 
5) Header type construction permits oper- 
ation with one or more sections out of service, if necessary. 
. all good reasons why Smith Engineered Boilers give more heat per 
fuel unit, use less fuel, and cost less to operate. For all the reasons 
write for free catalogue today. 


Like the test 
tube at the 
left, the ver- 
tical cast iron 
boiler tubes 
in an H. B. 
Smith boiler 
absorb heat 
all the way. 


—— 


CAST IRON BOILERS 
© THE Н. B. SMITH CO. INC., WESTFIELD, MASS. 


Most complete line in the world of cast iron boilers for heating 
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permitting the change to stand. The new 
Act specifies no stipulated amount but 
directs that “‘an expense not in excess of 
that permissible under the schedule of 
fees allowed from time to time by the 
Public Housing Administration " should 
be paid to architects for designing the 
military shelter. This automatically ap- 
plies the new fee schedule drawn last 
fall for public housing to the planning of 
military mental units. 

The American Institute of Architects 
was not pleased with this restriction, as 
it implies the repetitious use of plans. It 
was pointed out that actually the archi- 
tect designing military housing for con- 
struction in or near military bases runs 
into complex problems of utility con- 
nections, site planning, etc., especially 
where the location is far removed from 
any city. The Institute said it would 
prefer to have the agreement on a 
dwelling unit basis, a simpler and more 
competitive arrangement. 

After a conference of A.LA., PHA 
and National Association of Housing 
Officials representatives last fall, a pub- 
lic housing fee schedule was announced 
which would compensate architects on 
the basis of a selective formula — either 
through a lump sum contract, or alter- 
nate local reimbursable agreements. 
The architect has the choice of entering 
a lump sum contract worked out with 
PHA, or he may select an alternate plan 
which provides: 

1. A fixed fee of 40 per cent total com- 
pensation under a lump sum contract. 

2. An amount equal to the architects 
production costs, limited to technical 
salaries on a time card basis. 

3. Allowance of overhead equal to 50 
per cent of technical production costs. 

The sum of the three parts cannot, 
however, exceed the maximum amount 
under the agreed-on schedule, which is 
somewhat higher than that for the 
straight lump sum fee. If the sum of the 
three parts is less than this, the archi- 
tect receives an additional amount equal 
Lo 25 per cent of the savings under the 
maximum. There was general agreement 
that use of the reimbursable contract 
would work out better for all concerned ; 
the alternate lump sum arrangement 
was made available, however. The 
schedules are under scrutiny and open 
for revision at any time. Under the 
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above fee schedule, the architects’ com- 
pensation works out this way, PHA 
said: 


Estimated Cost Lump Sum Reimbursable 

of Project Fee Contract Fee 
$ 500,000 $ 17,500 $ 22,500 
1,000,000 28,000 37,800 
2,000,000 44,000 55,000 
4,000,000 68,800 80,300 
6,000,000 91,200 102,500 
10,000,000 124,000 133,000 


14,000,000 144,500 147,500 


As of May 1, President Truman had 
approved preliminary planning loans for 
public housing under the Act of 1949 in 
the total amount of $47,926,800. This 
covered the planning of 265,216 units by 
local housing authorities in 431 localities. 
The agency promised it would enter into 
loan contracts with the authorities con- 
cerned as quickly as possible so the work 
can proceed. These current Presidential 
approvals cover low-rent public housing 
projects to be built within the next two 
years. They are a part of the six-ycar 
program authorized in the Housing Act 
of 1949. These early loans are intended 
to cover all expenses local housing 
authorities incur for preliminary sur- 
veys, site selection studies, appraisals, 
all architectural and engineering plans 
except final working drawings and the 
making of definite cost estimates. Defin- 
itive financial aid contracts follow. 


HHFA and College Loans 


The Housing and Home Finance 
Agency has embarked on an entirely 
new program of housing loan assistance 
to public or private non-profit institu- 
tions of higher learning. Authority is 
given in the Housing Act of 1950 signed 
by the President April 20. In brief, this 
gives the HHFA Administrator's office 
direction to make loans to colleges at the 
going federal rate of interest plus a 
charge of one fourth of one per cent a 
year to be repaid in 40 years and secured 
and repaid in such manner as the Ad- 
ministrator shall determine. 

Congress voted $300 million for this 
purpose; that'is, to provide funds for the 
loans, the Administrator may issue and 
have outstanding at any one time ob- 
ligations for purchase by the U.S. 
Treasury in an amount not to exceed 
$300 million. Spokesmen said conceiv- 
ably this could become a revolving fund 
in time and continue to serve its purpose 
without replenishing. 

It is believed that many public and 
private non-profit schools that have been 
using surplus war housing on their 

(Continued on page 180) 
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only Mosler experience 


COULD BUILD VAULT DOORS 
SO EASY AND INEXPENSIVE 
TO INSTALL 


Many exclusive features for low-cost 
installation in the Mosler non-grout Vault 
Door prove to architects and builders the 
value of Mosler’s 100 years’ experience. 
Mosler doors simply clamp on inside of 
vault wall. No floor pit with wet cement 
required for setting. No patching or 
refinishing after door is installed . . . 
'They carry the Underwriters' 
Laboratories, Inc. L5 to 6 hour fire 
labels. Special relocking device saves 
10% on burglary insurance premiums. 


For Modern Home Protection... MOSLER HOME SAFES 


This popular closet or wall safe is . 
also easy and economical to 
install. Offers protection for 

family papers and valuables at a 
modest price — a good, sensible 
suggestion an architect or builder 
can make to a new home owner. 
Available in a variety of sizes 

to fit any requirement. 

Inquiries are invited on the 
complete line of internationally 
famous Mosler record and cash 
protective equipment. 


ge Mosler Safe с: 


Main Office: 320 Fifth Avenue 
New York 1, N. Y. 


Dealers in principal cities 
Factories: Hamilton, O. 


'The Mosler Safe Co., Dept. AR 
320 Fifth Ave., New York 1, N. Y. 


Please send me your free booklet **Mosler Safes and 
Vaults" 


Largest Builders of Safes and 
Vaults in the World 


Business 
ДДОД oes жа куан на жън абз нордон зада 


Builders of the U. S. Gold Storage 
Маш оо асо Ко, NY: E ——————— € 


See our 1950 exhibit at the Architects Samples Bldg., 10] Park Avenue, New York City 
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SOME OBSERVATIONS ON ei 
THE CONSTRUCTION OUTLOOK 


By Thomas S. Holden, President, F. W. Dodge Corporation 


XCELLENT long-range construction prospects, inher- 
Е ent in our postwar economy, сап be realized if 
current national problems are resolved; the present 
government-supported construction boom will taper off 
some day, but underlying demand factors are very 
strong indeed. 


I — ECONOMIC GROWTH FACTORS 


The factors of economic growth are the principal 
sources of demand for new construction. The construc- 
tion industry prospers when there are needs for new 
facilities for production, trade, transportation, educa- 
tion, public health, religion, recreation, community de- 
velopment and family living. 

Factors tending toward economic growth are present 
in the American economy today, perhaps in greater 
measure than ever before. 

Let us examine some of them. 


1. New Consumers 


The population census now being taken is expected 
to show an increase of 19,000,000 persons over 1940. 
This compares with a 17,000,000 population increase 
in the highly prosperous 1920’s and with a 9,000,000 
increase in the depressed 1930's. 


THOUSANDS 


NEW CONSUMERS 


(net annual additions 
to population) 


1,500 


1,000 


2. More Goods and Services 


In the year 1948 and again in the year 1949, con- 
sumer purchases of goods and services amounted to 


$179,000,000,000. 
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Consumption was below the 1929 standard 
20 through the decade of the 1930’s, has risen 
steadily above 1929 standard since 1940 
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This compares with a little over $80,000,000,000 in 
the highly prosperous year 1929. If the increase over 
1929 had merely taken care of the increased popula- 
tion and higher prices, with no improvement in per 
capita consumption standards, the 1948 and 1949 con- 
sumption requirements would have been $136,000,000,- 
000. The difference between this figure and the actual 
amounts spent in 1948 and 1949 was $43,000,000,000; 
this figure represents more and better goods and serv- 
ices, a higher standard of living. 

The $43,000,000,000 improvement of 1948 over 1929 


included the following items: 


Bellor dE ous oco men Exo TREO HER UE Aa $15,300,000,000 
More liquor, tobacco, amusements . ........... 1,000,000,000 
Services-of. various kinds... .¢..5............ 6,500,000,000 
More non-durable goods (other than food, cloth- 

Ing; tobacco; liquor)... „2. vacans das mes +» 
Better shelter (rental Базїз)................ 
More durable оодз........................ 
More and/or better clothing and shoes 


4,700,000,000 
4,500,000,000 
4,000,000,000 
1,000,000,000 


а азы а аат фав E $43,000,000,000 


The year 1949 would show some variations in detail 
from 1948, but the same total figure for improved 
standards. 

All the goods and services bought by consumers 
were, obviously, produced and sold. 
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3. More Industrial Production 


To serve the country’s increased population and im- 
proved living standards, increased industrial produc- 
tion has been necessary. The story is sketched in the 
following record: 


PHYSICAL VOLUME OF PRODUCTION 


(Index numbers, Board of Governors of the Federal 


Reserve System, 1935-39 = 100) 


1929 1940 1949 Peak 


Manufactures 


Durable „агаа 132 139 202 360 (1943) 
Non-durable........ 93 115 168 177 (1948) 
ОТРЯ 110 126 183 258 (1943) 
МОЛЛА] 8... а. аена s 107 117 135 149 (1947) 
Total industrial. ...... 110 125 176 239 (1943) 


Wartime peak production, accomplished by two- and 
three-shift operations in many industries, not only 
produced sufficient war material to overwhelm the 
enemy but also maintained a continuous rise in many 
lines of consumption. It also wore out and made obso- 
lete much production equipment, which will need early 
replacement. It developed new ideas of plant design 
conducive to greater productive efficiency. 

Between 1939 and 1947 the number of manufactur- 
ing establishments increased from 173,802 to 240,881; 
estimated sales of manufactured goods increased from 


$61,340,000,000 то $215,525,000,000. 


1. Savings Available for Investment 


Total individual savings increased fourfold between 
1929 and 1948; threefold between 1940 and 1948. The 
Securities and Exchange Commission reported the fol- 
lowing figures for the close of 1949: 


SAVINGS OF INDIVIDUALS 


Cash and bank Чдерозїїз................... $128,000.000,000 
Government зесигїйез..................... 11,000,000,000 
Equities in savings and loan societies. ....... 12,000,000,000 
Equity securities and private insurance...... 58.000,000,000 
Government insurance and pensions......... 38,000,000,000 


"Total. ук кын ане maie ti lai mo tees $307,000,000.000 


Presumably the first two items represent funds that 
could be drawn upon in considerable measure for in- 
vestment in enterprise, and the third item can be 
drawn upon for housing investment. In 1949 indi- 
viduals increased their holdings of non-government 
securities by $1,400,000,000. 

In addition to these individual savings, there are 
many billions of dollars of corporate savings. Undis- 
tributed corporate profits amounted to $2,400,000,000 
in 1940; $13,200,000,000 in 1948. 


Private capital funds for expansion are plentiful. 


5. High Productivity 


Many factors have combined to produce today’s 
high living standards for the people of the United 
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States. To review them in detail would require an in- 
ventory of natural resources and an historical survey 
of our political, social and economic institutions and 


‘an appraisal of the spiritual values in American life. 


Outstanding, and in many ways unique, has been 
our spectacular increase in output per man-hour of 
labor engaged in production. While this has not been 
steady and continuous, it is generally considered to 
have increased at an average annual rate of 2 per cent. 

Certain economists have pointed out that this rate 
of productivity increase has resulted from an average 
3 per cent increase in capital investment. In 1946 in- 
vestment per employed worker in all manufacturing 
was $7113. 

Improved productivity has taken place in the fac- 
tories, in the mines and on the farms. Output per farm 
worker increased 50 per cent between 1909 and 1939; 
30 per cent from 1939 to 1948. Seventy-five per cent 
of the nation’s farms were electrified in 1948. 

Paralleling increased productivity has been constant 
progress in improving efficiency and cutting costs of 
transportation, power, distribution services and con- 
struction. These things have been achieved by mecha- 
nization, applied chemistry and improved organiza- 
tional and management techniques. All have involved 
enormous capital investment. 


6. More Capital Facilities Required 


Capital facilities wear out, become obsolete. This is 
true of machines, factories, warehouses, highways, rail- 
way roadbeds and every other physical facility. 

Merely to provide today's living standards for the 
1960 population will require enormous investment in 
new facilities of every kind. To improve output and 
raise living standards will require much more. Some 
economists think our annual rate of capital investment 
will have to increase over past rates. 

Stahrl Edmunds, economic analyst, Northwestern 
Life Insurance Company, writing on “Financial Capital 
Formation” in the January 1950 issue of Harvard Busi- 
ness Review, states that it has taken an annual increase 
of 3 per cent in equipment to make a 2 per cent increase 
in productivity possible, and that a future stepping up 
of the rate of productivity increase may require aver- 
age annual increase in net capital formation of more 
than 4 per cent. 

This is more than a matter of machinery. It is also 
a matter of modern factories, warehouses, stores, high- 
ways, power plants, community facilities and every 
kind of building and engineering structure that makes 
for a more efficient and a more productive economy. 

Potential requirements for improved facilities are 
much more concrete than any fanciful “pie in the sky” 
dreams. The Engineering News-Record has been running 
a statistical series on the construction backlog. As of 
December 31, 1949, it included $4,423,000,000 for 
contemplated industrial buildings, and $5,780,000,000 
for contemplated commercial buildings. These figures 
compare with 1949 government estimates of industrial 


building totaling $974,000,000 and $1,001,001,000 
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for commercial buildings. While construction. back- 
log statistics do not give immediate indications of 
trends, they furnish strong evidence of potential 
demand. 


7. Postwar Construction Investment 
Relatively Low 


In spite of record dollar volumes of construction in 
1948 and 1949, total new construction investment in 
those years was low relative to national income, ap- 
proximately 9 per cent each year. In 1925, 1926 and 
1927, years of high prosperity and great economic 
expansion, new construction investment ran to 15 per 
cent of national income. Total physical volume of new 
construction in 1948 and 1949 was less than that of the 
war year 1942 and the peak years of the late 1920's; 
this is true in spite of the fact that the number of new 
dwelling units started in 1949 surpassed all previous 
records. 

This does not, however, prove that new construction 
investment must necessarily again reach 15 per cent of 
national income. It does highlight the fact that the 
large volumes of recent years have consisted in minor 
degree of new construction facilities of а productive 
character to take care of future needs of an expanding 
economy. 

These facts suggest that when the American economy 
enters a general expansion phase, total construction 
investment is apt to be even larger than it was in 1949. 
If you are bullish about the future of the United States 
of America. you have to be bullish about construction. 


II — IS THE AMERICAN ECONOMY 
READY FOR EXPANSION? 


This question cannot be answered with assurance 
until a growth trend is unmistakably established. 

'The construction upsurge of the second half of 1949 
and first quarter of 1950 might conceivably be the 
beginning of such a growth trend, but such an inter- 
pretation of 1950 business conditions would be incor- 
rect, according to the analysis of current trends which 
appears in Section ПІ of this statement. 

A very important and essential growth factor is 
missing at the present timc. 

'The missing factor is a set of overall governmental 
policies which will command the hearty support of a 
clear majority of the American people. In all previous 
eras of rapid and sustained expansion there has been a 
far greater degree of unanimity than now exists. 

The President of the United States was elected in 
1948 by approximately one-half the voters, and those 
who actually voted numbered little more than half of 
those eligible to vote. The President has a program, 
some important parts of which are not supported by his 
own party. Congressmen talk economy, talk tax reduc- 
tion, deplore deficit spending and inflation, vote pork 
barrel bills and increased spending. Some government 
officials talk encouragingly about business, others attack 
it. Officials talk more about the need of industrial expan- 
sion than they do about investment incentives. The 


opposition party has developed no unity of program or 
policy. In view of this confused situation, it is little 
wonder that investment coníidence is today not very 
strong. 

The American people have not declared in unmistake- 
able terms whether their preference is for maintaining 
a dynamic free-enterprise economy or for proceeding 
further with experimentation along the lines of the 
welfare-state philosophy. The elections of 1950 and 1952 
will not solve all our problems; it is to be hoped they 
will define the direction along which the national 
economy will move hereafter. 

'The people will do well to remember that the vast 
expansion of the past and the high prosperity of the 
present time have resulted from substantial teamwork 
on the part of all the essential factors of the economy, 
including government, and not by government action 
alone. They will do well to realize that America’s high 
productivity has resulted from continually increasing 
output per man hour of labor engaged in industry, 
agriculture and distribution rather than from any kind 
of private or public money magic. 


III. — THE GOVERNMENT-SUPPORTED 
CONSTRUCTION BOOM 


For purposes of the present analysis, it is convenient 
to separate recent construction contract figures into the 
following three categories: 

Public building and engineering projects; 

Private residential building; 

Private non-residential building and engineering 
projects. 

Recent trends of these three broad groups of construc- 
tion projects are shown in the accompanying charts 
(see page 25). 

'The charts clearly show that the upsurge of contract 
activity which started in September 1949 and continued 
through the first quarter of 1950 was due in considerable 
part to increased public building and engineering con- 
tracts and in much greater degree to rising volume of 
private residential building. The trend of private non- 
residential building and engineering contracts has been 
practically horizontal. 

'The uptrend of public building and engineering work 
has been considerably stimulated by federal grants-in- 
aid to the states for highways, hospitals and other 
purposes; it has included sizable direct expenditures by 
the federal government. 

Private residential building has been greatly stimu- 
lated by liberal mortgage-insurance measures and by 
government purchases of insured mortgages through 
the Federal National Mortgage Association. (Fannie 
May). The 1949 upturn followed almost immediately 
after acts of Congress providing new authorizations for 
liberal home financing. This coincided with a change in 
publie psychology which during the preceding twelve 
months had been in mild revolt against high building 
costs. At some stage government stimulation of residen- 
tial building, if continued at the current rate, will 
produce a housing surplus. 
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When and if a housing surplus is produced it will 
obviously appear at different times in different localities. 

A recent survey of 470 cities by the National Associa- 
tion of Real Estate Boards brought out the following 
facts: 

1. Production has caught up with demand for new 
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houses priced at $8,000 and over in 65 per cent of the 
reporting cities. 

2. As for houses selling (with lots) below $8,000, 25 
per cent of the reporting cities indicated a sufficient 
supply to meet all demands, and over-supplies were 
indicated for 3 per cent of the cities. 

3. Rental housing in the higher priced brackets was 
reported in over-supply in 19 per cent of the cities. As 
for medium-priced apartments, 2 per cent of all report- 
ing cities and 13 per cent of the largest cities reported 
over-supply. More supply than demand in low rental 
brackets was reported by 3 per cent of the cities. In the 
opinion of this writer rental housing occupancy is likely 
to ease considerably if federal rent control expires 
June 30th. 

A vital background factor in potential housing de- 
mand is the current downtrend in new family forma- 
tions, following the all-time peak number of marriages 
in 1946. A study in the March 1950 issue of Survey of 
Current Business estimated that the number of married 
couples increased at the rate of 959,000 a year from 
April 1947 to April 1949, and will probably increase at 
an average annual rate of 568,000 a year in 1950, 1951 
and 1952. 'This is a strong indication that demand for 
new housing facilities will tend to slacken at some time, 
that housing production at the rate of more than a mil- 
lion new non-farm dwelling units a year will not con- 
tinue indefinitely. 

In fact, the advance estimates for 1950 construction 
activity put out by F. W. Dodge Corporation and by 
the government (Department of Commerce and De- 
partment of Labor) presupposed a downturn sometime 
this year. The Dodge estimates indicated a slight de- 
crease in total contract volume for 1950, as compared 
with 1949; the government economists estimated the 
same total dollar volume of “work put in place" for the 
two years. If these estimates (which are not incon- 
sistent with each other) are approximately realized 
there would necessarily be declining volume in the latter 
part of the year to offset the big first-quarter rise. It 
now appears possible that the present mood of the 
public favoring large expenditures for new housing, 
supported by the latest legislation extending liberal 
financing, may carry the housing boom through the 
rest of 1950. 

However, even a government-supported boom is apt 
to run its course, just like any other kind of boom. 

This analysis of the 1950 situation does not indicate 
that the current boom is actually the beginning of an 
era of broad economic expansion and continually 
mounting construction volume. 

The underlying strength of the American economy is 
very great; its growth momentum is very strong. It is 
very doubtful whether the construction industry really 
needs artificial stimulation. 

The prospect of getting past the feverish phase of the 
current boom, of getting rid of artificial stimulation, and 
of setting about the business of building a better and a 
sounder America should not engender any fears on the 
part of the construction industry. If the price to be paid 
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is а mild recession in construction activity (and only a 
mild one seems likely) it will be amply justified. There 
is no present indication that the current construction 
boom will end in a serious bust. 


IV. — THE NEAR-TERM OUTLOOK 


For the long range construction outlook, bullish fac- 
tors far outweigh bearish ones, barring the possibility 
of shooting war. 

In the opinion of this writer stimulation by the federal 
government is currently being overdone, and could be 
markedly reduced in the interest of a sound, sustained 
program of providing the new facilities our growing 
economy will need. 

When there is a decline from current peak activity in 
residential building, it will not likely be drastic but 
rather in the nature of an adjustment to a normal type 
of postwar market which will have progressed beyond 
the shortage stage into the stage of growth and im- 
provement of living standards. 

Some general observations on the outlook for par- 
ticular classes of construction activity follow. 


COMMERCIAL BUILDINGS — Demand should hold 
reasonably steady, particularly for neighborhood stores 
and shopping centers in outlying and suburban locations 
and store modernization in central areas. Office build- 
ing space continued in tight supply in a number of 
cities; with continued high levels of business activity 
demand for new office buildings should rise at some 
stage. Increased business activity, plus the need for 
cutting distribution costs, will create demand for mod- 
ern warehouse facilities. 


MANUFACTURING BUILDINGS — The postwar peak 
was in 1946, since which time new construction in this 
classification has tapered off. The upturn which ap- 
peared in the March 1950 statistical record was due to 
inclusion of a large atomic energy project of the federal 
government and was not indicative of a change in trend 
of private industrial building. As indicated in Section I 
of this statement, a major upturn in this classification is 
likely at some stage although there is no present indi- 
cation as to when this will occur. Dodge contract statis- 
ties cover buildings only, omitting processing equip- 
ment, which usually involves expenditures several times 
as large as the outlays for new construction. 


EDUCATIONAL BUILDINGS — School-age popula- 
tion is increasing rapidly and is due to continue in- 
creasing for some years to come, indicating a mounting 
demand for new school buildings. This demand will be 
met, with or without federal aid. 


HOSPITALS AND INSTITUTIONS — This program 
continues to mount, partly through direct federal ex- 
penditures and partly through federal aid to the states; 
likely to taper off at some time, though possibly not 
this year; continuing public demand for improved 
health services will require continued large-scale hos- 
pital building after the peak of federal hospital spend- 


ing is over. 
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PUBLIC BUILDINGS — Expenditures have mounted 
each year since the war; off somewhat in the first quarter 
of 1950. This classification has been of relatively minor 
importance in the postwar period. 


RELIGIOUS BUILDINGS — The volume has mounted 
continuously since the war. No present indication of 
let-up. 


SOCIAL AND RECREATIONAL PROJECTS — There 
was a moderate drop in 1949, a further drop in the first 
quarter of 1950. No present indications of any change 
in trend. 


MISCELLANEOUS NON-RESIDENTIAL BUILDING 
— At some stage there will be increased demand for 
new and enlarged bus terminals, terminal buildings at 
airports and the like; no important development indi- 
cated for this year. 


RESIDENTIAL BUILDINGS — As indicated in Sec- 
tion ПІ, residential activity will at some stage recede 
from current peak levels. New housing legislation re- 
cently passed by Congress further liberalizes housing 
finance and will tend to maintain a very high level of 
activity until market surpluses appear; just when this 
will happen is at the moment uncertain. Current de- 
mand for new rental housing may be reduced some- 
what upon termination of rent control, which may 
take place June 30, 1950. 

Recession from peak housing activity is not at all 
likely to mean a serious slump. Even the currently re- 
duced rate of new family formations remains over 
500,000 a year. At this moment there is a continuing 
demand for new houses in the lowest price brackets; 
later, as families grow larger and children grow older, 
needs for enlarged accommodaticns will arise. Con- 
tinued prosperity will stimulate demands for quality 
housing, in terms of larger room sizes, better designs, 
more amenities for pleasant living, and the like. Houses 
built on owners’ orders for owners’ occupancy have 
been increasing, will increase further with continued 
prosperity. The number of projects in this consumer- 
dominated custom-built housing market skyrocketed 
73 per cent during the first two months of 1950, com- 
pared with the like period of 1949. The housing market 
will become more selective, more competitive. Apart- 
ment building should continue at satisfactory (if some- 
thing less than peak) rates. More dormitories will be 
needed. At some stage (probably after 1950) there will 
likely be an upsurge of hotel building, which has been 


long in abeyance. 


PUBLIC WORKS — Needs continue very great, fed- 
eral aid continues to flow generously. No setback now 
in sight. 


PUBLIC UTILITIES — The long range outlook is 
bullish; increased prosperity will call for expansion of 
power plants, new pipe lines, extension of water supply 
systems, and the like. New construction in this class 
increased in 1949, also in first quarter 1950; no indica- 
tion of any change in this upward trend. 
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THE RECORD REPORTS 


CONSTRUCTION COST INDEXES 


Labor and Materials 


United States average 1926-1929 = 100 


Presented by Clyde Shute, manager, Statistical and Research Division, 
F. W. Dodge Corp., from data compiled by E. Н. Boeckh & Assocs., Inc. 


NEW YORK ATLANTA 
Apts., Hotels | Commercial and Apts., Hotels | Commercial and 
Office Factory Bldgs. Office Factory Bldgs. 
Residential Bldgs. Brick Brick Residential Bldgs. Brick Brick 
Brick and and Brick and and 
Period Brick Frame | and Concr. Concer. Steel Brick Frame | and Concr. Concer. Steel 
1925 121.5 122.8 111.4 118.3 110.3 86.4 85.0 88.6 92.5 83.4 
1930 127.0 126.7 124.1 128.0 123.6 82.1 80.9 84.5 86.1 83.6 
1935 93.8 91.3 104.7 108.5 105.5 72.3 67.9 84.0 87.1 85.1 
1939 123.5 122.4 130.7 133.4 130.1 86.3 83.1 95.1 97.4 94.7 
1940 126.3 125.1 132.2 185.1 131.4 91.0 89.0 96.9 98.5 97.5 
1945 160.5 161.7 156.3 158.0 155.4 132.1 133.9 123.2 122.8 123.3 
1946 181.8 182.4 177.2 179.0 174.8 148.1 149.2 136.8 136.4 135.1 
1947 219.3 222.0 207.6 207.5 203.8 180.4 184.0 158.1 157.1 158.0 
1948 250.1 251.6 239.4 242.2 235.6 199.2 202.5 78.8 178.8 178.8 
1949 243.7 240.8 242.8 246.4 240.0 189.3 189.9 180.6 180.8 177.5 
Jan. 1950 242.8 239.4 242.3 245.2 241.2 184.5 185.5 179.2 178.6 TT 
Feb. 1950 244.1 240.9 243.2 245.9 242.0 185.8 187.0 180.1 179.3 178.5 
Mar. 1950 244.9 242.0 243.4 246.0 242.2 186.9 188.4 180.3 179.4 178.8 
25 increase over 1939 0 increase over 1939 

Mar. 1950 98.3 97.7 | 86.2 | 844 86.2 116.6 126.7 89.6 | 842 88.8 

ST. LOUIS SAN FRANCISCO 
1925 118.6 118.4 116.3 118.1 114.4 91.0 86.5 99.5 102.1 98.0 
1930 108.9 108.3 112.4 115.3 111.3 90.8 86.8 100.4 104.9 100.4 
1935 95.1 90.1 104.1 108.3 105.4 89.5 84.5 96.4 103.7 99.7 
1939 110.2 107.0 118.7 119.8 119.0 105.6 99.3 117.4 121.9 116.5 
1940 112.6 110.1 119.3 120.3 119.4 106.4 101.2 116.3 120.1 115.5 
1945 152.8 152.3 146.2 148.5 145.6 146.2 144.3 144.5 146.8 147.9 
1946 167.1 167.4 159.1 161.1 158.1 159.7 157.5 157.9 159.3 160.0 
1947 202.4 203.8 183.9 184.2 184.0 193.1 191.6 183.7 186.8 186.9 
1948 227.9 231.2 207.7 210.0 208.1 218.9 216.6 208.3 214.7 211.1 
1949 221.4 220.7 212.8 215.7 213.6 213.0 207.1 214.0 219.8 216.1 
Jan. 1950 220.3 218.4 214.7 218.4 216.5 213.3 207.0 216.7 220.6 216.9 
Feb. 1950 222.7 221.3 215.6 219.0 217.4 215.3 209.2 217.8 221.4 217.9 
Mar. 1950 222.8 221.2 215.8 219.1 217.6 216.7 211.0 218.1 221.6 218.3 

% increase over 1939 0% increase over 1939 

Mar. 1950 102.2 106.7 | 81.8 | 82.9 82.9 105.2 112.5 | 85.8 | 81.8 87.4 


The index numbers shown are for 
combined material and labor costs. The 
indexes for each separate type of con- 
struction relate to the United States 
average for 1926-29 for that particular 
type — considered 100. 

Cost comparisons, as percentage dif- 
ferences for any particular type of con- 
struction, are possible between localities, 
or periods of time within the same city. 
by dividing the difference between the 
two index numbers by one of them; i.e.: 
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index for city А = 110 

index for city B = 95 
(both indexes must be for the same type 
of construction). 
Then: costs in A are approximately 16 
per cent higher than in B. 

110-95 
95 0.158 

Conversely: costs in B are approxi- 
mately 14 per cent lower than in A. 


110-95 
"I = 0.136 


Cost comparisons cannot be made be- 
tween different types of construction 
because the index numbers for each type 
relate to a different U. S. average for 
1926-29. 

Material prices and wage rates used in 
the current indexes make no allowance 
for payments in excess of published list 
prices, thus indexes reflect minimum 
costs and not necessarily actual costs. 

These index numbers will appear 
whenever changes are significant. 
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original sight-saving chalkboard — and still 
he best! Gives the proper amount of reflect- 
ed light without specular reflection, 


еге are now almost 13,000 Nucite installations 
under every climatic condition from the 

3n arctic to the hot tropics, and there has never 
been a single failure. 


Some installations have been in for more than 
twelve years—and today they are as 

good as when installed. Ezy-Rase Nucite is 
guaranteed for a period of twenty 

sars against fading out or becoming slick or shiny 
under normal classroom usage. 


Also manufacturers of Crest Cork Bulle- 
tin Boards and Roco Cork Bulletin Boards 
in tan and green, portable chalkboards 
and bulletin boards, and Bayer safety 
metal wardrobes. 


photographs show an installation 
laboratory at the University of 
port. Charles Wellington Walker, 
сї. О. F. Burghart, General Con- 
. All chalkboards designed, built 
stalled by New York Silicate Book 
Zompany, Inc. 


ase Nucite Glass Chalkboard in fixed position in “Neat- 
aluminum framing, with galvanized steel grounds. 
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Horizontal green Nucite sliding chalkboard in aluminum framing on ball running 
strips. It consists of fixed chalkboard in rear, with two sliding panels in front on 
separate tracks. The sliding panels can be moved to any position for the entire length 
of the board. Variations of same can be made by having fixed panels in cork, or 
sliding panels in cork. Above view shows sliding panels at fully extended position. 


Same installation but with sliding panels at center. 
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REQUIRED READING 


THE PROFESSIONAL PLAN 


Contracting as a Profession. By Frederic W. 
Lord. Richard R. Smith (120 East 39th St., 
New York 16, N. Y.) 1949. 614 by 91% in. 
83 pp. $2.00. 

Here is another attempt to counter 
the indiscriminate competition often ap- 
parent in the construction industry. Its 
crux is the “‘ Professional Plan ” which is 
said to guarantee efficiency, facility and 
economy in building. It is a method 
which the author seems to feel would re- 
lease the construction industry from a 
competitive clutch and simultaneously 
give credence to its professional stand- 
ing. 

Mr. Lord indicates obsolescence in the 
usual bidding systems. The competitive 
bidding system, cost-plus contracts and 
labor-only contracts are not only unfair, 
he implies, but precipitate perhaps 
small, perhaps large, but nevertheless 
insidious injustices and dishonesties. 
'The author analyzes and criticizes the 
three approaches, states their short- 
comings. 

Selective bidding, paid estimates and 
selection of a contractor on the basis of 
experience, efficiency and integrity are 
advocated by Mr. Lord. This, then, is his 
plan. The essentials include the following 
(in condensation): 

1) selection of honest, efficient con- 
tractors. This can be ascertained in gen- 
eral by use of questionnaires; 

2) the contractor selected is to submit 
an outside lump-sum detailed estimate, 
the excess of cost in the final work to be 
paid by him; 

3) mutual agreement upon reasonable 
profit in terms of a percentage of cost ; 

4) contractor's books to be audited 
before final payment; 

5) 100 per cent credit due to owner on 
all savings on the outside price. 

A suggested contract form to be used 
by and between the owner and contrac- 
tor is included. 

All the above occupies the first five 
chapters of Contracting as a Profession. 
How Mr. Lord's plan affects contingent 
forces is treated in the 11 brief chapters 
that follow. Dealt with individually are 
the architect, consulting engineer; gen- 
eral, sub- and small contractor; manu- 
facturer, banker, organized labor, gov- 
ernment, and finally the Sherman Act. 

For the main part, Mr. Lord's is no 
new idea, and his cry may be overrated. 
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But it is encouraging to witness an ear- 
nest appeal to remedy injustices no 
matter how small. 


WORLD HOUSING 


Housing and Town and Country Planning. 
Department of Social Affairs. United Na- 
tions Bulletin No. 3. Sales No: 1949. IV. 8. 
United Nations Publications, Lake Success, 
N. Y. Columbia University Press (2960 
Broadway, New York 27, N. Y.), sales 
agent. 81% by 11 in. 118 pp. illus. $1.00. 

The third United Nations Housing 
and Town and Country Planning Bulle- 
tins further elaborates the research of 
U.N. working groups (see ARCHITEC- 
TURAL RECORD, Apr., 1949, p. 28) which 
are gathering world-wide information 
on housing — information which will be 
of use and interest to planners and archi- 
tects, economic, social and_ political 
administrators. 

Housing projects discussed in this 
bulletin include current developments 
from New Zealand, Panama, South 
Africa, the United Kingdom, India. 
Low Cost housing in tropical areas, 
housing in trust and non-self govern- 
ing territories are considered. Housing 
standards, rent controls, problems of 
construction and construction tech- 
niques, etc., are also cited. 

There is a section on the International 
Labor Organization and Housing; and 
the Institute for Urban Land Use and 
Housing Studies. A 49 page bibliography 
supplies selected references from peri- 
odicals published during 1948. 


PUBLIC LIBRARIES 


Buildings for Small Public Libraries. Re- 
modeled and adapted including new designs 


Jor branches. Prepared for the A.L.A. Com- 


mittee on Library Architecture and Building 
Planning. By Ernest I. Miller, Chairman. 
American Library Association (Chicago, 
Ill.) 1950. 8% by 11 in. 39 pp., illus. $1.25. 

There has been a lapse of ten years 
since the American Library Association 
has published material on small libraries 
equal to that contained in this volume, a 
collection of photographs and plans for 
small libraries, branch libraries and con- 
verted libraries. Eighteen structures are 
illustrated, on spreads and single pages. 
Each includes a critical text, photo- 
graph or rendering and plan. 

The book does not claim to provide 
all the answers. Says the A.L.A., 
“|. . it is not the purpose of this pub- 
lication to add to the ‘how’ of building 


planning. Its object is to present a few 
examples of the end result of planning." 
Simplification of design, the greatest 
possible floor space at minimum cost are 
two aims. The buildings analyzed ap- 
parently attain these aims, satisfy 
stringent librarian requirements. 

As for buildings adapted for library 
purposes, conversions have been made 
from churches, banks, stores, even a car- 
riage shop — to demonstrate that a 
workable plan can be achieved. They are 
structures which, according to A.L.A. 
standards, may be considered good risks 
for library use. i 

As suggestions of what can be done 
simply and relatively inexpensively, the 
book warrants at least a look-in by one 
concerned with library design or re- 
design. 


CAPITAL PUNISHMENT 


Of Plans and People. Planning the City of 
Washington for its people as a worthy sym- 
bol of a great nation. А study of the plan of 
Washington, prepared by the Washington- 
Metropolitan Chapter of the American Insti- 
tute of Architects ( Washington, D. C.) 1950. 
8 by 101% in. 64 pp. illus. $.50. 

In the vein of city planning, Wash- 
ington’s A.I.A. has used the occasion of 
the capital’s sesquicentennial to venture 
pretty severe criticism of the layout and 
structures of l'Enfant's old town. The 
lag of creative effort, the new monu- 
ments and buildings no longer convinc- 
ingly tied to the past in comparison with 
other capital cities succinctly is indi- 
cated. We look at Santiago, Caracas, 
Lima and see developing mature, new 
urban life, says Metropolitan-Washing- 
ton A.I.A. before making specific pro- 
posals for the Capital's redevelopment. 

"We must look at Washington both 
as a capital and a city. Because it lacks 
the richness inherent in a more func- 
tionally varied city, it will need more 
imaginative planning than any other 
city. This can not be done by men who 
are afraid to dream. As a capital and 
as a city, Washington must become a 
worthy symbol of United States demo- 
cratic culture. . . . White temples and 
green gardens along the Potomac aren't 
enough." 

The present need for inspired think- 
ing, integrated planning can be fulfilled. 
Success depends on the timing of im- 
provements with the requirements and 
available resources, warns the study. 
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INSIDE VIEW OF WALL 
Ribbed Exterior Plates — Ribs 6” C-C 


OUTSIDE VIEW OF WALL 
Fluted Exterior Plates — Interlock 12" C-C 


Mahon Insulated Metal Wall Plates are available 
in several designs — two are illustrated above 
Plates can be furnished in any length up to 55 ft. 
Heat Transmission Coefficient "U" rating 0.15 
with two inches of Fiberglas Insulation. 
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EL DECK. 


Another New Industrial Building Roofed 
with 600,000 Sq. Ft. of Mahon Steel Deck! 


Steel Deck continues to gain favor throughout the country as the ideal 
roof construction for industrial and commercial buildings. Comparison 
of weight, insulation required to produce specific thermal properties, 
and total roof cost per sq. ft., will reveal that steel deck is the most 
economical permanent, firesafe roof obtainable today. Mahon Steel 
Deck, due to its basic design with narrow vertical-leg stiffening ribs, 
lends itself to a broad range of uses. in modern construction . . . alert 
designers and builders are finding Mahon Steel Deck ideally suitable 
for curtain walls, partitions, ceilings, and permanent concrete floor 
forms. See Mahon's Steel Deck Insert and Mahon's Insulated Metal Cur- 
tain Wall Insert in Sweet's Files for complete information, construction 
details and specifications, or write for Catalogs B-49-A and B. 


R. C. MAHON COMPANY 
DETROIT 11, MICHIGAN — * CHICAGO 4, ILLINOIS 


Representatives in all Principal Cities 


Manufacturers of Steel Deck for Roofs, Partitions, Ceilings and Floors; Insulated Metal 
Curtain Walls of Aluminum, Stainless or Galvanized Steel; Rolling Steel Doors, 
Grilles, and Underwriters’ Labeled Rolling Steel Doors and Fire Shutters. 
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CEMESTO" PROVES AMAZING INSULATION 
VALUE IN STARTLING “TRIAL BY HEAT" 


Dramatic tests demonstrate 
the remarkable insulating 
efficiency of the World’s 

Most Versatile Building 
Material! 


In recent tests made by an indepen- 
dent research laboratory, panels of 
Cemesto were put through a rigorous 
"trial by heat." Each panel was first 
set up as an enclosing wall of a special 
testing oven. One side of the Cemesto 
Panel faced the inside of the oven, and 
the other side faced out (see drawing). 
The enclosed side was then subjected 
to intense heat for a period of 45 
minutes. 

At the end of this time, when the 
temperature on the side exposed to 
heat had reached a torrid 1625°F., 
the other side registered a heat rise of 
only 130°F.! Dramatic proof, indeed, 
of the unusual insulation value of 
CemestoInsulating Structural Panels! 


Cemesto Panels offer many 
unique advantages 

What do these tests mean to you? 
They mean that when you build with 
Cemesto Panels, you do more than 
save time and money on the con- 
struction of permanent roof decks, 
curtain walls and partitions. You also 
insulate effectively without materially 
increasing the cost! The result—build- 
ings that are cooler and more econom- 
icalto air conditionin summer,warmer 
and thriftier to heat in winter...more 
pleasant, more healthful working 
conditions for occupants . .. greater 
production and fewer accidents 
through improved employee efficiency 
... increased client satisfaction! 


The secrets of Cemesto’s versatility 
Strong, rigid, pre-formed Cemesto 
Panels are made of Celotex cane fibre 


‘AFTER 45 MINUTES 


оош 
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insulation board to which cement- 
asbestos facing is bonded on both sides 
by a moistureproof bituminous ad- 
hesive. They are lighter than most 
building materials, yet have remark- 
able structural strength. Can be 
worked with ordinary hand or power 
tools on the job, or pre-cut to specifi- 
cations at the mill for faster applica- 
tion. Quickly and easily applied to 
either wood or metal framing. 
Cemesto Panels resist fire, weather 
and wear- they are a “life-of-the- 
building" material! Their smooth, 
hard,noncombustible,stone-grey sur- 
face has good light reflection value, 
and provides both exterior and in- 
terior finish. Unless required for 
decorative purposes, Cemesto Panels 
never need painting or maintenance. 
And their cane fibre core is protected 


CEMESTO 


REG. U.S, PAT. OFF. 


е исар: —À 


CEMESTO 1% INSULATING 
STRUCTURAL PANEL 


against fungus, dry rot and termites 
by the exclusive patented Ferox* 
Process. 


Cemesto gives your ingenuity free rein 
Adaptable for buildings of all types 
from modest homes to giant indus- 
trial plants, Cemesto Panels offer 
many interesting possibilities for im- 
portant economies in design, construc- 
tion and maintenance. Their stability 
and permanence have been proved by 
almost 20 years of varied use in all 
climates, all over the world. Discover 
how this modern marvel of building 
materials can help you build better, 
faster and at lower cost. Write today 
for new technical data booklet, which 
includes latest design and application 
recommendations. The Celotex Cor- 
poration, Chicago 3, Illinois. 


*REG. U.S. PAT. OFF. 


INSULATING STRUCTURAL PANELS 


THE CELOTEX CORPORATION * 
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CHICAGO 3, 


ILLINOIS 
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nted from TIME Magazine, 
-in a series of messages on the 
ance of Modern Air Treatment 


Will your new 
school be obsolete? 


There's danger that half the schools being 
built this year will not be provided with 
adequate ventilation systems. What a waste! 
Fresh, clean air makes young minds alert to 
learning. Individual classroom ventilation is 
not only economical—it is the only way to 
make certain of fresh air at constant, auto- 
matically controlled temperature. Because 
only one system offers the highest perform- 
ance standards ever engineered, your 
children's schools should have 


Herman Nelson Unit Ventilation 


How many shirts should 
a store give away?... 


he men's furnishing department is no 
blace for a dirty shirt! What happens? 
bhirts soiled by dust in the air sell at V5 to 
2 off—lose money for the store owner. 
Dne great department store says that 
avings on markdowns alone paid for an 
American Air Filtering system the first year. 


AAF Azr Filters 
and Electronic Precipitators 


Bad air costs too much! It's expensive! It causes 
merchandise losses in stores—fatigue in schools— 

impurities in chemicals— rejects in factories— Industrial "Dust Storms" Must Be Stopped 
iness in church. It need not be. In fact, it costs 


Dust produced by industrial processes presents a 
ess to get rid of bad air than to suffer its damage. 


serious handicap to efficient and economical opera- 


r your air problem, see how American Air Filter tion. There is hardly an industry, today, that does 
equipment can solve it—and save! (To American not employ one or more of the many types of AAF 
r Filter's facilities have recently been added the Roto-Clone Dust Control Equipment to protect work- 


ting and heating products of the Herman Nelson men, materials and machinery. It pays off in good 
Division, widely respected in schools, industry will, good health and great savings. 
and other fields.) When you can see or smell Roto-Clone and Cycoil 


air — when you are air conscious, remember — 


TODAY'S BEST BUY IS BETTER AIR! Амҥюниедм Arr FILTER Co., Ive. 


AND THE 


Herman NELSON Division 


LOUISVILLE, KENTUCKY MOLINE, ILLINOIS 


Filters • Electronic Precipitators  Roto-Clone Dust Control Equipment • Unit Ventilators « Unit Heaters • Unit Blowers » Propeller and Centrifugal Fans • Portable Heaters and Portable Ventilators 
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The Herman Nelson Ventilator has a pleasing design 
with positive safety features. It can be serviced 


simply by quick removal of access grille. 


HIS is the Unit Ventilator that 
makes the right air for the room 
... right in the room itself. 


Room air is drawn through the 
grille in the front of the cabinet into 
a mixing chamber at the bottom. 
Outdoor air for ventilation and for 
cooling is drawn through the rear of 
the cabinets. Air from both sources 
passes the control dampers on its way 
to the mixing chamber. The admis- 
sion of the recirculated air and out- 
door air in variable quantities is 
automatically controlled, depending 
upon the method of heating, and 
according to the thermal require- 
ments of the room. 


After being mixed in the lower 


Herman 
Nelson 


UNIT VENTILATORS FOR SCHOOLS | 


Matching utility cabinets are designed to combine with 
Unit Ventilators — offer added storage facilities. Ex- 
tremely practical and economical for today's classrooms. 


portion of the cabinet, the air passes 
through a superior type of AAF filter. 
It is then drawn through the heating 
unit where it is uniformly warmed to 
the desired outlet temperature before 
entering the fans. There, the air is 
completely mixed before being 
discharged at the proper velocity 
through the outlet grille for uniform 
distribution. 


The ventilation goes on silently, 
efficiently, economically and auto- 
matically. 


The unit is constructed to be 
trouble free and durable, requiring 
a minimum of attention and main- 
tenance. Thermostatically controlled, 
the entire unit is tamper-proof and 


completely safe. 


Pleasing lines in smart colors come 
from true functional design. The top 
of the cabinet is covered with lino- 
leum. The cabinet itself is finished 
in smooth baked enamel. Matching 
utility cabinets may be installed at 
any time to form an attractive, 
useful ensemble. 


WRITE NOW 


l 

| 

| for this latest description of modern 
| unit ventilation. Read the facts. Know 
| why 37 Points of Engineering and 
| Functional Superiority make Herman 
| Nelson Unit Ventilation first and best. 
Send requests to: Dept. Н-1650 М1 


| 


AMERICAN AIR FILTER CO. INC. 


MOLINE, ILLINOIS 
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IF THE DESIGN PROBLEM INVOLVES 


INSULATED PIPING 
THE EFFICIENT ANSWER IS 


Ric-wilL 


PREFABRICATED INSULATED 
PIPING SYSTEMS 


Architects, engineers and contractors have 
long recognized the factors that make Ric-wiL 
"the Greatest Name in Insulated Piping”. 

First, there is the product. Ric-wiL Pre- 
fabricated Insulated Piping, with all accesso- 
ries furnished to make a complete distribution 
system, is carefully built of the finest known 
protective and insulating materials to insure 
long and efficient operating life. The accurate 
prefabrication of Ric-wiL units speeds up in- 
stallation and provides system flexibility 
possible only with Ric-wiL. 

'The product is backed by forty years of ex- 
perience spent exclusively in the designing and 


For full technical information on Ric- 
wiL Insulated Piping Systems, call or 
write the Ric-wiL office nearest you 
or Dept. 9-AA in Cleveland, Ohio. 
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production of top-efficiency insulated piping 
systems. Constant research and development 
of Ric-wiL products have kept pace with all 
modern design and construction practices. 

The specialized Ric-wiL Engineering Service 
provides full technical data, detailed working 
drawings, and a complete analysis of piping 
layouts. This assures users of Ric-wiL products 
and services of more efficient systems and con- 
sequent substantial savings in installation and 
final project costs. 

When you have a design problem involving 
insulated piping, contact your nearest Ric-wiL 
representative for the most efficient answer. 


FOR FORTY YEARS THE GREATEST NAME IN INSULATED PIPING SYSTEMS 
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INCLUDE 


TELEPHONE RACEWAYS 


Concealed telephone wiring is one de- 
tail today’s home buyers inquire about— 
and appreciate. 


Built-in telephone facilities involve little 
work, little cost. Just mark locations for 
telephone outlets on your plans. Then, dur- 
ing construction, a few lengths of pipe or 
tubing can be built into the walls to carry 
telephone wires to the outlets. 


Your Bell Telephone Company will be 
glad to help you in planning telephone wir- 
ing facilities. Simply call your nearest Tele- 
phone Business Office and ask for ** Architects 
and Builders Service." 


BELL TELEPHONE SYSTEM 
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Lloyd Ulrich, Architect 


THE BEST LAID PLANS 
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SQUARE D CIRCUIT BREAKERS H 
MAKE SENSE INÍANY SET OF “SPECS” EET 
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Circuit breakers eliminate fuses. They provide THERE IS A SQUARE D CIRCUIT BREAKER ШШШ 
repeat protection. There is nothing to burn out... TO MEET EVERY REQUIREMENT...EXACTLY H | 
nothing to replace. Anyone can quickly restore : ЕГ 
service after the fault is eliminated. They offer the LJ j 
most in convenience, safety, compactness, and ap- - | 
pearance. Equally important, more circuits can be z } 
added easily when required..Yet circuit breakers {| 
cost little more than fusible equipment. d | 
Square D Circuit Breakers are THERMAL- Г] 
(Coilless) MAGNETIC. Thermal element deflects in j 
proportion to temperature of wire insulation re- БЕ 
sulting from both surrounding air and losses within i 


the conductor. Magnetic element responds instantly 
to heavy overloads or shorts. BOTH ARE NEEDED 
FOR COMPLETE PROTECTION! 


Write for Bulletins SA 590 and SA 583, Square D Company, 
6060 Rivard Street, Detroit 11, Michigan 


ALSO INDUSTRIAL BREAKERS, PANELBOARDS, 
SWITCHBOARDS AND DUCT 


SQUARE D COMPANY CANADA LTD., TORONTO • SQUARE D de MEXICO, S.A., MEXICO CITY, D.F. 
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Workers enjoy filtered daylight for 
precision work in the plant of the 
Richmond Auto Parts Company of 
Richmond, Virginia. 


...for reduction of glare and sun heat 
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Better workmanship and reduction of accidents 
are logical results of better seeing. That's why 
so many plant owners glaze their buildings— 
old and new—with Frosted Aklo* Glass. This 
blue-green glass reduces glare—provides filtered 


daylight that means less eye fatigue. 

Aklo Glass keeps building interiors cooler in 
summer. It absorbs infrared rays of the sun, 
re-radiating much of this heat back outdoors. 
Aklo excludes two and one-half times as much 
radiated sun heat as does regular glass. Thus, 
it adds to comfort of workers, aids in tempera- 


ture control and reduces load on air conditioning. 


Aklo Glass is manufactured by the Blue Ridge 
Glass Corporation of Kingsport, Tennessee, and 
sold through Libbey:Owens:Ford Glass Dis- 
tributors. To see for yourself how Frosted Aklo 


Glass reduces glare and sun heat, ask your dis- 
tributor for a Radiometer demonstration. *® 


Free Book on Reduction of 
Sun Glare and Heat 


Write to Blue Ridge Sales 
Division, Libbey - Owens - 
Ford Glass Company, 9065 


Nicholas Building, Toledo 
3, Ohio. 


BLUE RIDGE AKLO GLASS 


Heat Ања e Glare Reducing + Figured and Wire Glass 
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you can BE SURE.. ie 1т5 
Westinghouse 


Rice Hotel, Houston, Texas 
Architect: Kenneth Franzheim, Houston 

Mechanical Engineer: Reg. F. Taylor, Houston 
Electrical Contractor: Fischbach & Moore of Texas, 
Inc., Houston 

Load: 3,000 kva for power and lighting to serve 1,000 
guest rooms, ballrooms, banquet rooms, dining rooms j 


Rice Hotel ИДЕ and SAVES 
with Low Impedance Bus Duct 


While the basic advantage of using bus duct is to 
secure more adequate secondary power distribu- 
tion, the choice of bus duct should not stop there. 

Take the case of the installation limitations at 


ordinary wiring, as well as other makes of 
bus duct. 

Ask your nearby Westinghouse representative 
to tell you all the advantages of Westinghouse 


Bus Duct, available in four popular types. Or 
write Westinghouse Electric Corporation, P. O. 
Box 868, Pittsburgh 30, Pennsylvania. 


the Rice Hotel, Houston. The problem: to com- 
pletely remodel and air condition from basement 
to penthouse—and without interruption of 
“business as usual”. 

The answer: Westinghouse Low Impedance Bus 
Duct. Its compact design and freedom from pro- 
truding members permitted passage in places 
where dimensions were critical. Limited space, 
because of pipe and air duct systems, ruled out 


J-30012 


о 
a Westinghouse 


HIGH POWER 
LABORATORY 
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How to save money 
for your clients on 


ROOFING ond SHEET METAL WORK 


This chart is designed as a time-saver 
for you, a money-saver for your clients. 
You can determine at a glance the 


suggested gauges of Monel? Roofing 
Sheet for principal sheet metal build- 
ing applications. 


THICKNESS 
IN. INCHES 


| | THICKNESS 


APPLICATION | U.S.S. GAUGE | IN INCHES APPLICATION U.S.S. GAUGE 


Flat Seam Roofing | 021° Valley Flashings 
| With Wood or Asphalt 


Standing Seam Roofing 
Pans (20” Wide}! 
(24" Wide] | x 
018 
du .025" Expansion Joints 


Shingles 018" 
018” With Slate or Tile 
021” Roofing 025” 


Exterior Walls 1018” 
Roof Curbs 021" 
018^ 'V' Cover and Floors .018" 


021” 
018” 
018” 
025" Louvers (Stationary): 
018” Frame Covering 
louver Slats (under 6 ft.) 
(over 6 ft.) 
Vertical Strips 


Batten Seam Roofing 
Pans (20" Wide) 
(24" Wide}! 
Cover Strips 
Valleys 
Eaves 
Cleats 


Eaves Flashings £018” 


018" min. 
021° min. 
.025” min. 


! Indicates width of Sheets not width of Pons. 025” min 


Thru Wall Flashings? Gravel Stops , 

Flashings 018” Stops 021 
Edge Strips ‚025” 

Counter, Base and 

Cap Flashings : 
Counter Flashings 018” s y 
Сар Папа: 018 Ed ME on St à xd 
Base, over 10” width 021" ge SB ene 


р | Coping: 1031" 
Base, 10” and under 018” Standing Seam 018” 


Flat Sheet Coping 021” 


Coping Cover 
Edge Strips on Wood 


Gutters! 
Gutter Linings 
36” Girth and smaller 
36" to 48" Girth 
48” Girth and larger 


Cornices and Belt Courses 
Edge Strip on Wood 
Cornices 025” 
Edge Strip on Stone 
Cornices 22 031” 
Belt Courses 22 031” 
Flat Covering 25 021° 


021” min. 
.025" min. 
.031" min. 


Molded Gutters 021” 
Hung Gutters 018” 
Gutter Expansion Joints 078° 


4 Gauges recommended are minimum and heavier gouges might be 
indicated depending upon design, number of structural supports and 


2 A patented, interlocking thru-wall flashing is available from Keystone method of joining called for. 


Flashing Co., Philadelphia, Pa. 
3 Thicknessos suggested are minimum and heavier gauges may be indi- 


cated depending upon design and proposed mefhod of installation. Skylights 


Caps 021” 
Condensation Gutter .018" 


Sidings (Bulkheads —Ele- 
vator, Penthouse and 
Staircase Shafts) 

Flat Sheets 
Crimped, Keyed and/ 
or Corrugated 


(NOTE: For replacemen. work where expansion joints ond downspouts 
are more than 40 feet apart, 22 ga. (.031") Monel should be con- 
sidered.) 


Loaders 
Downspouts 
Heads 
Straps 


These gauges, you'll note, are some- 


what lighter than you might ordinarily 
specify. But service records prove that 
relatively light gauge Monel can safely 
be used—even under such severe con- 
ditions as are often found in many 
coastal cities and industrial areas. 


Among the important reasons for this 
are the high corrosion-resistance and 
mechanical properties of Monel. This 
dependable Nickel Alloy withstands 
attack by smoke, rain and chemical 
fumes. It endures heat and cold with 
less buckling and no cracking. It has 


MONLEL... for the lite of the building zm, 
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the strength to stand snow, ice and 
tearing winds. It takes years of flex- 
ing without showing signs of fatigue. 


Keep Monel in mind —not only for en- 
tire roofs— but also for drainage sys- 
tems, flashings, ventilators, louvers, 
skylight frames, siding, expansion 
joints, coping, gutters and down- 
spouts. Its initial cost is low, its main- 
tenance expense negligible. 


When you need help 
On request, The International Nickel 
Company will send you detailed infor- 


EMBLEM a OF SERVICE 


mation on the use of Monel Roofing 
Sheet. There is no charge or obliga- 
tion for this service. If you want sam- 
ples of Monel Roofing Sheet, or pro- 
fusely illustrated booklets for your 
clients, you need only ask for them. 


The particularly useful bulletin, Monel 
Roofing Sheet — Basic Application 
Data, from which the above chart 
was adapted, contains a full review of 
the properties and characteristics of 
Monel, a discussion of installation pro- 
cedures, and a sample specification 
wording. A copy deserves a place in 
your file. May we send it to you? 


THE INTERNATIONAL NICKEL COMPANY, INC. 
67 Wall Street, New York 5, М.Ү. 
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Suntile walls at work in the Hamm 
Brewery, St. Paul, Minn. Architect: 
C. H. Johnston. Contractor: Wm. 
Baumeister Const. Co. Authorized 
Suntile Dealer: Drake Marble Co., 
all of St. Paul. 


You won't actually see the sign —but where you 
see Suntile in an industrial interior, you'll know 
the walls (and floors) are hard at work. 


Day-in, day-out, these tough, trouble-resistant 
surfaces keep busy cutting down plant overhead. 
Routine maintenance costs next to nothing—and 
long run expenses, refinishing, redecorating and 
repairs, cost even less! Ап occasional plain water 
washing is all the attention Suntile ever needs. 
This means real savings for your client. 


Product processing gets valuable help from Sun- 
tile, too. That's because of Suntile's impervious 
surface. It washes clean, really clean. Dirt, grease, 
moisture, many acids or bacteria cannot penetrate 


SUNTILE 


AABN 


It’s easy-to-clean, hard-wearing, real clay 


The Cambridge Tile Mfg. Co. 
470 Alabama Street 
San Francisco 10, California 


OFFERS YOU BOTH = 


Suntile's hard, fired-in finish. They stay on the sur- 
face where they can be thoroughly washed away. 


And what a beautiful job Suntile does brighten- 
ing up a working place! The colors stay lustrous 
and unfaded. Suntile's Color-Balance gives you 
practically unlimited color combinations to choose 
from, makes it easy to provide a cheerful, morale- 
building setting for any kind of production. 


Put this versatile, real clay tile to work in the next 
interior you plan. Your Authorized Suntile Dealer 
can give you valuable help in this. He knows tile 
and he knows how to give you the finest installa- 
tion. Every jobcarries his guarantee. See your classi- 
fied telephone directory for his name, or write us. 


NEW COLOR FOLDER AVAILABLE 


Created under the direction of Faber Birren, leading color authority. 22 at- 
tractive wall colors, 27 beautiful shades of unglazed ceramic mosaic tile, 10 
unique Suntile Camargo colors. All selected to give you a wide range of 
effective color treatments for walls and floors. Write today for your FREE 
copy, or see our Sweet's Catalog. Dept. AR-6, The Cambridge Tile Mfg. 
Co., Cincinnati 15, Ohio. 


WAREHOUSES 


The Cambridge Tile Mfg. Co. 
941 М. Citrus Avenue 
los Angeles 38, California 


BETTER TILE +> 


BETTER 


Sunil 


Ideal for: schools 
hospitals * stores 
public buildings 
industrial plants 


residences 


n... Bright 
sees Right h 


INSTALLATION 
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STEEL WINDOWS... KNOWN FOR THEIR 


7/7/7777) 


SUNNYSLOPE SANATORIUM • OTTUMWA, IOWA 
Architect: Morgan-Gellatt and Associates © Burlington, lowa 
Contractor: Kucharo Construction Company * Des Moines, lowa 


Mesker Sales Engineers: Berkley-Pinkerton Company * Waterloo, lowa 
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FOR MONUMENTAL BUILDINGS, FOR COMMERCIAL BUILDINGS 


Go dramatic... 
safely. . . with 
Mesker STEEL 


indow walls"! 


You can do a better design job, 
te more effective window treatments, and get 
er wall structure with Mesker STEEL Win- 
ows...the strongest windows made! Next time 
you're scratching around on your drawing board 
. . . searching for an idea that's both striking and 
practical...try a Mesker “wall of windows". 
Stronger Mesker windows let you design larger 
window areas. Your buildings have more inside 
light, and up to 100 per cent ventilation... 
perfectly, completely controlled fresh air at a 
touch of the hand. A noteworthy example is the 
Iowa sanatorium addition shown here, featuring 
long runs of Mesker “window walls". Here's a 
square foot of windows for every 1.76 square feet 
of floor space! Remember, too, the initial cost of 
Mesker windows is remarkably low compared to 
any other type of window or wall construction. 
Upkeep is practically nil. 


When you're ready to design a dramatic structure 
that has plenty of architectural feeling plus 
greater safety, get in touch with your Mesker 
sales engineer . . . the man who sells the strongest 
windows made. 


Available now 
and FREE to architects! 


It's here—new 1950 Catalog 
of Mesker ‘‘Heavy Duty" 
Windows! An organized refer- 
ence book that covers every 
aspect of steel window design- 
ing, engineering and speci- 
fying. Order your copy today 
by mailing the coupon below! 


FOR SCHOOLS, FOR HOSPITALS 


v 


33% MORE STRENGTH 


That’s the difference—the Mesker extra— 
that means greater safety—higher resistance 
to wind shock and rough treatment. Mesker's 
Intermediate Ventilator member is up to 
33%* stronger because of its greater depth. 
This is the deepest section made! This means 
you, and every architect, can think in bigger 
terms—design larger, more impressive win- 
dow areas without concerning yourself about 
window strength. So regardless of the type 
of architecture you favor, choose a stronger, 
more beautiful Mesker steel window. Be 
certain of the best, the safest, and the strong- 
est! Specify MESKER, the strongest windows 
made! 


* Based on the comparative section modulus of similar hot rolled 
steel members 13%" deep versus steel members 15$" deep. 


MESKER BROTHERS 
4338 GERALDINE, ST. LOUIS 15, MO. 


Gentlemen: I want to know more about the added advan- 
tages of Mesker Heavy Duty Steel Windows. Please 
send me (free) your 1950 Catalog. 


Name 
Address. 


City and State 
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vel DER s FOR FRONT DOOR HARDWARE 


~ NE 
ЕЕ RN -— . . 
fry X). r Sa Fe PNS REED anh The charm and individual character of Corbin design 
E Е A БЕ -= relate the door, handle, knocker and push button to the 
ког: а (Rs sh architectural style of the house. 


< Somerset design exemplifies 
the beauty and tradition of 
Southern Colonial architecture. 


LÁ Tan — 


^ The Cape Cod or New 
England Colonial doors call 
for the substantial beauty of 
"Plymouth" design in solid 
cast brass. 


— The Corbin "Concord" 
design is particularly adapt- 
able to the current American 
Farm and the popular Ranch 
Type homes. 


Good Buildings Deserve Good Hardware 7 =i 


P. & F. Corbin 


Division 
The American Hardware Corporation 
New Britain, Connecticut 
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Home buyers Qo for Pte-stained hake? . 


for colorful, economical walls 


No wonder it's easy to sell pre-stained 
cedar shakes! Where else can your 
customers find the proven qualities of 
long life, insulation, rot-proof con- 
struction assured with double-coursed 
cedar shake walls? Where else can 
they obtain quality wood siding with 
weather exposures as wide and modern 
as 16'"— and at a cost that is well 
within the budget of virtually all 
home buyers? Everywhere in America 
on 


Architects, Builders and Lumber 
Dealers are finding that home owners 
like to choose from the wide variety 
of shake colors available. They like 
the double-coursing method because 
it makes use of inexpensive, low-grade 
cedar shingles for the concealed under 
courses. Апа they like the finished 
job, the rich appearance of combed 
cedar, penetrated with colorful stains. 
Take advantage of this popularity. 


ҮШ 
M | е Build better homes with pre-stained cedar shakes 
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Arrowhead K-1890-C, vitre- 
ous china lavatory built 
into a dressing table. Size: 
20x18". Basin: 15х10%4”. 
Centra fitting with Synchro 
drain. 


Hew! 


KOHLER Vitreous China and Enameled Iron 


BUILT-IN LAVATORIES | 
for Dressing Table and Cabinet Combinations 


These new Kohler lavatories, with flat rim for building-in, open 
fresh opportunities for you among home-planners who wish to 
follow a new and increasingly popular trend in bathroom in- 
stallations, or to modernize old bathrooms. They provide a 
basis for many attractive dressing table and lavatory combina- 


tions that join smartness with convenience. This makes them 


ideal, also, for any small space suitable for converting into a 
Arrowhead K-1892-F, vitreous china, 20х18". Combina- | Washroom—and many will welcome the idea of installing them 
каи іп bedrooms or dressing rooms. 

Like all Kohler lavatories, these combine beauty of design, 
fine materials and unexcelled workmanship. The vitreous china 
Arrowhead is made of carefully selected imported and domestic 
clays. The enameled iron Tahoe is protected against cracking 
and crazing because the Kohler enamel is fused to a base of 
non-flexing iron, cast for rigidity. The glass-hard surfaces of all 
Kohler lavatories are exceptionally easy to keep clean and 
lustrous. Chromium-plated brass fittings are engineered to 
Kohler high standards of efficiency and durability. Kohler Co., 


Tahoe K-2818-C, enameled iron, 20x18". Centra fitting 


with Synchro drain. (This lavatory also available with Dept. 12-P, Kohler, Wisconsin. 
combination fitting. Specify K-2819-F). 


KOHLER or KOHLER 


PLUMBING FIXTURES * HEATING EQUIPMENT * ELECTRIC PLANTS * AIR-COOLED ENGINES 
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Note the strong 
horizontal rib resulting 
from the corrugated 
mesh. It provides 
greater rigidity and 
reinforces the 

plaster similar to 
reinforced concrete. 


2, 
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You eliminate worry 
and cut costs when 
you specify 


You eliminate worry when you specify Pittsburgh Steeltex because 
you can be sure that the combination of strong, rigid, 
deeply embedded steel mesh and tough, absorbent backing will 
give you the best plaster wall you can possibly build. 
You actually cut costs because you don’t waste 
plaster and you reduce eventual maintenance. For 
detailed reasons for writing Steeltex into your 
specifications, see our catalog in Sweet’s 
or write for catalog D. S. 130, Dept. AR, 
Pittsburgh Steel Products Co., 
Grant Building, Pittsburgh 30, Penna. 


Pittsburgh Steel Products Company 
A Subsidiary of Pittsburgh Steel Company 
Pittsburgh 30, Pa. 
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American Blower—a time-honored name in air handling 


Newest American Blower plant, located in San Leandro, California 


OPEN for BUSINESS! 


American Blower’s New West Coast Plant 


To better serve our customers on the 
Pacific Coast and western section of the 
United States, American Blower has just 
completed its modern, new plant, strate- 
gically located in San Leandro, California. 


American Blower is universally recognized 
as one of the foremost manufacturers of 
air handling and conditioning equipment 
for heating, cooling, drying, ventilating, 
dust collecting and air conditioning for 


industrial and commercial applications 

. as well as kitchen and attic fans for 
homes and Gyrol Fluid Drives for smooth 
power transmission in industry. 


For complete product data contact your 
nearest American Blower Branch Office. 


AMERICAN BLOWER CORPORATION, DETROIT 32, MICHIGAN 
CANADIAN SIROCCO COMPANY, LTD., WINDSOR, ONTARIO 


Division of American Rapiator & Standard Sanitary conroration 


Unit Heaters Ventura Fans Industrial Fans Gyrol Fluid Drives Air Conditioning Equipment Dust Collectors 


YOUR BEST BUY AMERICAN BLOWER AIR HANDLING EQUIPMENT 


AMERICAN-STANDARD * AMERICAN BLOWER * CHURCH SEATS » DETROIT LUBRICATOR • KEWANEE BOILERS * ROSS HEATER • TONAWANDA IRON 
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TRADEMARKED 


as well as grademarked 
.» your double guarantee 
of plywood quality 


Sometting has been added in the 
labeling of plywood produced at Associated 
Plywood Mills, Inc. It is the APMI trade- 


mark, and you'll find it together with the APMI SALES WAREHOUSES 
DFPA grademark on both exterior-type and чайра 
interior-type panels manufactured by this Sun Francisco, 995 Toland Sty. 24 
company. Dallas, 4814 Bengal St., 9 
This combination of trademark and grade- эһ ouis, 4268 Шак $t, 16 
mark is your assurance that regardless of OTHER SALES WAREHOUSES 
where you buy APMI plywood, you get the BESSONETTE & ECKSTROM 


s а LOS ANGELES 11, CALIFORNIA 
guaranteed products of a pioneer mill in the 


industry... And you can purchase APMI ply- cc eremi 


TACOMA 2, WASHINGTON 


wood at any one of 12 centrally located sales BALTIMORE 31, MARYLAND 
: GARWOOD, NEW JERSEY 

warehouses from coast to coast, from experi- KANSAS CITY 3, KANSAS 

enced plywood men who are eager to serve you. ST. PAUL 4, MINNESOTA 


Panels up to 60 inches in width 
and up to 144 inches in length. ATED 
PLYWOOD MILLS, INC. 


General Offices: Eugene, Oregon 


Plywood plants at Eugene and Willamina, Oregon 
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with GENERAL ELECTRIC 
Q-FLOOR WIRING 


Cutaway drawing shows simplicity and flexibility of 
G-E Q-Floor wiring system. (1) Header duct—at right 
angles to Q-Floor—carries wire from load center to cells. 
(2) Cells serve as raceways for power, signal, and tel- 
ephone systems. (3) Floor outlets are installed by tap- 
ping Q-Floor cells at any point. (4) Junction units in 
header duct permit easy access to wiring at any time. 


The new home office of the Shenandoah Life Insurance Co., Roanoke, 
Virginia. Constructed along modernized Georgian lines, it represents 
a combination of architectural beauty with functional design. More 
than 40,000 square feet of Q-Floor duct throughout the building 
provides for future electrical expansion. 


Architects: Smithey and Boynton, Roanoke, Va. 

General Contractors: B. F. Parrott and Co., Inc., Roanoke, Va. 

Consulting Engineers: William A. Brown, Washington, D. C. 

Electrical Contractors: Richardson-Wayland Electrical Corporation, 
Roanoke, Va. 


Typical of the foresight and long-range planning 
evidenced by today’s insurance companies is this 
recently completed, modern home office of the 
Shenandoah Life Insurance Co., Roanoke, Virginia. 


During the building’s planning stage, two important 
factors were emphasized: 1. The necessity of 
designing a structure that could keep pace with 

the projected growth of the company. 2. The 

desire to assure continuing operating efficiency 
through the utilization of modern business 
equipment. 


Tt was natural, with these considerations in mind, 
that a comprehensive G-E Q-Floor wiring system 
be installed. This built-in raceway system will 
provide 100 per-cent electrical availability 
throughout the entire building ... for the entire 
life of the building. 


Investigate G-E Q-Floor wiring yourself — 

you'll be amazed at the versatility it provides. 

For complete information on Q-Floor wiring, 
contact any General Electric Construction Materials 
general office—or write for a copy of the 

Q-Floor Wiring Data Manual. Section C5-65, 
Construction Materials Department, General 
Electric Company, Bridgeport 2, Connecticut. 


P can pul your confidence 22 — 


GENERAL 


ELECTRIC 
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When you figure the total applied cost of 
sheathing, your best buy is BILDRITE' 


You only see pzrt of the picture when you look at the 
cost of materials alone. To get the rez/ story about 
sheathing costs, you have to figure the total applied 
costs. Remember: It's the applied cost that determines 
the cost of the house—and price to the client. 

So let's see what happens: It takes about half the 
time to apply BILDRITE compared with wood. That's 
a big saving. There's no waste with BILDRITE as 
against 1295 waste with wood. That's a saving—and 
there are plenty of others. See for yourself—fill in the 
forms at the right. 

AND in addition you get the plus value of 21% times 
the insulating value and twice the bracing strength of 
wood sheathing horizontally applied! You can't get 
around the facts. The best buy in sheathing today is 
INSULITE (BILDRITE) Sheathing! 


"Reg. О. S. T. M. 


(MANDO): PUT 


INSULITE DIVISION MINNESOTA AND ONTARIO 


Q т 
PAPER “80 COMPANY 


MINNEAPOLIS 2, MINNESOTA 


6-50 
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ITEM AND QUANTITY RATE TOTAL 


Figure it Yourself 


WOOD SHEATHING 1000 SQ. FT. WALL AREA 


1,000 sq. ft. 8” wood sheathing (horizontal) 
Waste, 12% (120 sq. ft.) 


Carpenter labor, 15 hours 


Insurance, 10% of carpenter costs 


2.8 rolls building paper 


Carpenter helper to apply paper 


Insurance, 10% of helper costs 


TOTAL APPLIED COST, WOOD SHEATHING 


BILDRITE SHEATHING 1000 SQ. FT. WALL AREA 


ITEM AND QUANTITY RATE TOTAL 


1,000 sq. ft. Bildrite Sheathing 


Waste (Practically none. Less than 1%) 0 


Carpenter labor, 8 hours 


Insurance, 10% of carpenter costs 


Building paper (None needed) 0 


Helper to apply paper (None) 


Insurance on helper (None) 0 


TOTAL APPLIED COST, BILDRITE SHEATHING 


Refer to Sweet's File, Architectural Section 10а [8 
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Herringbone 
Doublemesh Lath 


As 


Steel Corner Bead 


Self- No. 8 Rib 


Sentering Lath 


No. 49 
Curved Point No.72 
Base Screed With Corner Wide Flange Casing 
Fittings 


„г 


п : No. 151/2 Scalloped 
No.7 No. 604 Bull Nose Corner » No. 1 Base Edge Corner Bead 
Expanded Corner Bead Bull Nose Corner Bead — 11/2" Radius Screed — Flush Type 


VU" Bead —34'" Radius 
e@eeeeeeeees34s5c_1u7#e#e5sc53lw56eeeeseeese#eeeeeeeeese#eeee е 


from many supply points 


From Truscon Warehouses in 
24 principal cities ... from Truscon building 
supply dealers in almost every community... from Truscon 
Sales Offices at 47 major points... you get products and service 
that give you the greatest possible assistance in attaining continuous, 
profitable craftsmanship. e There are over 40 items in the Truscon 
Quality Line, giving you the most complete group of metal lath and 
accessories available from any single source. They are made by the 
world’s largest manufacturer of steel building products, assuring 
you the highest standards of materials and workmanship. 
Write for illustrated literature giving details 
of entire line. 


v- e 00 09 09090009 009090 

FREE Book on Truscon Metal Lath and Accessories. Write for it. Th» i R U S [e о N 

Truscon Steel Company Manufactures a Complete Line of Metal Lath Subsidi 3 STEEL COMPANY 
ubsidiary of Republic Steel Corporation 


and Accessories, Including Practically All Items Necessary to Insure 
a First-Class Plastering Job in Any Type of Building Construction. YOUNGSTOWN 1, OHIO 
Warehouses and sales offices in principal cities 
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Heating comfort Unit heaters provide quick heating 
from a cold start. Desired temperatures are easily main- 
tained within a close range. Heat is uniformly distributed 
in the working zone by forced air circulation. It is a very 
flexible system because different or changing heating 
requirements are easily satisfied by means of different 
models, a range of capacities, single- or two-speed motors 
and individual thermostatic controls. 


Low first cost Unit heaters are so efficient and so 
compact that their heating capacity is often equivalent to 
the capacity of cast iron radiation or pipe coils of twice 
the cost. Additional savings are effected because the 
system requires a proportionately smaller amount of pipe, 
fittings and accessories. 


Economy of operation Heat is forced down to the work- 
ing level . . . not banked uselessly at the ceiling level. 
Heat is turned on and off merely by throwing a switch 
either manually or automatically by simple thermostatic 
controls. The rapid response means that heat is furnished 
only when and where it is wanted . . . no heat is wasted. 


Adaptability to equipment and floor layout Unit heat- 
ing is widely used in industrial plants and warehouses, 
garages, stores and public buildings. The units and the 
simple piping are overhead where they do not interfere 
with arrangement of operating machinery or equipment 
and do not take up valuable floor or wall space. Units 
are easily relocated at any time to meet changes in layout. 


Thermolier unit heaters have important construction 
advantages The design of Thermolier unit heaters is 
the product of Grinnell Company’s ninety-nine years of 
heating experience. Those responsible for heating like 
Thermolier’s durability, freedom from maintenance 
troubles and dependable operation. Typical of its con- 
struction features is the patented internal cooling leg 
which permits the use of a plain thermostatic trap, the 
simplest, least expensive kind of trap. Other features are 
built-in drainage, continuous rated capacity and provision 
for expansion of U-tubes. 
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H = horizontal delivery 
VN = velocity nozzle 


H = horizontal delivery 
V = vertical delivery 


equivalent capacities 


эт-сгойлтхя 


weight 200 lb 


weight 4000 Ib 


OLD-FASHIONED 
HEATING 


THERMOLIER 
UNIT HEATING 


Zr 


= 
9 WARMTH down where 
f / you want it! 


HOT up here 


= 


COLD down here 


GRINNELL 


Thermolier unit heaters 


Grinnell Company, Inc., Providence 1, R. 1. Warehouses: Atlanta * Buffalo * Charlotte * Chicago * Cleveland * Cranston * Fresno * Kansas City * Houston * Long Beach 
Los Angeles * Milwaukee * Minneapolis * New York * Oakland * Philadelphia * Pocatello * Sacramento * St. Louis * St. Paul * San Francisco * Seattle * Spokane 
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51 Actual Veneer Samples 


Here’s another Roddiscraft Service for architects 
—the new Roddiscraft Veneer Sample Book with 
51 different species of wood in 5” x 7” veneer 
samples, with information about each one — 
available for the use of architects from your 
nearest Roddiscraft representative. 

This handsomely bound volume will enable you 
to show your clients colors, grain and other char- 
acteristics of 51 woods, from Ash to Zebrawood. 


Roddiseraft 


RODDIS PLYWOOD CORPORATION 


MARSHFIELD, WISCONSIN 


The Roddiscraft Veneer Sample Book helps 
take the guesswork out of veneer selection. 
Your client can see for himself how each wood 
actually looks. It will save you time when it 
comes to making decisions prior to the approval 
of actual flitch samples. 


Write to your nearest Roddiscraft warehouse 
for a preview of the Veneer Sample Book — 


you'll want one of your own when you see it! 


NATIONWIDE Roddiseraft WAREHOUSE SERVICE 


Cambridge 39, Mass...229 Vassar St.Los Angeles 11, Calif. . 2860 E. 54th St. 


Charlotte, N. С....... 123 E. 27th St. Louisville 10, Kv. ..1201-5 S. 15th St. 
Chicago 32, 111.....3865 W. 41st St.Marshfield, Wis....115 S. Palmetto St. 
Cincinnati 2, Ohio. ..457 E. Sixth St.Milwaukee 8, Wis...4601 W. State St. 
Dallas 10, Texas..... 2800 Medill St.New York 55, N. Y...920 E. 149th St. 
Detroit 14, Mich. .11855E. Jefferson St. Port Newark 5, М. J. ...103 Marsh St. 


Houston 10, Texas...2425 Sabine St.Philadelphia, Pa.,Pier5,N.DelawareAve. 
Kansas City 3, Kan. 35-53SouthwestBlvd. St. Louis, Mo...3344 Morganford Road 
L. I. City, N. Y. Review&Greenpoint Ave. San Antonio, Texas ..727 N. Cherry St. 
San Francisco 24, Cal. 345 Williams Ave. 
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of the SOLA 75-Watt '"SEQUENSTART'' BALLAST ~~ 
makes possible these significant advantages*  * 


s 
` 
. ° . . ` 
@ Small size permits installation @ 12%-24% cooler \ 
i aly. › \ 
n standard slimline channels — & 11 995.13.096 more efficient \ 
47%- о, » П 
€ 47%-52% less watt loss @ 22% better light output ! 
€ 12%-14% more lumens/watt regulation j 
e 4296-5295 lighter j 
*Тез!з made October 1949 on competitive instan! start products. / 
/ 
/ 
/ 
/ 
/ 
/ 
/ 
/ 
/ 
/ 
aV 
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CERTIFIED 
SPEC. NO.6 
SOLA "SEQUENSTART" Ballasts do not require starterljswitches! Write for complete specifications, 
Lamps are started in two rapid stages, partial light beingadelivered Sho build SOLA Fluorescent Ballost 
at the instant the switch is closed. The second lamp in theWggries Hp queste Puebla deca 
starts within a second or two. You can have the superior fluoresCept We NUN bé Kappy to dies yeu 
lighting performance that these SOLA "SEQUENSTART" Ballas opplicaflen you "ere. planning. 
advantages will bring at a substantial saving in cost over the con- e ND аас, 


ventional instant-start type ballast. The SOLA 75-Watt "SEQUEN- 
START” Ballast is made for 2-96T12 and 1-96T12 lamp applications. 
Other sizes for additional lamps are also available. 


"seguenstarf" (2092 йге 


Transformers for: Constant Voltage * Cold Cathode Lighting * Airport Lighting * Series Lighting * Fluorescent Lighting * Luminous Tube Signs 
Oil Burner Ignition * X-Ray * Power * Controls * Signal System * etc. * SOLA ELECTRIC COMPANY, 4633 W. 16th Street, Chicago 50, Illinois 
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Specify the, BIG namal that only 30 wide! 
The New FRIGIDAIRE “THRIFTY-30” 


The new model RM-30 


electric range 


A completely new idea in electric ranges, 
the Frigidaire "Thrifty-30" is perfectly sized 
to meet the particular demands of today’s 
smaller kitchens. Only 30” wide, 43” high 
(without Cook-Master) and 273%” deep, it 
requires a minimum of kitchen space —yet 
has many of the desirable "big" cooking 
features of much more costly ranges. One 
of its chief appeals to home-makers and 
property owners is its amazingly low price! 


Thrifty Giant Oven—biggest oven ever 
built in any household range! 6200 cubic 
inches of baking area—enough for 6 pies or 
a big holiday dinner. Extremely economical, 
it cooks more food with no more current. 
Oven stretches clear across the range— 
provides more space up front where things 
are easy to reach. One-piece oven — porcelain 


ES 


Electric Range 


Model RM-35 (with Cook-Master 
and Utensil Drawer) 


rust-proof finish inside and out. Sliding 
shelves adjust to 5 positions. Counter- 
balanced shelf-type door. 


For complete, quick facts about this and 
other fine Frigidaire products for apartment 
kitchens and laundries, call your Frigidaire 
District Office or Dealer. Look for his name 
in Classified Phone Directory. Or write Frigid- 
aire Division of General Motors, Dayton 1, 
Ohio. In Canada, Leaside 12, Ontario. 


FRIGIDAIRE 
joris m 


New 5-Speed Radiantube 
Cooking Units cook faster — use 
less current. 4 standard-size 
units —including an extra-big 
one. Tip up for easy cleaning. 


60 


New High-Speed, Waist-High 
Broiler gets steaks just right. 
Unit recessed in oven top —out 
of way. Porcelain broiling pan — 
easy to clean. 


New Cook- Master (on Model 
RM-35) combines controls for 
automatic oven cooking, cooking 
top lamp, and kitchen clock. 
Gleaming chromium trim. 


Ask for facts on 
these other 
Apartment Products 
hy Frigidaire 


Complete, quick facts about 
the compact, low cost Frigid- 
aire products shown below 
are yours for the asking. Get 
in touch with your Frigidaire 
Dealer. 


Model AM-60 Re- 
frigerator. Low- 
priced, compact. 
6 cu. ft. capacity 
with 11.7 sq. ft. of 
shelf area. 


Model RK-3 Electric 
Range. 21 inches 
wide — yet has all 
basic cooking facil- 
ities. 


Model RM-27 Elec- 
tric Range. 40 in. 
wide, has many 
deluxe features— 
yet costs little. 


Frigidaire Water 
Heaters, 30- to 80- 
gallon capacity. 
Round and table- 


top models. 
Frigidaire Kitchen 


a 
Cabinets. Variety of 
types and sizes. 
Individual units — 
yet they give 


kitchens a custom- 
built look. 


Frigidaire Kitchen 
Sinks. Single, dou- = 
ble sink styles. Е 
Plenty of organiz- alle 


ed storage space. 


Frigidaire Electric 
Dehumidifier. Re- 
moves moisture 
from air automati- 
cally. Dozens of 
uses. Powered by 
Meter-Miser. 


Frigidaire Automat- 
ic Washer. Has ex- Е 
clusive Live- Water 
Action. Frigidaire 
Ironer and Electric 
Clothes Dryer are 
also available. 
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DON’T BLAME 
YOUR PAINTING 
CONTRACTOR 


You've oftén seen unsightly rust stains from metal 
sash onthe adjacent brick and stone surfaces. 
You neéd never blame your painting contractor 
for/unsightly stains caused by-fust! You can 
préventrust...and at no extra cost... simply by 
specifying RUST-OLEUM-ásthe shop coat, primer 
and finish coat on all níetal rust can attack. 


But, specify Rust-Oleum in the first stages... 
when design;-éngineering and contracting take 
form ...béfore actual delivery of material for 
the job: Rust-Oleum costs no more than quality 
material you may now be using... and is easy 
to apply at no added expense. 


Rust-Oleum is tested and proved by a host of £ 
nationally known users. Rust-Oleum stops апа 
prevents rust! RUST-O OLEUM protects metal 
from rust with a tough, pliable film that dries to a 3 
firm finish. Rust-Oleum defies sun, rain, snow, $^. 
salt air, smoke, fumes and other rust-producing 
conditions... and adds longer life wherever it is Ҹ 
used. Girders, plates, stacks, gutters, roofs, tanks 
...every metal surface can be protected surely, 


safely and economically with RUST-OLEUM. 


Rust-Oleum beautifies as it protects because 
it is available in many attractive colors including 
aluminum and white. Rust-Oleum can be applied 
to already rusted surfaces with minimum pre- 
paration...it is not necessary to remove every 
appearance of rust! 


So, take the-sure way to stop rust. Specify 
Rust-Oleum опа] rustable metal, inside or out. It 
costs less ALL WAYS to ао the job right. 


Rust-Oleum is stocked-and sold by-leading 
industrial distributors in all principal cities-of 
the United States and Canada. See Sweets for 
complete catalog and nearest source of supply, 
or write us direct for complete information. 


Architects, Engineers, Builders 


If you have a client with a rust problem, and would 
like a free survey and recommendations, send his name 
and address on your business stationery. A qualified 
Factory Representative will arrange this FREE Serv- 
ice, and it includes a trial size of Rust-Oleum for 
specific test purposes. These's no obligation on your 
part. Write today. 


*Names on request 


RUST-OLEUM CORPORATION 


2513 Oakton Street е Evanston, Illinois 
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Wind and water stop. 
Holds door in alignment. 


Clearance prevents 
door binding. 


60% Slope stumble-proof. 


Serrations hold 


Track for latch caulking compound, 


engagement at any point. 


Weeps stop water travel. 
Center rib support. 


A THRESHOLD WHICH SAVES 
YOU TIME AND TROUBLE 


Thresholds have been a source of trouble as long as you can 
remember. 

But now the new /А72# 7gazK threshold by Von Duprin 
actually saves time, trouble and expense. It assures perfect 
coordination between the panic exit device and the threshold. 

JATCH TRACK is a true All-Weather threshold, yet it has a 
gentle, stumble-proof slope, ample clearance to prevent bind- 
ing, plus the great advantage of latch bolt engagement at any 
point. It completely eliminates the need for locating latch bolt 
holes and for altering them when doors shrink or swell. 

Investigate! Use /A7¢H JracK on your next installation. 


VON DUPRIN DIVISION, VONNEGUT HARDWARE CO., INDIANAPOLIS 9, INDIANA 


on Duprin 
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É NEW 
-SOUND MOTION PICTURE 
TELLS COMPLETE STORY 
OFTHE NEW ERA _ 
FOR ELEVATORS 


See and hear how SELECTOMATIC 
solves any elevator traffic problem 
instantly and automatically... 


What kind of an elevator traffic condition gives you the most trouble? Incoming rushes? ... 
outgoing surges?... intermittent traffic demand in either direction? .. . or a combination of 
all three? Whatever it is, Westinghouse Selectomatic will solve it instantly and automatically. 
Selectomatic is the unique “electrical brain" that matches calls, cars, and floors under all 
traffic conditions and reduces waiting time in some cases as much as 50%. 

But, even a series of advertisements cannot illustrate all the benefits of Selectomatic. To 
dramatize the complete story of this ingenious electrical brain, Westinghouse has produced 
the 26-minute sound motion picture ‘Speeding Vertical Transportation with Selectomatic 
Elevators." See and hear the complete story of Westinghouse Selectomatic. 

Write on your letterhead and we will gladly arrange a showing at your convenience at no 
cost. Elevator Division, Westinghouse Electric Corporation, Dept. D-1, 
Jersey City, New Jersey. 


J-98575 


vou can BE SURE ... ir irs 
Westinghouse 
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Architect: 
H. Herbert Lilien, New York 


Engineer: 
S. Frieman, New York 
Steel Fabricator and Erector: 
Grand Iron Works, Inc., New York 


Located at 930 Grand Concourse, in upper New York City, this 
recently erected structure is known as the Ashley Apartments. Its three 
11-story buildings contain 114 apartment units, varying in size from 2 to 
5% rooms. The structure includes spacious roof gardens and terraces, 
and dropped living rooms, and has steel-framed windows throughout. ST R U С Т U RA L 
Its lower floors are devoted almost wholly to doctors’ apartments. 
Beneath the cream-color exterior of the Ashley Apartments stands $ H A P Ё $ 
an 800-ton steel framework of Bethlehem Structural Shapes. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by * 
Bethlehem Pacific Coast Steel Corporation 


Export Distributor: Bethlehem Steel Export Corporation 
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GOOD BRICKWORK = GOOD DESIGN + GOOD WORKMANSHIP + GOOD MATERIALS 


PARGING 


WITH 


AREE Ee pec 
| uisi Mgr NOUS cows Mense 


| [per 

| g uta, 28770 

| em umen me HELPS ASSURE 
ee M ae 03x 


The face brick should be backplastered. 


DRY WALLS 


WE SUGGEST THAT— 


The face brick should be backplastered 
with not less than ¥% of an inch of mortar 
before the back-up units are laid. 


Or, if the back-up units are laid first, the 
front of the back-up units should be 
plastered with not less than Ys of an inch 
of mortar before the face brick are laid. 


eavy rains don’t make brick walls leak — 
| і they merely reveal the fact that the walls 
contain voids or passages through which the 


If the em -up units are laid first, the front 
of the back-up units should be plastered. 


water may penetrate. 


Dry brick walls are primarily the result of good 
design and good workmanship. Good materials 
are important, but still secondary. The more 
plastic the mortar used, the easier it is for the 
bricklayer to deliver good workmanship. 


The photos at the left show some points of 
good workmanship. 


Brixment mortar has greater plasticity, higher 
water-retaining capacity and better bonding 
quality. Because of this combination of ad- 
vantages, architects, contractors and dealers all 
over America have for thirty years made Brix- 
ment the largest-selling mortar material on the 
market. Why not try it yourself? 


Backplastering should not be attempted 
over protruding mortar joints, 


LOUISVILLE CEMENT COMPANY, Incorporated, LOUISVILLE, KENTUCKY 
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Little wonder — considering how comfortable Carrier air basement space, these advantages are of primary importance. 


conditioning keeps them. In sixteen of New Orleans’ most vou, next project may have other requirements. Whatever 
important buildings, Carrier Centrifugal Refrigerating they are, we are sure that Carrier equipment and Carrier 
Machines furnish refrigeration for air conditioning. experience can fill them with credit to you. You'll find a local 
Carrier Centrifugals are compact and light in weight. They are Carrier office in the classified telephone directory. Carrier 
virtually vibrationless. In a city built on piling with almost no Corporation, Syracuse, New York. 


AIR CONDITIONING „ REFRIGERATION + INDUSTRIAL HEATING 


American Bank Building — * Beverly Country Club • Canal Bank Building ° Ear, Eye, Nose and Throat Hospital • Hibernia Building 
Federal Land Bank Building * Р. H. Holmes Company ° International House  * Maison Blanche Company  * Municipal Auditorium 
New Orleans Public Service * Orpheum Theatre * Roosevelt Hotel * St. Charles Hotel * Sears, Roebuck & Co. * Whitney Bank Building 
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Again the choice for faster, easier, low-cost erection... 


The 83-acre Shirley-Duke 
project is the largest post- 
war apartment develop- 
ment near the nation’s 
capital. Credit for its con- 
ception and pre-planning 
goes to Mr. Don A. Loftus, 
who arranged for land 
purchase, financing and 
builders, 


NAILABLE 


Builders of the large, low-cost Shirley-Duke 200-building project specified 
Stran-Steel Nailable Floor Joists throughout for quicker erection, quicker occu- 
pancy—lower costs. Rents start at $59.75, go to $72.50 for two-bedroom unit. 


Use of Stran-Steel nailable floor joists throughout 
suburban Washington's 2106-unit Shirley-Duke 
apartment project speeded erection time ...permit- 
ted quicker occupancy . . . helped bring in rents faster. 


Cost of installation was less than usual because no 
special construction personnel was needed. This sav- 
in$ in manpower and time was further augmented by 
the patented nailing groove found in Stran-Steel 
framing members, and because of its sag-proof, rot- 
proof and fire-proof qualities — advantages which 
allow low insurance rates and assure minimum 
maintenance costs. 


«S NAIL % 
Same 


REG. U. S. PAT. OFF. 


JUNE 1950 


Stran-Steel nailable floor joists bring to the Shirley- 
Duke project proved quality, strength and durability 
... keep expenses down, help make possible the low 
rentals which feature this development. 


If you are planning a similar multi-unit garden-type 
apartment project, or any other new residential, 
commercial or industrial construction, it will pay 
you to investigate the proved advantages and 
economies of Stran-Steel nailable floor joists. 


Joist depths and gauges available for 
normal span and load requirements. 


STRAN-STEEL DIVISION * ECORSE, DETROIT 29, MICHIGAN 


UNIT OF NATIONAL STEEL CORPORATION 


The new executive offices of the United States 
National Bank of Portland. The carpet is Bigelow’s 
#9969 Gropoint. Installation by Meier and Frank, 
Portland, Oregon. 


Bigelow Carpets— 
they bank on them here 


These distinguished offices were re- the Bigelow Carpet Counsel when planning important 
cently designed by Pietro Belluschi, interiors. The counsel will advise of weaves, patterns, 
for the executives of the United States colors, costs, and all installation problems. 
b, SINCE 1825 dd 1 » - Dani 7 . ч . " . 
утре National Bank of Portland. Why don't you accept the free services of this board 
Rugs — Carpets To harmonize with the wall panel- of carpet experts? 


ling of rare Oregon myrtle, he selected Тһеге are 26 Carpet Counsel offices. If you have 
a soft green carpet, Bigelow's #9969 Gropoint weave. е 


As many architects, designers, and businessmen know, 
this fine carpet is one of the sturdiest ever woven. 


any carpet problems to solve . . . either great or small, 
take advantage of their born-of-experience advice. Call 
on the one nearest you, or write: Bigelow Carpet 


So many designers, like Mr. Belluschi, work with Counsel, 140 Madison Avenue, New York, N. Y. 


BIGELOW Rugs and Carpets 


Beauty you can see... quality you can trust... since 1825 
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GEORGE A. FULLER СО. 
General Contractor 

JAROS, BAUM & BOLLES 
Mechanical Engineers 
KERBY SAUNDERS, INC. 
Heating, Ventilating and Air 
Conditioning Contractors 


JARCHO BROS. 
Plumbing Contractor 


KAHN & JACOBS 


100 
PARK AVENUE 


New York's new, ultra-modern 
skyscraper is equipped 


throughout with 


JENKINS VALVES 


war 70884 
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Architects 


| 4715 JENKINS VALVES! At 100 Park Avenue, as in all large buildings 
Р " and plants, Ше many valves required represent a major investment. 


| Obviously, maintenance costs would become excessive if valves proved 


inferior. That is why, today, when low-cost operation is a controlling 


endurance. Despite their extra value, you pay no more for Jenkins 


знов et ©... factor in construction and modernization plans, so many builders take the 
long view of valve economy. They choose Jenkins Valves, for proved 
1864 4 
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Valves. Sold through leading Industrial Distributors everywhere. Jenkins 
Bros., 80 White Street, New York 16; Jenkins Bros., Ltd., Montreal. 
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For low cost per year of service, you can’t beat a copper roof like this one on the Northway Christian Church, Dallas, Texas. 
Architect: Tatum & Quade; General Contractor: Miller & Norton; Sheet Metal Contractor: Mustang Sheet Metal & Mfg. Co.; 
Revere Distributor: Moncrief-Lenoir Mfg. Co.—Al/ of Dallas, Texas. 


Dollar for Dollar, There Is No Substitute for a 


Copper Roof! / 


@ Whenever you want lasting sheet metal construction, 
there is no substitute for copper. Because copper—beyond 
any other material commonly used for roofing, gutters 
and flashing—has proved its ability to give longer service 
per dollar of cost when properly designed and installed. 


These statements are backed by facts and figures devel- 
oped by intensive research and by case histories of well- 
known buildings. No other sheet metal construction 
material can support so strong a claim. 


То make certain of correct design and take advantage of 
proved installation techniques, it will pay you to use the 
new design and installation data developed by the Revere 
Research Laboratories. You'll find these data in Revere's 
book, "Copper and Common Sense," an authoritative 
manual of sheet copper construction that has been widely 
distributed to architects and sheet metal contractors. 
There is probably a copy in your files. Be sure to refer to 


it as your guide to finer and more durable sheet copper 
construction. 


Revere sheet and roll copper and other Revere quality 
materials are available from leading distributors through- 
out the United States. А Revere Technical Adviser will 
always be glad to consult with you without obligation. 


REVERE 


COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 


Mills: Baltimore, Md.; Chicago, Ill; Detroit, Mich.; 

Los Angeles and Riverside, Calif.; New Bedford, 

Mass.; Rome, ЇЧ. Y.— Sales Offices in Principal Cities. 
Distributors Everywhere. 


oes WITH VERSATILE TILE-TEX FLOORS 


There’s no reason at all why floors shouldn’t carry out... 
even enhance decorative schemes. Especially when you’re 
working with Tile-Tex* Asphalt Tile. For here’s versa- 
tility that’s hard to beat. 


Tile-at-a-time installation gives you almost unlimited 
pattern possibilities. Checkerboard, plaid, basket weave 
... it's almost a matter of "name it, and you can have it.” 
You can even design custom-cut inserts which are fab- 
ricated to your specifications. 


An unusually wide range of color adds even more 
mood- matching versatility. Take your choice from 33 
sharp, rich colors in the Tile-Tex 
line, to get just the decorative effect 
you need ... bright or subdued; care- 
free or dignified. 


And with all that decorative versatil- 
ity you get these extremely important 
material advantages. 


“Tile -1ex 


ASPHALT 


Exceptional durability. Tile-Tex floors have been in ser- 
vice for many years... without visible signs of wear. 

Minimized maintenance. Just follow this simple formula: 
daily sweeping to remove loose dirt, periodic washing, 
water-waxing (if desired). 

Maximum economy. Low material cost... fast, econom- 
ical installation . . . and, long service life combine to give 
you astonishingly low cost-per-square-foot-per-year. Add 
the trim attractive appearance of Tile-Tex Asphalt Tile, 
and the result is maximum flooring value at minimum cost. 

Plan on Tile Tex for your flooring needs. Compre- 
hensive literature and specifications 
are yours for the asking. Just write: 
THE TILE-TEX DIVISION, The Flintkote 
Company, Dept. HA, 1234 McKinley 
Street, Chicago Heights, Illinois. 


*REGISTERED TRADEMARK, THE FLINTKOTE COMPANY 


THE BUILDER finds it easier to Fyeryody THE OWNER gets flexibility 


install than wire and conduit without extra investment 
Pre-fabricated busway sections are easily Que With FLEX-A-POWER there's no costly 
connected in any arrangement and in runs Save investment to anticipate future needs. 


of any length. LVD (low voltage drop) for 


ick Sections can be added, subtracted, re- 
main feeders and risers (600-4000 amp, c 


arranged or even dismantled and re- 


u pi 
600 v), FVK for secondary feeders (225- when уо P ж located — easily, quickly. 


1000 amp, 600 v), LTG for light-duty serv- 
ices (50 amp, 300 v). NW 
WKN 


ИЛИ ЛЛ. 
E | 


THE TENANT can tap in THE ARCHITECT gets valuable 


wherever the load is located ideas from this free booklet 


No need to locate loads near fixed outlets or to use long exten- Write for it. It gives the reasons why Trumbull FLEX-A-POWER 
sion wires. FLEX-A-POWER provides outlets along its entire was selected for such modern buildings as Hotel Roosevelt, New 
length—15 for every 10-ft section of FVK...and LTG can be Orleans; Rike-Kumler’s department store, Dayton; Hartford Fire 
tapped by plug or trolley at алу point. Insurance Co.; University of Washington Medical School. Write 

for Bulletin TEM-1. THE TRUMBULL ELECTRIC MANUFACTURING 
*Reg. Trade Mark COMPANY, Plainville, Conn. 


TRUMBULL (Т) ELECTRIC 


TRUMBULL’S TRAINLOAD OF NEW 


PRODUCTS 
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MAKES ANY LOOK TO AIRFOIL 
am EM en 


AIR CONDITIONING SYSTEM FOR THE FINEST 


a BETTER air  иш==——=шы_ 


CONDITIONING SYSTEM 


@ Illustrated below— 
#276 4-way multi-shutter register 

‚ features front louvers and rear damper 
blades paralle} to long dimension.. . . second row 
louvers porallel to short dimension. 


L-270 4-way directional grille 
for complete control of air stream. 


Cy 


BEUBIFUSTESININUS ELEL агага: t 


"" .274 Doble а ёнопај ‘grille i 
with multi-shutter damper: 


; i ik ih hk Hd SD ии шикш ии ши LE uer m 


6.8 4-way grille with louvers on 
V2" spaced front. 


RL-2 1 Return air grille of fixed 
deflection type with closely spaced 


4-WAY MULTI-SHUTTER REGISTER 


Ы The smartly designed #276 combines 4-way #270 grille with the 
SOLID-SECT ds N multi-shutter damper to assure maximum directional control 
AIRFOIL LOUVER with positive volume control and shut-off. Damper blades 


interlock for complete shut-off. 
The two front sets of louvers are individually adjustable with 
blades on 34 inch centers. 


>> > => ë Dampers are controlled from face of grille by inconspicuous 
>>> >>> lever. Removable lever furnished at no extra cost. 


ina EXTRA STRENGTH—LONGER LIFE 
eliminated giving noiseless con- Sound, inspired know-how engineering gives the #276 superb 
trol of air. simplicity of design with no. unnecessary parts—no clumsy 

bulk. A special patented, concealed support eliminates unsightly 


LEVER CONTROL  mullions and butted construction permitting superior strength 
' - with no added weight. 


EASY TO INSTALL 


3276 grilles are light in weight—easy to carry—easy to fit— 
easy to put in place. Save much costly time and labor. 


EXTRA VALUE AT - саноеи аана, А р aie саа 


CHECK TYPE OF GRILLE ON WHICH INFORMATION IS DESIRED 
© Inconspicuous lever in face of LOWER COST 


З Д . Ai ditioni tlet Perforated metal and 
frame controls dampers for com- AIRFOIL grilles are priced down to give О lI L1 ornamental grilles 
plete shut-off. you more value—more. performance— 


EXTRA-STRENGTH more efficiency—at less cost. 
FRAME . . LJ - LJ 
- NOTE THESE OUTSTANDING 
AIRFOIL FEATURES... 


Smooth-as-glass Eu Positive shut-off. 
e AIRFOIL louvers. 


louvers. 


SIDE Return air r grille i incor- 


porates rugged construction and 
smart design. 


AG-25 Voins controller 
designed to fit behind grille. 


o Return air grilles and 


Е Door ventilators 
registers 


Special made-to-order 
0 Volume controllers grilles 


TITUS MANUFACTURING CORP., WATERLOO, IOWA 
113 East 8th St. 
Rush information on #276. 


Send complete catalog. 
Send literature on above checked items. 


E Individual louver 


@ Extra-heavy frames. NAM 
(озіме Т led канша: ADDRESS 
Ф New, exclusive Titus conceo eae 
support eliminates unsightly mul- ө Airtight rubber 
lions and butted construction. gasket. a Removable lever. CITY. STATE 
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How to put Sales Appeal 
in Gutter and Downspout 
Specifications... 


Beauty, Performance and Economy are the three points upon which any architect or 
builder must satisfy his client. If he also presents something new, modern—not 
merely repeating specifications of fifty years ago—it is an additional advantage. 

Reynolds Lifetime Aluminum Gutters meet all these requirements. They have beauty 
of design, plus the softly gleaming neutral tone that goes with any concept. 
They are rustproof, need no painting, cannot produce rust-streaks or stain. 
And their cost is about half that of other rustproof materials7—with added economies 
in installation, since the lightweight lengths are put up with simple 
slip joints: no soldering. 

Shown at the left are Reynolds Lifetime Aluminum Gutters, Ogee style, 

on the House of Charm, Detroit, Below are details 


of two residential and one industrial style. 

For folder in A.I.A. file form, please address 
Reynolds Metals Company, Building Products 
Section, 2015 So. Ninth St., Louisville 1, Ky. 
Offices in 32 principal cities. 


е oe . 
REYNOLDS /;2//те ALUMINUM 
GUTTERS AND DOWNSPOUTS 


Profile of 5” Ogee style Gutter, supplied 
with 3” square Downspouts, both in 10’ 
lengths. Allow one downspout for each 
700 sq. ft. roof area. Fittings include Slip 
Connectors, End Caps, Sections with Out- 
let, Outside and Inside Mitres, Strap Hang- 
ers, 60° and 75° Elbows, Pipe Bands, 
Strainer, Aluminum Nails. Available in 
either smooth or stipple-embossed finish. 


RESIDENTIAL CASEMENT 
WINDOWS 
(also Fixed and Picture) 


REFLECTIVE INSULATION 


ARCHITECTURAL SHAPES 


5-V CRIMP and CORRUGATED 
ROOFING AND SIDING 


WEATHERBOARD SIDING 
INDUSTRIAL CORRUGATED 
BUILT-UP ROOFING 
NAILS 
FLASHING 
ROOFING ACCESSORIES 


Reynolds 5” Half-Round Gutter, supplied 
with 3” Downspouts either plain round 
or corrugated. Allow one round down- 
spout for each 700 sq. ft. roof area, one 
corrugated for each 600 sq. ft. Matched 
fittings as for Ogee. Available in either 
smooth or stipple-embossed finish. 


ALSO 6” HALF-ROUND INDUSTRIAL 
GUTTERS, stipple-embossed only, with 
4” downspouts to drain 2,000 square 
feet of roof area. 


REYNOLDS ALUMINUM 
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“SUES enduring beauty 


MA-TI-CO SPECIFICATIONS 


COLORS—STANDARD ASPHALT TILE 


9" x 9" Sizes Ve", 3/16" Gauges 
COLOR DESCRIPTION 


(Both available in 18" x 24" 
Borderstock.) 


Full Cartons Only 


Blac 
Brittany Red 


Black with White Marble 
Black with White and Green Marble 
Group B Black with White and Red Marble 
Marbleized Brittany Red with Gold and Red Marble 
Brittany Red with White and Red Marble 
Brittany Red with White and Gold Marble 


Red with Gold and White Marble 
Grey with White; Black Marble 
Beige with White; Brittany Red Marble 
Group C Green with White Marble 
Marbleized Tan with White and Brittany Red Marble 
Mocha with Brittany Red and White Marble 
Battleship Grey with Black and White Marble 
Light Green with Green and White Marble 


Ivory with Red and Gold Marble 
Light Blue with White Marble 
White with Green Marble 
Group D White with Black Marble 
Marbleized White with Blue Marble 
Yellow with Tan and White Marble 
Bright Red with White Marble 
Yellow 


COLOR DESCRIPTION 


Petal Tone Yellow 
Petal Tone Rose 
Petal Tone Blue 
Petal Tone Green 
Petal Tone Paisley 


GREASEPROOF TILE 


Manufactured in all B group and C420, C423, C424. Ld 
Full cartons only. 9" x 9” sizes. Ye”, 3/16" gauges. 2) M 


PACKING DATA 


САР 
КОС zz f. 


INCORPORATED 


For Standard and Greaseproof Tile 


specify 3 MILLION 
$q. FEET of MA-TI-CO in 1950 


pan selects Ma-Ti-Co for the floorin 
uxury and economy-type homes in L 
d de additional proof of Ma-Ti- 
Wire or write for complete details and Matico sample special Tj- і 
vire end p. for co Ир Мы distributor néar you. fast, CL mik acie шо 
ation... assures greater resi 
esis- 


tance to ti i 
да ir oai +++ Permits a complete line of rich, clear 
ve ie UM and ыр patterns — including 5 
: ones. Precision testi intai 

B oe e esting maintains - 
: PER. ad NATI E; edi eed that meets Federal specifications for бекин 
fus Posh Ma (д Co literature and Whatever rd wi emen E 
€ color chart! i go . р 
tutional installations, нө aoe ig 

proven quality for best results. 


For details, consult our insert in Sweet 


Pieces Sq. Ft. Pieces Sq. Ft. g 
Per Carton| Per Carton || Per Carton | Per Carton | Per Carton 
54 ; $ 
30 3 


g of every room in 4428 
evittown and Roslyn, Lon 

Co's high quality. i 
helps reduce costs through 


large commercial or insti 
insti- 
ts or homes — specify MA-TI-CO's 


's File Architectural Section 13 
Department 86 


MASTIC TILE CORPORATION OF AMERICA 


Factories: Newburgh, N. Y. « Long Beach, Calif A6 


d patter 


or any require 
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TYPE D 
SQUARE DIFFUSER 


An important addition to the extensive Aerofuse line, the new Type 
D, is an efficient, smartly styled diffuser developed to answer the 
increasing demands from engineers and architects for a square outlet 
that will deliver supply air in a 360° pattern . . . and, in appearance, 


harmonize with modern building interiors. 


Engineered to the highest standards of operating performance, the 
Type D Aerofuse provides complete flexibility of air pattern. To meet 
specific job requirements where circular distribution is not practical, 
baffles may be used to blank-off portions of the diffuser and direct 
air stream in a variety of patterns. Thus the Type D can be installed 
near walls, supporting columns and other obstructions without creating 


drafty conditions. 


t the vital point of air delivery 


Two types are available... Type DF, for flush mounting in standard acoustical 
tile ceilings . . . Type DE, for installation on plaster ceilings. Both types are listed 
in four sizes (12" x 12", 16" x 16", 20" x 20", 24" x 24", 30" x 30") with neck 
diameters from 6" to 15" 


TYPE DE TYPE DF 


EX p C 


For complete details, size 
selection information, ond 
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NEW BRITAIN, CONNECTICUT 


WHY TROFFERS? WHY DAY-BRITE? 


There’s this to say about troffer lighting: good taste and 
good light! The smart, modern appearance of recessed troffers 
. the smooth, unbroken surface of the ceiling . . . the 

endless variety of lighting patterns... all contribute an A COMPLETE TROFFER LINE 
atmosphere of elegance and discrimination. 


And when interiors deserve top-quality troffer lighting, there’s 
no equal for Day-Brite troffers . . . in appearance, in quality, 
in true economy. Day-Brite quality is especially important, 

for troffer installations are permanent . . . you must be 

sure of long-term, trouble-free performance before you buy! 


Six basic groups to choose from . . . each available in 96” 
Slimline and 48” Standard Fluorescent . . . each available in 


qu HOLOPHANE 
snap-in and flange types . . . each adaptable for countless <= CONTROLENS* TROFFERS 


geometric patterns or for unit or continuous installations. Fine 
lighting equipment? Yes . . . and fine lighting value: 
value that only famous Day-Brite quality can produce. 


HOLOPHANE CURVED 
CONTROLENS* TROFFERS 


GLASS-ENCLOSED 
TROFFERS 


9 
vens 2А TATERAL LOUVERED 
DEEP TROFFERS 


“PARABOLIC TROFFERS 


ACCENT UNITS— 
FIXED AND ADJUSTABLE 


*(B HOLOPHANE CO. 


DISTRIBUTED NATIONALLY BY LEADING ELECTRICAL WHOLESALERS 


Day-Brite Lighting, Inc., 5465 Bulwer Ave., St. Louis 7, Mo. 


In Canada: Amalgamated Electric Corp., Ltd., Toronto 6, Ontario 
034 


"DECIDEDLY BETTER" 


ONLY QUALITY IS ECONOMICAL $ Э 7: \ d 33 RITE 


Si igh bling Гаши 
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METAL WALLS 


PERMANENTLY | 
D I ST | RU c T [| v E Bulldog sake ү, Coy ану Michigan 
2224 з 1 


ODAY’S BUSINESS INTERIOR must reflect solidity and 

permanence, refinement and good taste—and at the same time 
be easily adapted to changes in space requirements. Mills Movable 
Metal Walls are designed to meet this need. 


Solidity and permanence are achieved by exclusive Mills features 


like all-welded panel construction and sound-deadened panel DS 
surfaces. They are insulated and sound-proofed, and correctly 

engineered for structural stability. Of refined architectural design A CASE IN POINT 
they are available in a wide range of attractive colors in baked-on Mills panel sheets are welded 
finishes specially treated to eliminate harsh light reflection. to panel frames—an exclusive 


construction feature for which 


As space needs change Mills Movable Metal Walls may be re- there Is no quality substitute. 


arranged to fit the new layout—quickly, easily, and at low cost. The | 


entire change can often be made overnight or during a week end. | SPECIFY MILLS FOR 
We'll be glad to send you a 48 page easy-to-read booklet tbat All-Welded Panels • Sound Dead Surfaces 
will give vou full details. Just ask for Mills Catalog No. 50. Glareless Finishes e Scientific Sound-proof- 
| ing @ Easy Erection e Maximum Mobility 
THE MILLS COMPANY * 961 Wayside Road * Cleveland 10, Ohio L Superior Architectural Design | 


© The Mills Co. 


PLANNING A GYMNASIUM? 


Here’s How To Get Up To 
30% GREATER Seating Capacity 


nothing protects 

against sudden 

shower scalds 
like 


—As Much As 
11,200 sq. Н. MORE Usable Floor Space 


GIVE THEM THIS EXTRA SHOWER SAFETY 
. » AT NO EXTRA COST! 


SHOWER 
SAFETY 
— At Least 
50% LOWER Seating Costs! 

LIFETIME 
QUALITY 

It’s two-level seating with Universal Folding Bleachers! 

Many installations prove that this modern method (in- 

stead of built-in seating) can increase seating capacity as 

FREE FROM | much as 30% . It assures much more usable floor space, too. 

MAINTENANCE | For example—in а gym large enough for 4500 built-in 

с seats апа 4800 square feet of basketball floor space, two- 

level seating with Universal Folding Bleachers will not only 

COSTS provide far greater seating capacity in the same area, but 

NO MORE : will add 11,200 square feet more usable floor space when 

bleachers are folded back. Such a gain can provide extra 

cross courts . . . plus extra space for corrective physical 


education, wrestling, boxing, tumbling, fencing, and many 
other activities on both main floor and balcony levels. 
Equally important, actual costs of Universal Folding 
Bleachers are at least 5077 less than usual built-in seats. 
Write today for typical floor plan. No obligation. 


4 dc mE BLEACHER COMPANY 
| ENGINEERING COMPANY. 606 SOUTH NEIL STREET * CHAMPAIGN, ILLINOIS 


LEMONT SLEEP USL Н и ааа Bleacher Experts for Over 30 Years 
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Now homes in all 
price ranges can have 


pegged oak floors 


For years, pegged oak floors laid in ran- 
dom-widths have meant luxury and qual- 
ity to style-conscious home owners. But 
the high cost of installation has limited 


their use to higher priced homes. 


Now Bruce has developed the new 
Ranch Plank Floor that is moderate in 
cost because it's pegged and completely 
finished at the factory and is installed 
exactly like strip flooring. The alternate 
214" and 314" strips give the beautiful 
decorative effect of a random-width plank 
floor. But Ranch Planks have none of the 
installation problems and expansion haz- 


ards of wide oak planks. 


Architects and interior decorators 
praise the new Ranch Plank Floor for all 
types of homes and apartments. Owners 
say it's one of the most admired features 


of their homes. 


Give your homes this plus value that 
lifts them out of the ordinary class. See 
our catalog in Sweet's 1950 File. For com- 
plete data and new booklet with color 
photographs of Ranch Plank Floors, write: 
E. L. BRUCE CO., MEMPHIS 1, TENN. 


IT'S PEGGED AND FINISHED AT THE FACTORY 


1818 
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William B. Hatcher Hall, Men's Housing Units, Louisiana State University 


Bodman & Murrell, Architects 


HOPE’S STEEL WINDOWS help the 
college architect in several important ways. 
Sound in design and solid in construction, 
they provide the strongest resistance to the 
hard wear they will surely experience in a 
college residence building. Their sturdy 
operating mechanism performs smoothly 
and lastingly. At colleges where endow- 
ment funds are used for dormitory con- 
struction, the savings they create from 
appropriations for repair and upkeep have 
helped improve the good record of such 
investment. 


Henry C. Beck Co., Contractors 


In addition, the versatility of HOPE'S 
WINDOWS in architectural layout has 
helped in the design of modern buildings 
in complete harmony with the previous 
campus development in widely varied sur- 
roundings. The good effect from using 
HOPE'S WINDOWS in the characteristic 
southern college building in the photo- 
graph is paralleled in others where 
Georgian or Gothic styles have been tra- 
ditional. Please ask for any information 
or assistance you wish, from HOPE'S En- 
gineering Department. 


S I950 


HOPE'S WINDOWS, INC., Jamestown, М. Y. 


ARCHITECTURAL 


THE FINEST BUILDINGS THROUGHOUT THE WORLD ARE FITTED WITH HOPE'S WINDOWS 
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Air ен 
Vallo Made 
To Your 

Specifications ; 


2 WAY BLOW 


Here's the only air diffuser tailor-made to suit conditions of each 
application . . . the only air outlet with patented diffusing vanes 
which may be assembled in a variety of patterns to provide 
"blows" in one - two - three - and four directions. That's why 
Agitair assures 100%, air distribution in any shape area, from any 


Diffusing Vanes 


Make the location, without makeshift blank-off's or oversized outlets. Dis- 
Difference! cover the many exclusive Agitair advantages. \ 


Write For Complete Data 


AIR DEVICES, Inc. 17 East 42ndSt. * New York 17, №. Y. 


Air Diffusers ° Air Filters • Roof Exhausters 
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modern elevator for 


211 S. BEVERLY DRIVE, Beverly Hills, Calif. 
Architect: Douglas McLellan © Associates 
Contractors: Howard Hastings, Inc. 


Elevator installed by. Elevator Maintenance Co., Ltd. 


Q 


irauli 


How to cut construction costs 

with the ‘elevator that's pushed up” 
You can simplify building designs and reduce construc- 
tion costs with Rotary Oildraulic Elevators. Owners re- 


port savings up to 25% on installed elevator costs. 


DOCTORS HOSPITAL, Coral Gables, Fla. 
Architects: Stewart & Skinner 

Contractors: Fred Howland, Inc. 

Elevator installed by Miami Elevator Co. 


No costly, unsightly 
penthouse 


Because it’s pushed from below, 
not pulled from above, an Oil- 


AMERICAN RED GROSS, Dallas, Texas draulic Elevator requires no 


Architect: George L. Dahl Co. 
Contractors: Meers Construction Co. 
Elevator installed by Hunter-Hayes Co. 


penthouse. This permits a sub- 


stantial saving in building costs. 


Lighter shaftway structure 


Rotary’s powerful Oildraulic 
jack supports the car and load 
—there’s no need for heavy, load- 


bearing columns and footings. 


No special machine room 

Rotary’s compact power unit 
can be located at any convenient 
spot on any landing and on any 
side of hatchway—under a stair- 


way, in a closet or basement. 


2, З, and 4-story service 
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Only Rotary gives you 
ROTA-FLOW 


For smoother, quieter, lower-cost service 


Rota-Flow, revolutionary new hydraulic power trans- 
mission system, moves Rotary Oildraulic Elevators 
on a continuous, pulsation-free column of oil. Rota- 
Flow eliminates vibration and “pumping” noise, and 
operates with greater efficiency than any other hy- 
draulic power unit. Automatic floor leveling within 
V4" guaranteed, regardless of load or rate of speed. 


Over 50,000 Rotary Oildraulic elevators and lifts 
are now serving major companies and building 
owners throughout the nation. Our coast-to-coast 
organization offers the most complete engineering 
and maintenance service in this field. 


ROTARY LIFT CO., MEMPHIS, TENN. 
SEE OUR CATALOG IN SWEET'S 


tar 


OILDRAULIC 
ELEVATORS 


FOR FREIGHT OR 
PASSENGER SERVICE 
Capacities up to 80,000 Ibs. 


Engineered and built by Rotary Lift Co., Memphis, Tenn. 
Oldest and largest maker of oil hydraulic elevators. 


MAIL FOR AIA FILE 


ROTARY LIFT CO, 
1106 Kentucky, Memphis 2, Tenn. 


Send complete architectural data on 
Rotary Oildraulic Elevators to: 


AUN Uy 
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Fordham Hill Apartments, Bronx, М 
Architects: Leonard Schultze & Associc 


Typical single family residence 
vsing aluminum windows 


(TYPE) 


A.W.M.A. Quality Specifications — Materials, Construc 
tion, Strength of sections and Air infiltration require 
ments — confirmed by PITTSBURGH TESTING LABORATORY 


MEMBER — ALUMINUM WINDOW MANUFACTURERS ASSOCIATION 


74 TRINITY PLACE, NEW YORK 6, N. Y. 


the past few months, more and more architects 
'е singled out aluminum windows as their choice 
homes and for larger buildings. 


eir reasons are shown on the opposite page— 
əd, substantial, proved reasons! 


и сап continue to make sure of client satisfaction 
specifying only aluminum windows bearing the 
uality-Approved" Seal. 


is seal assures you of aluminum windows that 
iform to rigid specifications and meet the highest 
adards for quality materials, strength of sections, 
ndness of construction, and minimum air in- 
'ation. 


ect only windows bearing the ‘Quality-Ap- 
ved" Seal. Consult Sweet’s (Section 17a/4a) or 
te for complete specifications and names of 
nufacturers whose windows qualify for the seal. 
dress Dept. R. 


Textile Laboratory, Georgia Inst. of Technology, Atlanta, Ga. 
Architects: Bush, Brown, Gailey, Heffernan 


St. Clare's Hospital, Schenectady, N. Y. 
Architects: York & Sawyer 
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South Bend Airport, South Bend, Ind. 
Architects: Roy Worden & Associates 


members: A. B. C. Steel Equipment Co., Inc., Tampa, Fla. * The Adams & Westlake Company, Elkhart, Ind. 
The William Bayley Company, Springfield, Ohio * Cupples Products Corporation, St. Louis, Missouri 
General Bronze Corporation (and its subsidiary The Aluminum Window Corporation), Garden City, New York 
Sterling Windows, Inc. New York City, N. Y. * Windalume Corporation, West New York, New Jersey 


Modern Trane Convectors keep coeds cozy in the new residence building at Mt. Holyoke College, South Hadley, 
Massachusetts. Architect: Douglas Orr, New Haven, Conn, Contractor: C. H. Cronin, Inc., Boston, Mass. 


Convectors — 


When it comes to selecting the valedictorian of the con- 
vector class, leading architects, engineers and builders are 
nominating Trane Convectors for this coveted award. 


Trane Convectors have long been proclaimed a leader 
in the school heating field because they can really be 
depended upon to deliver the utmost in comfortable, 
cleaner, controlled heat—efficiently and economically. 

They’re economical to operate because Trane Convectors 
waste no heat. Quick response, when heat is needed, assures 
efficient regulation. With quick-acting convector controls, 
heat output can be instantly regulated to exactly suit in- 
dividual desires. 

Sturdily built of heavy furniture steel, Trane Convectors 
are designed to withstand the most rugged abuse. Their 


cum laude 


graceful lines enhance the beauty of every room. Can be 
painted to blend with any scheme of decoration. They fit 
any steam or hot water system. 


Ask the Trane Sales Engineer in your area to show you 
how the many types and sizes of Trane Convectors—free 
standing, wall hung, semi-recessed, fully recessed or picture 
window—will fill every application perfectly. 


THE TRANE COMPANY...LA CROSSE, WIS. 
EASTERN MANUFACTURING DIVISION, SCRANTON, PA. 


Manufacturing Engineers of Heating, Ventilating and Air Conditioning 
Equipment— Unit Heaters, Convector-radiators, Heating and Cooling 
Coils, Fans, Compressors, Air Conditioners, Unit Ventilators, Special 
Heat Exchange Equipment, Steam and Hot Water Heating Specialties 
... IN CANADA, TRANE COMPANY OF CANADA, LTD., TORONTO. 


Trane Convectors hide away in the walls under windows at Mt. Holyoke College, permitting 
complete freedom of room decoration while providing an abundance of heating comfort. 
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se materials for Toilet Compartments 
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The development of highly corrosion-resistant steels 
presented Sanymetal engineers with the basic metal for 
fabricating Two Full Purpose Materials especially for the 
construction of toilet compartments. These Two Full 
Purpose Materials are known as Sanymetal “Тепас” 
(Baked-On Paint Enamel over Galvanized, Bonderized* 
Steel) and Sanymetal “Porcena” (Porcelain on Steel). 
Both of these Two Full Purpose Materials are utilized by 
Sanymetal in manufacturing these three types of Sany- 
metal Toilet Compartments (see Catalog = in Sweet's 
Architectural File for 1950): ACADEMY TYPE (Over- 
head Braced); NORMANDIE TYPE (Floor Supported); 
CENTURY TYPE (Ceiling Hung) illustrated. 


Ask the Sanymetal representative in your vicinity (see 
“Partitions” in your phone book for local representative) 
for samples of these Two Full Purpose Materials. They 
will help you to simplify toilet compartment specification. 


This is Saaymoial "PORCENA" 


Sanymetal "Porcena" (Porcelain on Steel) is impervious 
to moisture, odors, cleaning and uric acids, oils and 
grease. It is rust proof. The flint-hard, glass-smooth 
surface is resistant to scratching, scouring, scrubbing 
and scribbling or defacement. It is an ageless and fade- 
less material that greatly reduces the cost of cleaning 
and maintenance. It has no equal for strength and 
durability. This Full Purpose Material presents a correct 
combination of the desirable qualities of the hardness 
of glass and the natural structural strength of steel. 
Sanymetal "Porcena" (Porcelain on Steel) is incompar- 
able with any other finish or metal base material. It is 
available in 21 different colors. 


m mam жылт 
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This is <9: 


(Baked-On Paint Enamel over Galvanized, Bonderized* Steel) 


This Full Purpose Material is notable for the positive adhesion of the 
baked-on paint enamel to the metal and its resistance to corrosion. The 
basic metal or sheet of steel is first given the protection of a galvanized 
coating. Then it is treated with Bonderite* which provides a protec- 
tive coating that grips the paint enamel finish. Then this galvanized, 
Bonderized* steel is given a primer coat of paint enamel which helps to 
assure smooth finish and adds more protection. The final finishing coat 
of baked-on paint enamel gives a perfectly smooth, lustrous, protective 
finish. Available in 21 different colors. This material offers colorful attrac- 
tiveness, combined with low maintenance cost and long-lasting newness. icc 


Sanymetal CENTURY Туре Ceiling Hung Toilet Com- 
partments offer the utmost in sanitation and provide 


dern, disti iv ilet r ur schools, 
YILET COMPARTMENTS, SHOWER г: terminals and all otber public buildings 
‘ALLS AND DRESSING ROOMS BY 


This booklet on ''2 Full Purpose Materials for Toilet Compartments 
by Sanymetal" illustrates and describes completely these materials 
and their exclusive advantages. Attach coupon to your letterhead. 
THE SANYMETAL PRODUCTS COMPANY, INC. 
1689 URBANA ROAD * CLEVELAND 12, OHIO 


Please send copy of booklet entitled "2 Full Purpose Materials for Toilet Compartments 
by Sanymetal’’, 


*Trade Mark Reg. U. S. Pat. ОЯ, 


Name 


*Treated with '"'Bonderite", a product of Parker Rust Proof Co. Knorr Pee Merc EUR OE UEM STD ч к-с ae 
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Guarding the “Lifelines” 
of a $20,000,000 Hospital 


Choice of Edwards’ Equipment Insures 
Against Costly Communications Breakdown! 


© The larger the hospital, the greater the need for 
absolutely, dependable signal, communication and pro- 
tection systems. How these vital "nerve centers" perform 
is literally a matter of life and death. 


! 
| 
t 


You can be sure no effort was spared insuring Buffalo’s 
gigantic new $20,000,000 Veterans' Administration Hos- 
pital against breakdowns in these crucial services. You 
can be sure— because the contract went to EDWARDS! 


Nurses’ call systems... night lights...doctors pag- 
ing systems . . . clocks . . . operating-room timers . . . fire 
alarm stations ... all awarded to EDWARDS! 

Thus another Edwards equipped hospital is added to 
the ever-lengthening list... another record of un- 
matched, trouble-free service in the making! 


Write for illustrated bulletin on Edwards’ Hospital 
Signal Systems. 


BUILT ON A 1614 ACRE TRACT, donated by the city, 
Buffalo's new V.A. Hospital is an outstanding ex- 
ample of modern, functional design. The structure 


is 14 stories high, contains 2,328 rooms, has a capac- 
WARD ity of 1,000 beds. 


KEYBOARD SELECTOR 


of the Edwards' Doctors Paging System is so 
compact that it actually takes up little more 
room than telephone directory! 120 doctors 
can be called on this unit and 3 doc- 
tors paged at the same time! 


Signal Systems 


Edwards Company, Inc., Norwalk, Conn. 
In Canada: Edwards of Canada, Ltd. 


у У ү 
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QUICK . 
Easy р 
to 


Specify 
AEG- 


See it... 
PICTURE it 


One of many full color illustrations in The Color Book of Tile. 
Complete tile specifications are given for each installation. 


To Every Architect 


pé American-Olean 


Color Book of Tile 


i rat Nw соток BOOK OF TILE 


For big homes and little homes, for isons of alternate colors and patterns. The most complete, most help- 
country homes and city apartments... ful tile book ever produced. 
specifying tile is quick and easy with You save time, and assure exact follow- 100 pages, including 30 of typ- 
American-Olean's new Color Book of Tile. through, with ready-to-copy, 42-word ical installations in full colors; X 
{ specifications for each installation. plus color charts of wall and 
You select and specify glazed and un- floor tile, trim, and hand dec- __ 
glazed tile, patterns, strips, inserts and Satisfy yourself and satisfy your clients orated inserts. Full architectur- y 
accessories from full color illustrations by specifying tile this amazingly quick, al data and ready-to-use spec- ^ 
of tiled bath, kitchen, powder апа game sure way from the American-Olean Color ifications. If you have not yet — — 


received your copy, or if vou val 


rooms...see side-by-side compar- Book of Tile. pad. вара у ойду; 


American-Olean Tile Compan | 
= Executive Offices ET T IT'S REAL CLAY TIL 


925 Kenilworth Ave., Lansdale, Pennsylvania | ' 
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1888... DEPENDABLE BATTERIES FOR 62 YEARS...1950 


92 


ДЕКА! 


Guard against lighting failure in the buildings you design 


All buildings where crowds gather indoors at 
night require protection from the dangers 
of lighting failure. Storms, floods, fires, 
collisions and accidents beyond the control of 
ever-vigilant light and power companies can 
interrupt normal current supply and be a 
serious menace to life and property. 


But the lights need not fail in the buildings you 
design. Exide Emergency Lighting provides 
safe, sure, modern protection. When other 
sources fail, it takes over any part or all of the 
lighting load, instantly and automatically. 
Units and systems can be supplied to meet 


any requirement from a few lights to many 
... from a single building to a large group. 


THE ELECTRIC STORAGE BATTERY COMPANY 
Philadelphia 32 
Exide Batteries of Canada, Limited, Toronto 


> 


EMERGENCY 
LIGHTING 


“Exide” Reg. Trade-mark U. 5. Pat. ОЙ. 
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you can ВЕ SURE.. te irs 


Westinghouse 


Certainly not! This modern new building will naturally have 
a modern heating system, too. Yet . . . electrical equipment— 
nearly as old-fashioned as the pot-bellied stove—is often specified, 
purchased, and installed in buildings under construction today. 


We refer to electrical control equipment . . . the all-important 
nerve center of any modern building. This is where the power 
supply is controlled and distributed to the many facilities which 
depend upon electricity. Here, you must be syre . . . for the pro- 
tection of costly equipment, the safety of personnel, and opera- 
tion of vital services are at stake. 


Westinghouse Low-Voltage, Metal-Enclosed Switchgear offers 
the kind of dependability you need for this critical application. 


THEOD WAY « . « dive front with fasés, knife This is the modern way... the way that assures adequate inter- 
switches and air circuit breakers—a disorderly rupting capacity . . . that eliminates fire hazard. All breakers and 
arrangement of equipment that introduces prob- associated equipment are completely enclosed in convenient, 


lems of safety, flexibility and service continuity. self-supporting “Unitized” structures to assure safety, flexibility, 


reliability. Contrast this with the old-fashioned installation 
shown at left, above—a type which is still being specified—and 
ask yourself this question: 


Which type of installation will best fit the buildings I design? 


For complete information on Westinghouse Low-Voltage 
Switchgear, send for Booklet B-2296-D. Address: Westinghouse 
Electric Corporation, P.O. Box 868, Pittsburgh 30, Ра. J-60733 


THE MODERN WAY... Westinghouse “Unitized”’ 
Low-Voltage Switchgear. Metal-enclosed air cir- 


yep ЛС LOW-VOLTAGE 
accomplished without exposing live parts. SW [ TC H G E A R 
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This is the way to 
balance windows... and 
weatherstrip them too! 


QUIT MUR 


LÀ 
-— // 
(QUI, | 


Detail showing 
spring a 
top of hou 


/ Spring 
attachment 
in sash groove 
showing clip 
located on 
outside edge 4 
of stile of | 

/ upper 

^ $а5һ 
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SASH BALANCE AND WEATHERSTRIP UNIT 


Do two jobs at once on any double-hung window. Here is an 
installation on an economy frame giving an all metal sash 
run. Or simply "cap" old or new wood parting beads. Allmetal 
Sash Balance give stable sash — provides finger-tip control — 
cuts labor and material costs and provides better windows 
by weatherstripping as well as balancing. Send for complete 
information now. 


JT 


attached to 
inside j 
stile 4 


7 
edge 
See Our Catalog in 


Sweet's File 18А 
Architectural 1 - 


L тилиле 


rALLMETAL WEATHERSTRIP CO. 


I 
- 2939 North Knox Avenue, Chicago 39, Illinois H 
i Gentlemen: Please send me complete information and prices. - 
i i 
> Name - 
I L] 
# Address i 
[| i 
È= P 
| City Zone State ' 
See aw eae eS LI е эш иш эш ше тш шш ша ша ше эн из эш шз шш ша ш эш та тт из аш «ш тз =т= 
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BLOWER 
FAN 


al} 7 
ONLY 222-52 HAS THIS PATENTED BLADE... 


which combines both fan and blower principles. Its ex- 
clusive design gives Blo-Fan the volume of a fan plus the power 
of a blower in order to move more air—quickly, quietly with 
greater efficiency. 


HERE'S WHY! 


Seventy-five per cent of the air moved 
by a breeze fan is thrown from the 
blade tips. The center is weak when it 
meets resistance. A fan delivers vol- 
ume, but lacks power. 


A blower draws a smaller amount of 
air into the vortex, discharging it with 
great power, thus overcoming resist- 
ance. А blower delivers power, but 
lacks volume. 


The Blo-Fan blade is designed so that 
the fan element feeds the blower ele- 
ment keeping the vanes fully loaded 
at all times. That's why Blo-Fan de- 
livers more air with more power. 


*Trade Mark. Reg. 
1 sedi VENTILATION AT THE POINT OF AIR POLLUTION 


In kitchen, bath, game room and laundry | 


FACTORIES: Pomona, California; Newark, New Jersey 
WAREHOUSES: Los Angeles, San Francisco, Chicago 
Stocked by 500 wholesalers in more than 350 cities. 


PRYNE & CO., INC. 
Box R-6, Pomona, California 


A postcard will bring you complete Blo-Fan informa- 
tion and the name of your nearest distributor. 
See Sweet's File 29b-7. 


Manufacturers of 
Pry-Lites...the 
modern recessed 
lighting fixtures 
with snap-on 
fronts. 
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JOSAM GREASE INTERCEPTORS 


Exclusive Cascade Design assures the interception of over 90% of the 
grease from the waste water regardless of the waste water temperature. 
Solids and sediment are evacuated. Types and sizes for every purpose, 
domestic and industrial. 


PDI Seal of Approval 
All Josam Cast Iron Grease Interceptors carry the official Seal of 
Approval of the Plumbing and Drainage Institute. Their design, size, flow 
rate and grease retention capacity have been established and certified 
by the United States Testing Company, Inc. in accordance with testing 
and rating procedure for grease interceptors, Plumbing and Drainage 
Standard PDI-G101. Look for this metal "Seal of Approval" on all cast 
iron grease interceptors! 


. . . has the widest range of types and sizes of 
plumbing drainage products in the world! 


. . . is specified by more architects and has its 
products installed in more buildings than 
all other makes combined. 


Why guess about drains... why spend time ori the 
drainage problems of any building when these two 
facts give you the right answers every time? In the 
Josam line of plumbing drainage products there is a 
product for every purpose, proven through over 36 
years’ experience to be easier-to-install, better-in- 
construction, superior-in-performance. 


For example, the Josam Grease Interceptor is one 
of many hundreds of products pioneered by Josam— 
the Standard of the Industry. When the problem is 
drainage, why take the slightest chance? Use Josam 
Products—and put proven dependability to work for 
you! Send coupon below for further information. 


eS 


,. BACKWATER 

SEWER VALVES. 
To prevent sewer 
contents from 


ROOF DRAINS. 
To provide con- 
tinuous drainage 
in spite of accum- 


„_ MODERATOR 

MIXING VALVES. 
To prevent acci- 
dental scalding in 


SWIMMING POOL 
FITTINGS. Inlets, 
outlets, gutters, 
overflows. 


INTERCEPTORS 
For grease, oil, 
hair, plaster and 
sediment. 


SHOCK ABSORBERS. 
To eliminate water 
hammer in pipe lines. 


backing up into 
basement floors. 


| JOSAM MANUFACTURING COMPANY 
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ulated debris on showers. 


roof, 


Manufacturing Division—Michigan City, Indiana 
_ Representatives In All Principal Cities 


San Francisco, California 


 ЈОЅАМ-САМАРА LIMITED, Canadian Distributors 
uu Toronto, Ontario — 
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Main Sales Office, Josam Building, Cleveland 13, Ohio - 


JOSAM-PACIFIC CO., West Coast Distributors _. 


Josam Mfg. Co., 302 Josam Bldg., Cleveland еа 
send free literature on the following Р e ia 
€ log Triple Drainage Drains || : m 
Bue. x н H Swimming Pool Fittings 
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a uate Sewer Valves О Fo 


NAME 
FIRM 


ADDRESS 
CITY and STATE 


95 


ROBERTSON 


Bermuda TILE 


FOR VARIETY 


Four delightful patterns reminis- 
cent of Early American decoration 
and four of our most popular colors 
—that’s Bermuda Tile. When com- 
bined with plain white or tinted tile, 
Bermuda Tile gives you an almost 
unlimited variety of architectural or 
decorative effects. Robertson Bermuda 
Tile lends distinction to many rooms 
in the home of today. 


Like all Robertson Genuine Clay 
Tile, Bermuda Tile will not discolor, 
chip or craze. It is fireproof and 
stainless. Its designs and colors are 
burned into the tile; they will not 
wash off or fade; they remain per- 
manently fresh, permanently lovely. 
Write today for your free samples. 


ROBERTSON 


MANUFACTURING COMPANY 


TILE DIVISION 
TRENTON 5 NEW JERSEY 
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Fortunate are the librarians— 
fortunate, too, are the patrons and scholars— 
of a library equipped with the new Sjöström 
line of Library Furniture. 


For this furniture combines functional design 
and comfort.. .individual charm and good 
taste ... and amazing adaptability to make 
your library the center of pleasant learning in 
your school, university or community. 


And, of course, the craftsmanship inherent in 
each piece of furniture is a typical example of 
Sjöström care in construction. 


No matter whether you are building a new 
library or renovating existing facilities, you 
will be interested in our new bulletin fully 
describing the entire line. Your copy is wait- 
ing—will be mailed to you immediately upon 
receipt of your request. 


P. 


JOHN E. SES GE RG COMPANY 
1717 N. Tenth Street, Philadelphia 22, Penna. 
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Stainless is 
versatile, 


too— 


As versatile a performer as stainless steel is, the application 
of each member of this family of alloys must be carefully 
planned. Pioneers in the development of these specialty steels, 
Crucible knows that unless the right analysis is used, stainless 
may prove disappointing. That’s why Crucible offers you the 
services of an alert staff of metallurgists and engineers to 
help you apply stainless . . . properly. These engineers and 
metallurgists have all the wealth of experience that Crucible's 
half century of specialty steel leadership provides . . . take 
full advantage of it. 


Whatever your stainless application may be, Crucible is 
prepared to help you. Whether the order is in pounds or tons, 
Crucible tackles every industry-posed problem with a keen 
devotion to detail. If you're thinking of stainless . . . call in 
Crucible. CRUCIBLE STEEL COMPANY OF AMERICA, Chrysler 
Building, New York 17, N. Y. 


first name in special purpose steels 


RUCIB » 
f [My yours steelmaking 


STAINLESS * HIGH SPEED *® TOOL* ALLOY * MACHINERY • SPECIAL PURPOSE STEELS 
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Оов who seek a durable, eco- 
nomical wood flooring of fine appear- 
ance will do well to investigate the 
possible applications of 4-Square West 
Coast Hemlock Flooring. 

Known as the softwood flooring that 
*hardens with age", West Coast Hem- 
lock Flooring is extremely durable. This 
hardening can be accelerated by the 
use of a floor sealer and hardener. 

4-Square Hemlock Flooring is free of 
pitch and has a pleasing one-tone, silver- 
gray color. When properly sanded and 
finished, West Coast Hemlock makes 


Design for 


COMFORT, BEAUTY 


and ECONOMY 


with 


West Coast Hemlock Flooring 


a beautiful and serviceable floor. 

This 4-Square Flooring is end-matched 
with a hardwood pattern. It is tongued 
and grooved at ends and edges to assure 
a tight floor. It is precision manufac- 
tured in 1x3”, lengths 114’ to 12’ in 
bundles 6’ to 12’. 

West Coast Hemlock Flooring is 
another special Weyerhaeuser 4-Square 
lumber product that brings extra values 
to homes, stores, and public buildings. 
Architects who specify West Coast 
Hemlock will find it a time proved floor- 
ing of unusual beauty and durability. 


b И ЧОР „0, 


SPECIAL 4-59 САКЕ 
LUMBER PRODUCTS 


WEYERHAEUSER SALES COMPANY 
ST. PAUL 1, MINNESOTA 
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Architects expect the unusual of PLEXIGLAS. 
But the really unusual feature of this 
acrylic plastic is its usefulness in everyday 
applications. PLEXIGLAS is just as practical 
in shatter-resistant skylights and windows, 
walls and partitions, as it is in optically- 
clear domes for observatories and weather 
stations, or in luminous ceilings, building 
facades and store fronts. 


The fact is that PLEXIGLAS can be as dramatic— 


or as functional—as you wish. Use it for. 


gleaming brilliance and beauty in your most 


FREE SEND FOR OUR LATEST BOOKLET 
about PLEXIGLAS as an architectural ma- 
terial. It's a mine of architectural data and 
suggestions. 


PrExtcLas is a trade-mark, Reg. U.S. Pat. Off. and in principal foreign countries. 


Canadian Distributor: 
Crystal Glass & Plastics, Ltd., 282 St. Helens Avenue, Toronto, Ont. 


Dome Skylight at Princeton University 


This 7-foot-diameter dome, formed from a single .375''-thick 
sheet of clear PLEXIGLAS, is installed as a skylight on the new 
Architectural Laboratory. It permits the day-long study of 
shadows, textures, and colors on models designed and built by 
architectural students. Simple clamps on the circular coaming, 
over the flange of the acrylic bubble, hold it securely in place. 
Fabrication by Steiner Plastics Manufacturing Company, 
Long Island City, N. Y. 


modern designs. Or put it to work in “high- 
breakage" areas, where durability is essential. 
PLEXIGLAS is a true outdoor plastic and a glamour 
material as well. 


You can form PrzxicLas easily to virtually any 
shape—erect it with fewer, lighter supports. 
Its resistance to age, weather and breakage 
cuts maintenance costs to a minimum. And 
because it's available in the world's largest 
cast plastic sheets, PLEXIGLAS meets architec- 
tural requirements impossible with many 
other materials. Write for full information. 


CHEMICALS Ҝ FOR INDUSTRY 


ROHM £ HAAS 


COMPANY 
WASHINGTON SQUARE, PHILADELPHIA 5, PA. 


Representatives in principal foreign countries 


important as the buildings... 


...lhe controls that give 


The room thermostat illustrated above is Whether you specialize in commercial build- 
smaller than your hand—but we’re showing ings or in homes, you know that no heating 


it big to dramatize its importance. 
The progressive owners of shops 
and office buildings realize that 
personal comfort is mecessary to 
attract customers and keep tenants 
satisfied. Air conditioning, for 
example, is no longer a luxury; it 
is just plain good business. So these 


or air conditioning system can be 
better than the controls that regu- 
late it. For more than 65 years, 
Minneapolis-Honeywell has been 
the leader in developing automatic 
controls and control systems. 
Thee БузнБ cl Modem Honeywell-trained engineers are 
Temperature Control available for consultation on any 


ROOM THERMOSTAT 


owners are installing the most modern of your control problems. Just contact the 
heating, ventilating and air conditioning Honeywell office in your city or write to 


equipment. 


Minneapolis-Honeywell, Minneapolis, Minn. 


ELECTRIC, PNEUMATIC, ELECTRONIC CONTROLS: 


For home heating е for hotels and apartments ө for 
schools and hospitals @ for commercial heating and air con- 
ditioning € for refrigeration € for industrial process e 
for aviation е for rail, highway and water transportation. 
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TOWARD MODERN ARCHITECTURE ON THE CAMPUS 
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E THE STUDY that follows, we present several recent college buildings which 
evidence increasing acceptance of more advanced concepts for the design of 
campus facilities. 

The current boom in college building programs has brought the question of 
"architectural character" squarely before Boards of Trustees and Regents through- 
out the country. It is a matter of prime significance, transcending the mere selection 
of a style to conform with or complement existing buildings. It must be resolved 
primarily on the issue of whether a college building is a background for educational 
activity or an instrument of education. This is not a question of glorifying the 
functional aspects and creating a machine for education; rather it is an underlining 
of the colleges’ responsibility for educating the whole man. 

Our colleges and universities are charged with a dual assignment — the dis- 
semination of knowledge and the advancement of human thought. This thesis is 
as valid in the field of the arts of design as it is in the sciences, humanities and 
social sciences. The history and philosophy of architecture, properly interpreted, 
deserve an important place in the curriculum; but above this there is every reason 
for the college, through the buildings it erects, to demonstrate the development of 
architecture which must, of necessity, form such an important component of man's 
environment. 

The problem faced by college authorities in guiding campus development must 
not be minimized. There are always the thousands of alumni who may have strong 
opinions one way or the other, and occasionally the donor who insists that his new 
engineering research laboratory be clothed in gothic or colonial garb, in order to 
harmonize with existing buildings. 

It is worth the effort, however, to press the point that harmony among the 
campus buildings is not a matter of repetition of existing forms and details, but 
may be achieved by skillful handling of materials, texture, color, and siting. Further- 
more, the borderline between harmony and monotony is a very fine one. Contrast 
can be an asset to many a dull campus — particularly when the ivy sheds its leaves. 

On many campuses where modern architecture has already taken root, the new 
buildings have been received enthusiastically by the people who use them most — 
students and faculty. This apparent ease of acceptance on the part of the academic 
population augurs well for the future. If at times the pace of architectural progress 
on the campus seems painfully slow, encouragement may be had from the thought 
that today's college students are the donors, trustees, alumni, and clients of 
tomorrow. 

We predict, however, that long before today's students become tomorrow's 
donors, evidence of sound progress toward appropriate contemporary college 


building design will be visible on an ever-increasing number of American campuses. 
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The problem of college building 
design is not one, but several. A 
college or university requires class- 
rooms, laboratories, dining halls, 
dormitories, stadiums, even stores 
and factories. It may be in a cold, 
hot, wet or dry region. It may be 
well established or brand new. Yet 
there is a common denominator. 
we believe, as this study indicates. 
The problems have recently been 
seriously complicated not only by 
the wave of post-war GI students, 
which is now subsiding; the coun- 
try's general economic level being 
high. colleges are experiencing 
steady increases in enrollment 
which are expected to continue. 
One serious matter is a shortage 
of housing of all types. It is heart- 
ening, then, that the National 
Housing Act of 1950, just passed 
and signed by the President, con- 
tains in Title IV a provision for 
making loans to educational insti- 
tutions for housing. Title IV is un- 
usual. Under it, for the first time, 
HHFA is empowered to make direct 
loans (not merely to insure mort- 
gages) for this specific purpose. The 
term for such loans is long — 40 
years. The interest rate is very low. 
What constitutes housing” is not 
determined by the Act, except that 
it must provide housing for stu- 
dents or faculty; it might include 
dining and other facilities; it might 
consist of single-family houses or 
huge dormitories. The total funds 
issuable at one time amount to 
only $300 million, which, though 
not a large sum, is expected to be- 
come a revolving fund. The only 
specific limitations require that 
construction be economical, that 
no “elaborate or extravagant design 
or materials" be used. HHFA is 
now hurriedly setting up machin- 


ery to cope with Title IV. 


Left, proposed addition to Yale University's Art Gallery; Philip L. Goodwin, architect. 


Right, Harvard's Graduate Center, now under construction; The Architects Collaborative 
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Whence Come 


These Modern Buildings? 


r is not so long since the first modern building on an 
American college campus caused a cyclone of contro- 
versy. It is barely a longer time since colleges and uni- 
versities were concentrating on building stadiums, vast 
structures chiefly utilitarian, whose “architecture” was 
mere surface adornment. It is really very little time 
since the typical college building had to be a Georgian, 
Colonial, Collegiate Gothic, or possibly a Romanesque 
structure; and whatever its style, one was earnestly in- 
formed that the particular building under considera- 
tion was the true expression of collegiate spirit. 

Look briefly through the illustrations here and on 
succeeding pages. Among the examples are some which 
are reminiscent of a campus or regional style, it is true; 
but none is the faithful stylistic copy of a few years 
ago; and many, possessed of that intrinsic style which 
comes only when a gifted architect labors faithfully to 
get the utmost out of the needs his building must meet 
and the materials he can employ, look like nothing ever 
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Robert Frampton Photo 


Joseph Molitor Photo 


Left, dormitory, Claremont Men's College; Allison & Rible, architects. Right, Textile Engineer- 


ing Building, Georgia Institute of Technology; Bush-Brown, Gailey & Heffernan, architects 


seen before on a campus. The buildings are various in 
purpose, in the degree of satisfaction with which they 
function, and in esthetic quality. Far from being iso- 
lated examples, they are merely a few representatives 
of many more now being designed or under construc- 
tion on campuses all over the nation. Of course there 
are also many being built to conform to established 
stylistic concepts as well; but compare the quantity of 
non-stylistic college buildings now with that of a few 
short years ago. 

Well, what has caused this change in attitude? 

Superficially, there appear to be as many reasons as 
there are examples. In one case, economy may be para- 
mount; costs of construction, equipment and mainte- 
nance have risen for college buildings as much as for 
any other type. A building lacking the complex surface 
adornment of Collegiate Gothic costs relatively less to 
build. That is obvious. Yet costs vary widely, and the 
reason for this variance must lie elsewhere than in 
architectural treatment. In a survey of 1949 building 
costs conducted by the magazine College and University 
Business, published in its January 1950 issue, dormi- 
tory construction costs ranged from $.52 to $1.62 per 
cu ft, laboratories from $.80 to $1.89; for several build- 
ings, all on the same campus but for differing purposes, 
the range went from $.44 to $1.43. Geographical loca- 
tion, purpose, size and many other factors besides 
architectural design influence cost. Presumably the 
buildings all on the same campus had some architec- 
tural similarity. No. blind faith in one or another style 
of architecture as the most economical is faith mis- 
placed; although it should go without saying that any 
good architect strives mightily to get his client a full 
dollar's worth of building. 

Another favorite argument for contemporary design 
appeals to the pragmatist. It is functional, we hear; 
on the practical levels of convenience of layout, of 
furthering the business of teaching. contemporary build- 
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ings function well. So they do, the good ones. Remem- 
ber also, however — and this at the risk of committing 
mental heresy — that the buildings at Oxford in Eng- 
land also function. and for their purpose function well. 
There, principles and often methods have continued 
unchanged for many more years than the life of the 
oldest American college. Tradition there has a function 
too, a function which, despite our protestations, can 
hardly be emulated by an American institution. The 
very atmosphere of education is different here. Should 
we continue to bolster our academic egos by copying 
an older country's physical institutions? It was natural 
once for us to follow. Should we now lead architectur- 
ally, as our forefathers pioneered in exploration, in 
commerce, in exploiting the machine? (And inciden- 
tally, how many of us know that Eton, another British 
school of strong tradition, possesses buildings designed 
by Marcel Breuer?) Yes. function has several meanings, 
not all of them pragmatic, and to function well is not 
the prerogative solely of the "modern" building. 

One cannot deny the force of public opinion, of popu- 
lar acceptance. Quite probably one true answer to our 
question is to be found here. Public familiarity with 
modern stores, office buildings, factories, hospitals and 
houses of course increases rapidly day by day, as more 
are built. What was a cause célébre yesterday scarcely 
causes a raised eyebrow today, particularly since the 
war. Familiarity breeds acceptance. We find the Boards 
of "Trustees of two institutions so widely separated as 
Vassar and the University of Arkansas each deliberately 
selecting an architect for his ability to design a good 
modern building. 

Often enough to be disturbing, we must admit, such 
acceptance has the appearance of being nothing more 
than a nod in the direction of a current mode. Tucka- 
saug's new dorm is modern, so Tuskaroe’s must be. 
Another cautious approach is evident in the determi- 
nation to proceed half a step at a time, blending the 
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Left, model; right, construction; Maryville College (Tenn.) Fine Arts Center; Schwiekher & Elting, architects 


new “style” so imperceptibly into the old forms of 
existing buildings that an unappetizing architectural 
sawdust, much like unseasoned, crumbly hash, results. 
This is possibly the toughest architectural form the 
campus problem can take, but it can be licked. To make 
good hash one must season with both vigor and com- 
passion. The architects of Claremont Men’s College, 
shown in this issue, faced it in slightly different form. 
They had a campus virtually bare, encumbered only 
by a few minor structures destined for removal any- 
way, to embellish; but they had also a mandate to 
create in architectural harmony with a local Spanish- 
Italianate-Mediterranean inclination. Deprecatingly the 
architects have told us that other work of theirs is more 
vigorously modern; but they need not apologize. The 


Claremont buildings have ample strength of design; the 
bow to tradition does not hurt them; it is accomplished 
with a rare, complete understanding of the gorgeous 
site, the times, materials and the College's aims. 

One wonders if the Board of Trustees and the donor 
who limit an architect unduly in such matters realize 
how close is their attitude to that of a political dictator 
who, unsure of himself esthetically, decrees that all 
building under his jurisdiction — which is all building, 


to his people — shall conform to a certain style. This 
has happened at least three times within recent years, 
in Italy, in Germany, in Soviet Russia. What is wrong 
about such a practice, in American college buildings as 
in the other countries named, is not so much the dead, 
level, heavy sameness of the results, nor even their 


Left, School of Industrial Administration, Wm. L. Mellon, Founder, Carnegie Institute of Technology; Marlier & 


Johnstone, architects. Right, Dining Hall, Rogers (dormitory) Center, Indiana University; Edward D. James, architect 


Left, rendering; right, perspective of Gallery; Fine Arts Center, University of Arkansas; Edw. D. Stone and Haralson & Mott, assoc. architects 


architectural inappropriateness. It is the fear of ad- 
vance, the denial of inquisitiveness, which they express. 

And here we come at last, though deviously, to the 
heart of the matter. The only true scholar or scientist 
or researcher — or teacher — is the man possessed of 
an eternally inquiring mind. The thirst for knowledge 
is no idle phrase. If the student should be inquisitive, 
then should not the buildings which surround him, at 
least during the formal period of education, stimulate 
inquisitiveness as well as appreciation? We have yet to 
hear of a good modern college building which is. not 
acclaimed by the students and faculty who use it, or 
who have seen proposed designs. Its substance is a 
challenge to their imaginations. Familiarity breeds not 
only acceptance but understanding as well, understand- 


ing that unless a college building expresses in its archi- 
tecture the advancement of thought and dissemination 
of knowledge which are the college's reasons for exist- 
ence, that building has in some degree failed to achieve 
its purpose. However well it may perform mechanically 
and physically, it fails to fünction philosophically or 
even spiritually. In a machine age this is a very real 
danger. 


— Frank G. Lopez 


Reprints of this study are being forwarded lo the heads of approri- 
mately 300 colleges and universities, and lo others concerned in the 
architecture of buildings for higher educalion, lo acquaint them with a 
point of view which has been vehemently and repeatedly expressed by 
qualified members of the archileclural profession. 


Left, juncture between old and new Engineering Buildings, The Rice Institute; Staub & Rather, architects. 
Right, new classroom building, Mt. Hermon School, Northfield, Mass.; James A. Britton, architect 
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PLANNED FOR 


UTMOST CONVENIENCE 


COLLEGE BUILDINGS 


Joseph Molitor Photo 
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Planned in every detail for the convenience of the girls who occupy it, Lakeside 
Dormitory was also economical to build. It consists of three units — four-story dormitory 
block, equally tall washroom unit which contains principal mechanical services, and 
low lounge-lobby-dining group in foreground. This permitted concentrating expensive 
mechanical installations and simplified structural design 


Lakeside Dormitory 
Mt. Holyoke College 


South Hadley, Mass. 


Office of Douglas Orr 


Architect 
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Joseph Molitor Photo 


Weitner Aerophoto Service 


Lakeside, overlooking a small lake and waterfall, contrasts strongly with other Mt. Holyoke campus buildings 
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LAKESIDE DORMITORY, МТ. HOLYOKE COLLEGE 
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Number 
On Plan Say 
1 Exam R'm's 18 Bike R'm "35 Dishwashing 
2 Supplies 19 Coat R'm 36 Maids’ Dining 
3 Record Storage 20 Janitor 37 Pontry 
4 Waiting 21 Mail Boxes 38 Dining R'm 
5 Consult'n 22 Lobby 39 Library & Coffee R'm 
6 Lob. 23 Kitchenette 40 Vestibule 
7 Toilet 24 Jan. 41 Office 
8 Rest R'm 25 Bath 42 Lounge 
9 X-Ray 26 Men 43 Bedroom 
10 Trunk Storage 27 Maids' Sitting 44 Closet 
1! Maids’ R'm's 28 Entry 45 Single Room 
12 Tel. 29 Elev. 46 Double Room 
13 Linen 30 Laundry Del. Кт 47 Living Room 
14 Trash 31 Date R'm 48 Laundry & Kitchenette 
15 Trash Bailing 32 Garbage R'm 49 Storage 
16 Women 33 Food Storage 50 Typing & Smoking Room 
17 Laundry 34 Kitchen 51 Proctor 
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Upper floor plans show sanitary facilities 
pulled forward of dormitory block, which 
permitted using repetitive concrete framing 
thus 
cutting cost; it also keeps bathroom noise 


and slabs for four-story portions, 


out of bedrooms. One-story area is steel- 
framed. Suites at ends of dormitory floors 
are for guests. On first floor, Entry (28) 
handles all services: trunks to and from 
food 


kitchen, girls' 


elevator, to ond garbage from 
laundry and dry cleaning, 
baled trash and paper. At south end of 
first floor is a special health unit; building 
help's roomsare at north end. Wilcox, Erick- 


son and Pfisterer were structural engineers 


Bike entrance handles much traffic 


Lobby 
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Fireplace end of Lounge Joseph Molitor Photos 


Lounge, looking toward Lobby 
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LAKESIDE DORMITORY 


Joseph Molitor Photos 


Use of built-in wardrobes between dormitory rooms cut down 
amount of partitioning, saved on over-all length of structure and 
on plastering. Typical room and dormitory corridor are shown 
above: floors are asphalt tile, walls plaster, ceilings concrete, 
rubbed and painted. Below, left, is Dining Room, from which 
there is a pleasant view over the lake. Center, second-floor 
Smoking and Typing Room 
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MT. HOLYOKE COLLEGE 


In Library and Coffee Room groups gather on way to meals 


Walls of the building are select common brick backed up 
with cinder block; metal work is lead-coated copper; roof 
is built up; insulation is glass fiber. Lounge walls are 
finished in birch panelling and brick; other walls are 
painted plaster. Windows are steel. Floors are terrazzo in 
lobby and kitchen, rubber file in public area; kitchen walls 
are tiled. Service yard has radiant heat for snow melting 


Food comes to the kitchen from the college Commissary 
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DORMITORY CONTAINS 


TWO-ROOM APARTMENTS 
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LTHOUGH this is a dormitory for a preparatory school, so 
A well does its architecture reflect the school’s teaching 
methods that it has much to contribute to this study. In 
Kiski only one subject is taught at a time, with a review peri- 
od in spring. “Homework” is done during study hours. Under 
construction, this is the first of six dormitories; the campus 
will also have a new field house, chapel, dining hall. Each 
dorm has apartments for 64 boys, and for two married and 
two bachelor teachers. 


PREP SCHOOL BUILDING 


Kiskiminetas Springs School 


Saltsburg, Pa. 


Hunter, Caldwell & Campbell 


Architects 
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Model by Conrad; photos, Don Metz 
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Construction: light steel frame, radiant-heated concrete floors, exterior walls all glass 
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Design, to exploit fully the beautiful site, necessitated extensive study of spandrel wall construction 


POSTWAR DORMITORY GROUP 
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COLLEGE BUILDINGS 


Rogers Center Residence Halls 
Indiana University 


Bloomington, Indiana 


Edward D. James 


Architect 
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DINING HALL 


FIRST FLOOR 


Legend 


CD ponMirORY 
(2) DINING HALL 


(9) HEADMASTERS 
RESIDENCE 
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robe 


Typical hall (above): two-story wings, 
one-story lounge between. Doubled up, 
Center has housed 980 men students; 
central dining hall (facing page) has fed 
1700 per meal 


IKE other universities, Indiana had tremendous hous- 
L ing problems after World War П, and it was realized 
that these problems would change. Converted tempo- 
rary wartime structures and a trailer village answered 
some immediate demands, but permanent housing was 
also needed. Large, more conventional dormitories were 
started; yet these took time. А graduate center would 
be needed soon. Hence Rogers was built for use at double 
capacity during the postwar peak; it is now in process of 
conversion to graduate student housing. The first three 
units of Rogers Center were occupied seven months after 
design started. 
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ROGERS CENTER, INDIANA UNIVERSITY 
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The halls’ roofs and floors are precast concrete; walls 
are cement block painted warm buff with second stories 
cement brick, painted terra cotta. Interiors are exposed 
cement block painted in various colors; floors, asphalt 
tile and quarry tile; ceilings in general areas, acoustic 
tile. Lights are fluorescent; air for heating is warmed by 
steam from the University plant. Cost was low: includ- 
ing furnishings and at doubled capacity, $1500 per 
student. E. P. Bardwell represented the University as 
postwar planning coordinator; Frits Loonsten was land- 
scape architect: Ammerman, Davis & Stout were me- 
chanical engineers. 
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Above, facing page, two dormitories seen from dining hall 
terrace; exterior, typical residence hall. This page, interiors, 
residence lounge. Below, central dining room, on two levels 
with folding partition so lower level can become lounge. The 
small, basementless buildings have proved very comfortable 
and efficient as well as economical and quick to build 
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Cooperative Dormitory 
Vassar College 
Poughkeepsie, N. Y. 


Marcel Breuer 


Architect 


COLLEGE BUILDINGS 


ASSAR, of high reputation as a women’s college, has 
ү little place in its curriculum for the domestic arts. 
Its Cooperative Dormitory has been fulfilling that func- 
tion for some time; residents literally run their own 
household, ordering, cooking, cleaning, washing, etc. 
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The Co-op is extremely popular, but until recently it 
was housed in an old converted building, somewhat 
isolated, so that Co-op girls felt somewhat out of things. 
To integrate the Co-op more completely with the college, 
its new building is being started for occupancy next fall. 


ARCHITECTURAL RECORD 


SLIVING WINDOWS 


1 
ЕЕ 


TYPICAL DOUBLE ROOM 


Э 26° 10" CORRUGATED 
| AEE + ASBESTOS CEMENT 


ÉL 
LA 


BRICK 


REINE CONC. — EP TE SLATE FLAGGING 
Л donec! 0081501. 
BRICK =ч ar 


0123 4 SR 


- p" 


" 


HALL 


i= as 


SUNSHADE 


eS 


gh 
E 
rg 


d 
I5 
‹ 


11 DOUBLE ROOMS 
3 SINGLE ROOMS 


a 
d 


BRICK, PAINTED SLIDING GLASS WINDOW STUCCO SUNSHADE 


a 
Toler 
ЕЕЕ 
—À со 

а 


Taler 
TAF 


g, 


i 
zw т, 


- m 


145- 0" 
AS 10254: 


T) 
je 


| GROUND FLOOR 


5 0 5 1015 L3 


SECOND FLOOR 
48-0" 16-0" 
97-0" 


Construction, as the details indicate, is quite simple. The dormitory proper is elevated to 
preserve excellent views across the campus at ground level, and to reduce foundation costs. 
The decision to employ contemporary architecture was made by college autnorities and the 
donor; it was handed to the architect as a prerequisite. The preliminary drawings have 
excited much favorable comment among faculty and students, despite the fact that almost 
all the rest of the campus is solidly traditional 
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Dormitory: Boswell Hall 


Photo by Robert C. Frampton 
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Claremont Men's College is one of the As- 
sociated Colleges of Claremont, Calif.; it is 
young; enrollment is limited purposely. 
Its buildings are economical (reinforced 
concrefe painted warm tones! yet of high 
quality; they are reminiscent of the local 
architectural vocabulary, but not copies; 
above all they are unpretentious, devoid of 
mannerisms and clichés — all of which re- 
flects Claremont's aims: to retain a small 
college's advantages while making availa- 
ble, through the Association, a university's 
facilities. Pitzer Hall, shown here, is a 
classroom and administration building 


Robert C. Frampton Photos 
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Georgia Institute 
of Technology 
Atlanta, Ga. 


HARRISON HIGHTOWER 


Bush-Brown 
Gailey & Heffernan 


Architects 


TEXTILE ENGINEERING BUILDING 


COLLEGE BUILDINGS 


Joseph Molitor Photos 
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Georgia Tech's new textile en- 
gineering building, designed for 
400 occupants, provides facilities 
for instruction and research. It has 
three distinct units: an auditorium 
seating about 300 (foreground, 
above); a three-story classroom 
unit (classrooms, offices, labora- 
tories, toilets, exhibition gallery) 
which dominates the mass; behind 
this, a two-story mill area in 
which are carried on most of the 
textile operations in use in the 
industry today 
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Photos on these pages all show the dominance of the simple concrete and brick 
classroom building. Consulting engineers were: James J. Pollard (structural); 
Newcomb & Boyd (plumbing and electrical); C. T. Baker (heating, ventilating, 
air conditioning). General contractor was the Ray M. Lee Co. 
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Construction is reinforced concrete frame and floor 4NORTH | 
slabs, with 8 in. structural clay back-up tile and / 
brick walls; some spandrels are faced with glazed --—~ 


TEXTILE ENGINEERING BUILDING structural facing tile. Partitions are clay tile, with 
some wood and glass in mill area. The entire build- __. | 
GEORGIA INSTITUTE OF TECHNOLOGY ing rests on cast-in-place concrete piles, required by y 


poor soil. Windows are aluminum, projected type. 
The building is completely air conditioned and has 
fluorescent lighting throughout. 
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Mill area, seen at right from library window, has 
insulating glass block light strip in which are set 
ventilating sash; the area is air conditioned by in- 
dividual units, one in each room, to permit maintain- 
ing optimum humidity and temperature characteristics 
required by the different manufacturing operations. 
Lighting here is from continuous fluorescent troffers. 
Floors are cement in some rooms, hard maple on 
sleepers in others. Stairs are located between mill 
and classroom units because floor levels and story 
heights differ in the two portions of the building 


Joseph Molitor Photos 
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GEORGIA INSTITUTE OF TECHNOLOGY 


Seen from any point of view, the com- 
ponents of the textile engineering 
building are distinct: the windowless 
auditorium block, the glass-walled, 
sun-shaded classroom block, the mill 
looking like exactly what it is, an in- 
dustrial building. For actual construc- 
tion the cost was approximately $959, - 
600; including steam and electric 
supplies, fees, landscaping, seating, 
cost was $1,100,000. This did not in- 
clude textile machinery and equip- 
ment, office furnishings, etc. Cost per 
sq ft was $11.70 on the first basis, 
$13.55 on the second; per cu ft, 
$.74 or $.85 


Laboratory also requires air conditioning 
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A group of three related buildings—theater, concert hall and classroom unit—with 
connecting gallery and courts, comprises Arkansas’ new Arts Center. All are visible in 
the rendering at right above; construction photo, left above, shows status of classroom 
building, March, 1950. Throughout design, teaching requirements are emphasized 


Classroom Building plans 
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Fine Arts Center 


University of Arkansas, Fayetteville, Ark. 


Edward D. Stone; Haralson & Mott 


orrict 


Associated Architects 


Parlane 
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Although Arkansas badly needed an auditorium, there were not 
enough funds to built both it and an Arts Center, or to incor- 
porate into the Center a University auditorium and also provide 
all the space and equipment needed for complete facilities for 
teaching dramatics. It was decided to build the Center for 
teaching and wait for an auditorium 
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Library, between Concert Hall and Classroom Building, has been 
restudied; see next page. Court north of classrooms is for outdoor 
work. Final classroom building plans are on facing page 
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FINE ARTS CENTER 


UNIVERSITY OF ARKANSAS 


Since 1873, shortly after the Uni- 
versity opened, Arkansas has of- 
fered instruction in some of the fine 
arts. Starting with a Department of 
Music, courses in other arts have 
been added at intervals, the latest 
being a full architectural course. In 
the early 40's it was decided to set 
up a Division of Fine and Applied 
Arts, which will move to this Center 
when construction is completed 
The Center is intended not only to 
facilitate close coordination of the 
arts themselves but also to offer all 
students, whatever their field of 
study, a chance at the cultural 
growth which study of the arts af- 
fords. The existing Arkansas build- 
ings are of various architectural 


styles, none of them particularly 


compatible with that burning curios- 


ity which accompanies pursuit of a 


creative art. The new Center is 
designed to stimulate experimenta- 
tion. In the theater, seating and 
stage can be changed from con- 
ventional proscenium type to thea- 
ter-in-the-round; there are ample 
shops, dressing rooms, wing space 
The gallery (bottom rendering! 


connecting the buildings — for use 


as reception hall, art gallery, etc 
— has walls of glass through at 
which one can see on one side the 
Ozarks, on the other, a sculpture 


court for student or loan exhibits 
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Maryville's reputation in music is high; nearly two thirds of its students take one or more 


music courses. Practice rooms occupy entire wing (lower right in air view). Painting and 


sculpture departments (cross wing in center) can expand independently of rest of Center 
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Maryville's Fine Arts Center, now 
under construction, is planned so any 
element or department can be ex- 
panded without seriously modifying 
the others. Its music hall is isolated so 
daytime functions will not interfere 
with other activities; its outdoor, lawn- 
terraced amphitheater is to be used for 
musicals and other gatherings. The 
main part of the Maryville campus lies 
to the southeast; organ practice and 
music teaching rooms open away from 
it. It was desired to have music prac- 
tice rooms face northeast as well; to 
set them in a wing having this exposure 
would have blocked expansion and in- 
creased corridor lengths; hence the 
saw-tooth wall in the wing as built, 
with narrow vertical windows. Incor- 
porated in the building is Maryville's 
broadcasting station. Construction: red 
brick walls, exposed inside and out; 
concrete floor slabs (upper stories pre- 
cast), exposed except for the wood 
classroom flooring; operating sash and 
doors redwood; structural steel ex- 
posed and painted gray. All mechani- 
cal equipment, piping, conduit, cast- 
iron finned radiators, etc., are to be left 
exposed. This entails considerable 
care in mechanical installations, but 
the extra labor has not raised costs 
because all work is in the open. 

Maryville's other buildings аге 
Georgian in derivation, built from the 
1850's on; red brick is the only con- 
scious tie between these and the new 
Center. The courage to build in archi- 
tectural tune with the times, say the 
architects, ''. . . is the College's and 
the donor's" 
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FLEXIBLE CLASSROOM 
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"p School of Industrial Administration, William 
Larimer Mellon, Founder. was designed for Carnegie 
Institute of Technology with full understanding (to 


quote the architects) that 7. . . the physical form and 


character of space and equipment serving education 
influence the quality of the product" and that "educa- 


tion . . . must undergo constant development. Flexi- ELEVATOR 


TOILETS -JANITOR 
UPPER LOBBY 


bility should be the keynote of instructional space." 


On these considerations the design was based. 


LIBRARY, LOUNGE { 


Three sites were available: A, B and C on the plot 
DIRECTORS SUITE 


LECTURE HALL 


plan above. Buildings were roughed out for all three so 
an honest comparison could be made; that known as | 
"Site A, Scheme 1" (sketch plans at right) was adopted. TOILETS 


yartly because its topography was suitable, which 
ШЕ. snl FIRST FLOOR 


meant lower building costs. In relation to other build- 
ings, present and future, to student and public ap- LOBBY Оў ELEVATOR 
proach, orientation, etc., there were undeniable advan- TOILETS JANITOR 
tages. The plans show the building’s elements, which MECHANICAL EQUIPMENT 
fall into five groups: entrance. lobby; classrooms, li- 

brary, offices; Dean’s suite; lecture hall; vertical circu- 

lation and services. The classroom wing was laid out STORAGE 
in structural bays roughly 1944 by 23 ft, a module 
based on required furniture and door sizes; it is de- 
signed for movable partitioning. for changing spaces BASEMENT LOCKERS 


economically as educational needs change. 
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Rendering below shows final design, on which working drawings are well under 
way. Compare with photo of model, above, showing an earlier stage. Accepted 
scheme was developed for site A (see plot plan) after thorough investigation. 
Estimated cost: $1,200,000 


JUNE 1950 137 


CONSULTATION AMONG Fondren Library | 


The Rice Institute 


Houston, Texas 


INSTITUTIONS PRECEDES 


КЕ КОДУ Staub and Rather 
LIBRARY DESIGN 


Architecis 


СР) 
Q 
= 
— 
& 
=] 
ey 
> 
= 
ы 
© 
ES 
а 
od 
8 
Ыы 


HEN the Fondren Library was being 

planned, a dozen institutions all over the 
USA were likewise planning libraries. Rice 
joined with the others in collaborative research 
and planning discussions, sending representa- 
tives to a succession of meetings at which each 
institution’s plans were presented and openly 
criticised. Revisions and re-revisions were made 
and criticised in turn, and in addition the Fon- 
dren Library studies were subjected to search- 
ing analysis by John E. Burchard of Massachu- 
setts Institute of Technology, and his findings 
were thoroughly reviewed by Rice Institute. 


William Ward Watkin 
Consulting Architect 


Jane Kidder, Designer, Interiors 


Burt Moritz Photos 


Rice Institute’s buildings have remarkably uniform architectural 
handling; Mediterranean influence strongly affected library's 
design. Facing page: technological reading room; below, 
toward liberal arts room 
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Burt Moritz Photos 


Fondren Library at Rice Institute 
is both a liberal arts and a technical 
institution in which the need for 
cross-referencing, often from опе 
field to another, and integration of 
research with teaching, are well pro- 
vided for. Books and materials come’ 
into the basement, are processed 
there and in first-floor workrooms, 
and proceed to the stacks; here they 
are readily accessible to special 
rooms (scientific, technical, general 
arts, music, maps, microfilm, etc.) 
and to study alcoves (carrels). For 
flexibility, reading and stack spaces 
interpenetrate; space can be allotted 
as circumstances require. 


Facing page: top, main circulation desk; 
bottom, carrels. Above: music reading 
room 
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FONDREN LIBRARY, RICE INSTITUTE 


Photos: right, music and fine arts room; below, lecture 
lounge showing :rearrangement. Building is air condi- 
tioned; construction is concrete frame, brick and tile ex- 
terior walls, marble trim. Interior has extensive acoustic 
treatment; reading, circulation rooms have cork floors 


Burt Moritz Photos 
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| pk universities have been accumulating 
materials for research for years. However, it has 
become apparent that not enough copies of all data are 
available for all libraries; that costs of assembly are pro- 
hibitive; that much data are relatively little used. In 
October 1949 a group of (at present, 11) midwest col- 
leges and universities formed the Midwest Interlibrary 
Association, which established the Midwest Inter- 
library Center; Ralph T. Esterquest is the Center’s 
Director. To quote Mr. Esterquest, the Association be- 
lieves that “. . . now is the time to reexamine library 
policies . . . to take a bold stand against uncondi- 
tional acceptance of traditional practices." The Associa- 
tion seeks to prevent ". . . duplication, confusion and 
fragmentary service . . .' 
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The first structure for Midwest Interlibrary Center 


is to be built on land donated by the University of 


Chicago, on whose campus the infant organization is 
now housed. Among its projects are a complete collec- 
tion of publications of the 48 states, textbook collec- 


tions, foreign dissertations, house organs, college cata- 


ЇЗ stupy cusicLes 
14 LOUNGE 
8 STACK AREA 
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р, 


Pneu 


SERVICE 


logs, microfilm newspaper collection, and a joint-acqui- 


sitions proposal for purchasing expensive research items 
not The first stack unit 


Z 
2м 


of double-faced, pivoted stacks, with wide 


now in any member library. 


(above and below) is to house million volumes in 


triple rows 
(3 ft 4 in.) 


aisles to facilitate truck passage. 


FIRST STACK AREA 


FUTURE STACK AREAS 
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Above is the Center’s scheme for eventual expansion 
to accommodate nearly 10 million volumes or their 
equivalent. Important in the whole concept are provi- 
sion of sufficient convenient carrels (cubicles) for visit- 
ing scholars, and servicing by teletype and truck trans- 
port for incoming and outgoing books for member uni- 


S. COTTAGE GROVE AVE. 


'rsities. Although some researchers are concerned at 
having even infrequently -used materials some distance 
from the home campus, the Center's plans have been 
favorably received when it has been pointed out that 
otherwise data might not be available at all, and that 
items will usually be available on 24-hour service. 
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FIRST OF THE HILL-BURTON HOSPITALS 


George H. Lanier Memorial Hospital, Langdale, Ala. 


Y= this hospital was the first one approved under 
the Hill-Burton Act program, it is perhaps more 
interesting as an example of planning a hospital for a 
special need. It is a 90-bed general hospital, planned for 
considerable expansion, planned also for specific re- 
quirements of an area badly in need of health facilities 
as well as hospital beds. It is planned, further, to fit 
into the coordinated hospital program, and thus to 
logically supplement other hospital facilities, most of 
them yet to be built. It is characterized as a "district" 
or "intermediate" hospital in the coordinated scheme. 

The federal aid brought to fruition a voluntary cam- 
paign begun many years ago and interrupted by the 
war. The Chattahoochee Valley area, with 38,000 popu- 
lation, was virtually without hospital facilities, and 
George H. Lanier and other industrialists began the 
campaign; employees and citizens added their contribu- 
tions. This genesis led to one of the hospital's special 
features — health facilities for the periodic examina- 
tion of all industrial workers in the area (first floor 
plan, south wing). 

Under the circumstances, the basic design objective 
was flexibility for expanding needs. The plan as de- 
veloped may be expanded to about twice the bed ca- 
pacity without much disturbance to the operation of 
the first unit. The basic fundamentals are provided so 
that there will be ample space for general stores, central 
supply, surgery, kitchen, laundry, administrative offices, 
diagnostic facilities and boiler plant. 

The site selected, at Langdale, Ala., is 23 acres on a 
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beautiful bluff overlooking the alliterative Chattahoo- 
chee River. Aside from the consideration of rural peace 
and quiet, the site is roughly in the center of the area 
served. The hillside location has the advantage of pro- 
viding full window height for the river side of both 
basement and sub-basement. Still lower on the hill, the 
boiler plant does not block the view from patients’ 
rooms, and prevailing breezes take stack gases away 
from the hospital building. 

The river view was a factor also in the disposition of 
patients" rooms, which face east and west, in the large 
north and south wings of the cruciform plan. And this 
type of plan works well in achieving the desired flexi- 
bility. The major adjunct facilities are in the east wing, 
and will keep their central position even if other wings 
are expanded. In fact virtually any of these facilities 
could be expanded themselves, without changing other 
layouts. This is an extra precaution, as they are already 
sized for approximately double the present bed capacity. 

The building has reinforced concrete frame with a 
warm gray face brick and clay tile exterior wall. In- 
terior walls are tile, with “institutional” finishes chosen 
for easy maintenance, with ceramic tile walls where 
cleanliness is a factor, asphalt tile floors, plaster walls. 
Color schemes and decorations, on the other hand, 
are anything but “institutional.” Patients’ rooms use 
soft blues, greens, cream, and peach colors, with the 
wall at the head of the bed lighter than other walls, 
and ceilings the same as the darker walls, to prevent 
glare and eye strain for the patient in bed. 
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Traffic around the hospital is carefully 4 
segregated and controlled by the rather NORTH WING 

complicated scheme shown in the site plan i : ы 
and the aerial photograph below. Main 


patient and visitor traffic comes to the aum |! 
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high level, to outpatient entrance and Me 
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main entrance in the administrative wing, y VM pU A 
with a parking area for staff cars and a STAEE PARKING “forme P 4 
larger one for visitors. In the court at the PKG "d 
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trance and the ambulance (emergency) 
entrance, with special parking space for 
ambulances. At the still lower level there 
is another service entrance for laundry 


and boiler room 


Gobriel Benzur Photos 


JUNE 1950 147 


МИТЕ СЕ $ 


SS OO ——— ee — 


[ | 1 l 
E e als Ф| а 2 | "i дт jaje 108 
СЕ | - = 
(B IL | 4 | FUTURE з. ROOMS 
ШЕЕ ee -— 1a  3À——— 
NORTH WING шип 0 3o 4 o 


SERVICE 
ENTR 

EMERGENCY 
[— PHYS. THERAPY— I, — ан 


119 | 16 — —— 


Al 


3l wr pup uo 04] 0 | 118 i 104 
ДЕ „| 1 
x - 
_ T 123, 30| 1 = = CERD 
113 3l GEN. STOR 
: ше EAST WING 
1 One-Bed Room 39 Cystoscopy 64 Admitting Office 
Il | 2 Four-Bed Room 40 Dark Room 65 Business Office 
x 4 Two-Bed Room 41 Fracture 66 Retiring 
6 Bathroom 42 General Laboratory 67 Director of Nursing 
* 7 Lavatory 43 Washing & Sterilizing 68 Secretary 
x 8 Supplies 44 Loading 69 Administrators Office 
120 9 Utility 45 Radiography & Fluoroscopy 70 Coats 
11 Nurses’ Station 46 Bacteriology Serology 71 Staff Conference 
le 12 Serving Kitchen 47  Technician's Office 72 Clinic Lobby 
CENTRAL 13 Plaster 48 Men 73 Social Service 
STORES 14 Splints 49 Chief's Office 74 Examination 
15 Mobile X-ray 50 Office Film Viewing & Filing 75 Doctor 
17 Sterilizing 51 Electrocardiograph & Basal Me- 76 Surgical Dressing 
20 Clean-up tabolism 77 General Clinic — Sub-Waiting 
ы 24 Air Conditioning Equipment 52 Labor Room 78 Maternal Clinic — Sub-Waiting 
BASEMENT - SOUTH WING 26  Doctors' Lockers 53 White Delivery 79 Demonstration 
27 Nurses’ Lockers 54 Sterile Supplies 80 Chief Nurse 
30 Elevator 55 Nurses 81 Health Officer 
31 Storage 56 Labor or Patient's Room 82 Library 
LEGEND 32 lobby 57 Nursery 83 Medica! Records 
33 Therapy 58 Premature Nursery 84 Pharmacy 
34 Control 59 Suspect Nursery 85 Dental 
35 Examination & Rest Room 60 Formula Room 86 Ear, Nose & Throat 
36 Patients! Waiting 61 Bottle Washing 87 Laboratory 
37 Dressing Room 62 Examination & Work Room 88 Recovery 
38 Linen 63 Women 89 Sanitary Engineer 


Basement floor, most of which is above grade, makes a good 
location for emergency suite, physical therapy department and 
central supplies, with a huge space for general storage. In the 
north wing the entire basement level is above ground, and can 
be used for bedroom space, nursery and delivery suite for segre- 
gated patients. In the east wing the basement is high above 
ground, suitable for main kitchen and dining rooms. Patients 
are served from main kitchen by the tray system, trays being 
transported by "'trayveyors'' 


First floor (opposite page) separates nicely in the cruciform 
scheme into the overgrown health clinic and outpatient depart- 
ment in the south wing, administrative area in west wing, X-ray 
and laboratories in the east wing. The more isolated north 
section becomes maternity nursing unit, with delivery rooms at 
far end. Most bedrooms face the river, nurseries across corridor 
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EAST WING 
SECOND FLOOR - SOUTH WING 
LEGEND 
1 One-Bed Room 12 Serving Kitchen 23  Non-Sterile Supplies 
2  Four-Bed Room 13 Plaster 24 Air Conditioning Equipment 
3 Private Room 14 Splints 25 Central Supply Sterilizing 
4 Two-Bed Room 15 Mobile X-ray 26  Doctors' Lockers 
5 Isolation Room 16 Operating 27  Nurses' Lockers 
6 Bathroom 17 Sterilizing 28 Visitors’ Waiting 
7 Lavatory 18 Future Scrub-Up, Sterilizing 29 Central Supply Issue 
B Supplies 19 Minor Operating 30 Elevator 
9 Utility 20 Clean-Up 31 Storage 
10 Sub-Utility 21 Anesthesia Storage 32 Lobby 
11 Nurses’ Station 22 Stretchers 90 Janitor 


Gobrie Benzur Photos 


Second floor has two nursing units, for 
surgical. and medical patients, with the 
surgical department in the east wing, 
leading off from the center of the build- 
ing. Should additional stories be added, 
this floor would remain the surgical sec- 
tion, a third floor would take medical ро- 
tients, and there might even be a fourth 
floor, for pediatrics, which is about as 
far as future planning can be carried 
in medicine 
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Major operating room, second floor, east wing 


Opposite page, delivery room first floor, north wing 


Nursery, first floor Cystoscopy room, first floor Typical patient's bedroom 
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APARTMENT INNOVATIONS 


50 Joice Street Apartments 


John E. Kramer, Owner and Contractor 


John G. Kelley, Architect 


ABP ERAT ROH) PETERS 


FOR SAN FRANCISCO 


Roger Sturtevant Photos 
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NARROW San Francisco street tests the inge- 
A nuity of an architect fairly severely, but by 
the same token it becomes a good place to demon- 
strate that quality. The photograph on the oppo- 
site page has a before and after suggestion, with 
the clean, uncluttered simplicity of modern de- 
sign together with the efforts of an earlier era. 
Plan and section below illustrate the ingenuity 
with which fire escapes were kept inside. 

The confines of the site coupled with the finan- 
cial requirements of the project resulted in several 
innovations. Separation of the building into two 
units, each 20 by 60 ft, simplified the construc- 
tion and provided an interior court for vertical 
circulation and light. Staggering the floor levels 
of the two units allowed the stairs to span from 
one to the other in an economical arrangement. 
The narrow shape of the units puts the long side 
of the living room and the bedroom on the open 
side, with kitchens and baths grouped (for eco- 
nomical plumbing) on the court side. Fire escapes 
are kept off the front of the building, and serve 
also for the service entrances. 

There is perhaps some incongruity between the 
message of the photographs and that of the floor 
plans. The apartments are quite small, due partly 
to the owner’s desire to get in the maximum allow- 
able number of rental units, and partly to the 
location of the property. Joice Street is close to 
downtown San Francisco, and has a sort of gentle 
Bohemian character which makes it a logical place 
for the junior executive or the career girl. No- 
body imagines the building appealing to families 
with children, or even with any accumulation of 
bulky possessions. In other words the logical ten- 
ants find in this building a combination of visual 
appeal and compact convenience which should 
make this project pay out rather nicely. 


APT. II- А 
d E 
HE APT. «| 


E ENTRANCE 


155 


The 50 Joice Street Apartments are of wood frame соп- 
struction, with stained redwood exterior. Interior walls 
are of integral color plaster. Windows, both fixed and 
casement, are of wood. Walls between apartments are 
double, with acoustic insulation between 


Photos this page Roger Sturtevant; opposite, Ezra Stoller: Pictor 
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WINDSWEPT APARTMENTS, MIAMI 


Robert Law Weed and Associates 


Architects — Engineers 
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Windswept Apartments, Miami (cont.) 


GARBAGE 
AREA 


FIRST FLOOR 
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H= is another of the many current apartment 
buildings which gave the architects some 
problems in making something attractive in small 
room sizes. If you consider these rooms quite 
small — and the architects do — they are still 
"somewhat larger than permitted under the then 
existing FHA criteria." Nevertheless this building 
has strong appeal for its intended tenants, young 
business people who want a near-downtown loca- 
tion rather than extensive housekeeping. More- 
over, the apartments were furnished by the owner 
(George Farkas designed the interiors), so it was 
possible to control the scale of the rooms. 

Perhaps the nicest feature — and the one which 
gives the buildings their character — is the provi- 
sion for cross ventilation. The large awning-type 
windows make the rooms truly “windswept” and 
the projected overhangs above protect the win- 
dows not only from sun but also from the sudden 
downpours which the Miami chamber of com- 
merce doesn't deny. Thus people who are away 
all day may leave windows open without too much 
concern for the rain. 

Good storage space is another feature worthy of 
note. This may be, as the architects suggest, an 
especial need in Florida, but even in the cold 
north tenants seem to appreciate huge closets for 
extra things, and full-wall cabinets to bedrooms. 

Buildings are of reinforced concrete column and 
beam construction. First floor is a slab on fill, 
second floor a light slab on precast concrete joists. 
Exterior walls are of concrete block with painted 
concrete surfacing. Interior walls are of sand 
finish plaster. Windows are wood. with inside 
screens and Venetian blinds. 


Ezra Stoller: Pictor 


JUNE 1950 


159 


ineering 


=>) 
E 
pos) 
= 
= 
ES 
[d 
ы 
e 
n= 
= 
ij 
Мы 
< 


MODULAR COORDINATION 


... It means economy now 


T's been estimated that over 30,000 
I individual parts, materials and pieces 
of equipment must be assembled in 
building the average house. In order to 
put together the components of houses, 
as well as all buildings, more efficiently, 
the building industry is turning more 
and more to principles and methods used 
by production-line manufacturers: fac- 
tory-built units, sub-assemblies and, 
probably most important, dimensional 
standardization (modular coordination). 

Modular coordination has a thorough 
background of study, research and de- 
velopment. Its backbone has been the 
standardization project sponsored 
jointly by A.I.A. and The Producers’ 
Council, Inc., and under the auspices of 
the American Standards Association. 

As a result of this project, the prin- 
ciples are well established, and an in- 
creasing number of manufacturers are 
standardizing on a modular basis. 

The Housing and Home Finance 
Agency has undertaken a program 
directed toward getting a wider under- 
standing of what modular coordination 
means and promoting its application by 
architects and builders. 


Their first educational effort was a 
booklet directed to both the layman 
and the building industry. Now in 
preparation are "how to do it" man- 
uals, one for the architect and one for 
the builder. 

As further evidence of progress, the 
A.LA. and The Producers’ Council an- 
nounced the appointment of William 
Demarest Jr., architect, as Secretary 
for Modular Coordination in the Dept. 
of Education and Research of A.I.A. 

Mr. Demarest will act as secretary 
of the American Standards project; will 
keep in touch with government activi- 
ties in this field; and will contact archi- 
tectural and industrial groups as part 
of a technical education program. 

Modular coordination simply means 
relating the dimensions of building 
materials and equipment to each other 
and to plans so that they fit with a 
minimum of cutting and fitting. 

Modular coordination translated into 
economics means savings through re- 
duction in field cutting and waste, 
greater use of standard products and 
simplification in laying out and detail- 
ing buildings. 


In modular coordination, the building industry is applying 


one of the principles common to other industries— dimensional 
standardization. Automobile wheel parts designed on this 
principle, but made by different manufacturers, fit exactly. 
Modular products made by building material manufacturers 
fit in the same way. With non-modular design and materials, 


parts often must be fitted on the site 
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The first step in coordinating build- 
ing components is the standardization 
of product dimensions. It's vitally im- 
portant that the dimensions of com- 
panion as well as competing building 
materials follow the same standard. For 
instance, if masonry units came in one 
set of standard sizes and window frames 
in another, the masonry would still 
have to be cut to fit. 

Brick, wood and steel window frames, 
wood doors, glass block, structural tile, 
concrete block and flue linings are now 
available based on a 4-in. standard or 
module. 

This standard was chosen as most 
logical by .committees widely repre- 
senting the building industry because: 
(1) it is small enough for ample freedom 
in architectural design and for flexibil- 
ity; (2) it is large enough for manufac- 
turers to reduce the number of stock 
sizes and still satisfy demand; (3) it 
coincides with the dimensions of many 
building materials already standardized. 

Modular coordination encompasses 
three interrelated activities: (1) pro- 
duction of all types of building parts on 
the uniform system of dimensioning; 
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(2) use of coordinated assembly details 
which fit the uniform sizes parts into 
into the building; and (3) preparation 
of building plans and working drawings 
in accordance with the same uniform 
system of dimensioning and coordinated 
assembly details. 

The key to proper use of modular 
coordination is the assembly detail. 
And it's here that some confusion exists 
about the sizes of modular parts. The 
size of a modular product need not be 
in even multiples of four inches. In 
fact, a dimension might end up with a 
fraction of an inch. 

First of all, parts are coordinated 
into a detail so that there is no need 
for field cutting and fitting, for instance, 
a window frame into a masonry wall. 
Then this window frame, although its 
dimensions might be in fractions, should 
have alternate sizes in multiples of four 
inches. Thus the same detail, except for 
dimensioning on plans, works for all 
sizes if the masonry is also modular. 

The modular system lends itself to 
interchangeability in design. Specifica- 
tions or materials can be changed with- 
out requiring the layout to be changed. 


Modular coordination works just as well for either small or large 
buildings. On the left is one of the Industry Engineered Houses, 
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At most, a different assembly detail 
may be substituted. 

Although actual dimensions may be 
fractional, the architect can eliminate 
these on his plans by using nominal 
dimensions. This will be taken up in a 
future article. 

Modular coordination works equally 
well with small and large buildings. 

An example of utilizing the modular 
principle and other engineering methods 
in the design and erection of small houses 
is the Industry Engineered House pro- 
gram. Comparative time studies on 
some of these houses at the University 
of Illinois, based on the premise of small 
builder operation, showed that man- 
hour savings can be 25 per cent or 
more. 

Modular coordination has been highly 
successful in large building develop- 
ments such as the Bellevue Hospital 
Nurses’ Home in New York, .the ad- 
ministration building of the University 
of California, L. A., Army base theaters 
and the 15-acre Postal Concentration 
Center, Long Island City, N. Y. 

Plans for the postal center building, 
designed by Alfred Hopkins Associates, 


were completed in 29 working days and 
the entire construction in 72 working 
days. 

Modular coordination has advantages 
for each part of the construction in- 
dustry: 

Advantages to the Architect. Simplifies 
making building layout; fractions and 
odd sizes can practically be eliminated. 
Makes possible a change in specifica- 
tions or substitution of alternate ma- 
terials without necessitating a redrawn 
layout. Eliminates the designing and 
repetitive redrawing of assembly de- 
tails. Standardization of materials sim- 
plifies specifications. Freedom of design 
is still maintained. 

Advantages to the Builder. Coordinated 
assembly details can be clearer, more 
accurate. Field erection cost is cut by 
the reduction of cutting and fitting. 

Advantages lo the Manufacturer. Stand- 
ardizing dimensions eliminates many 
odd sizes, lowering inventories and 
simplifying manufacturing processes. 

Advantages to the Materials Dealers. 
Smaller inventories, speedier service. 

All these add up to better buildings at 
a lower cost for the owner. 


were reported through use of modular design and other engi- 
neering principles. At right is the Postal Concentration Center at 
Long Island City, designed in 29 days and erected in 72 days 
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RAILROAD LOADING 
м RECEIVING К 
FOOD PROCESSING 
' STORAGE 
! Bakery makes daily i | PO INCO MING 
2,000 | f bread i 
1,000 dozen rolls TRUCK SPACE 


8,000 servings of pastry 3 TRUCHS 


Meat refrigerators hold 
15,000 lb pork 
40,000 beef 
15,000 smoked meat 
15,000 poultry 
2,000 fish 
12,000 cut meat 


Ice cream unit makes yearly 
80,000 gallons 


D 
= 
Ыыы 
(= J 
= | 
= 
эф 
ы 
99 
= 
um 
w 
ё 
«ї 


[ДХ] 


й 


OFFICE SPACE 
See Enlarged Plan 
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FIRST FLOOR ТОО АГЫЛА 


FOOD CENTER SERVES COLLEGE KITCHENS 


Food Service Building, University of Michigan, Ann Arbor 


ONCENTRATED in the Food Service 

Building at the University of Michi- 

gan are sufficient food storage facilities, 

a bakery and butcher shop to provide 
30,000 meals daily. 

Approximately $1,500,000 worth of 
food will be distributed annually to the 
kitchens of the residence halls, 1000-bed 
University Hospital, social activity 
buildings, health service, University 
elementary and high schools. 

Operation of this food center will 
effect savings in three main ways: 

(1) adequate storage facilities permit 
buying in large lots directly from the 
manufacturer or the produce market; 

(2) consolidation of activities of food 
preparation personnel economizes on 
manpower — the centralized meat plant 
eliminates the necessity for meat cutters 
at each of the kitchens; 

(3) baked goods and ice cream made 
here replace outside buying of finished 
products at higher prices. 


First Floor 


This particular floor houses much of 
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STORAGE AND DISPENSING 


Refrigerators hold 
6,000 Ib cheese 
40,000 cereals 
8,000 potatoes 
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[| MM Sig REF D лм Ё AREA 2 " А не еа to University kitchens, 
pes Tabl “Shelves VE üFF EDY ME 10,000 people — 30,000 meals 
OUTGOING l i | а 
TRUCKS. qu REF E 
52 5] 
LOADING. DOCK = 
Ш. ЖЩ fro Рт _ 
REPS: ary: EGG É POTATO ANo| VEG. REFS 
OUTGOING соте онеш |" STORAGE 
TRUCK SPACE н] „ш 
4 delivery trucks E ШЕ E 


BASEMENT 


Louis C. Kingscott & Associates, Árchitects 
Lynn W. Fry, Supervising Architect, University of Michigan 


J. E. Stephens Associates, Consulting Engineers 


the activity of the building, as it con- 
tains the administrative offices, the 
receiving department, bakery, meat de- 
partment and ice cream room. (See plans 
facing page.) 

Receiving Department. With the one 
exception of fresh fruits and vegetables, 
which are unloaded at the shipping dock 
for convenience in storing them nearby, 
all incoming merchandise is delivered 
to the receiving dock. Merchandise is 
carefully checked in and weighed, when 
necessary. There is a platform scale for 
miscellaneous use as well as an overhead 
scale for weighing meat. The enclosed 
loading area is large enough to accom- 
modate three tractor-trailers simultane- 
ously. An electrically-operated overhead 
door can be closed during inclement 
weather and periods when the building 
is not in operation. 

From a freight car siding, merchandise 
is unloaded directly into the building 
with a portable conveyor. A belt con- 


Food stored and processed here is distributed to all kitchens of the Univer- 


sity. Merchandise arrives by truck and rail at a receiving dock on the first 


veyor leading from both the trucking floor. (Truck entrance can be seen at right; railroad siding is adjacent.) 
entrance and freight car dock brings in Conveyors take the food from the dock to its storage place on one of the 
merchandise so that it can be distributed three floors. Orders leave from the shipping dock located in the basement 
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Second (top) floor is devoted to storage. Flour travels 
from refrigerator through chutes to bakery machinery below 


to all three floors. The movement of this 
conveyor is reversible. 

Overhead tracks also lead into the 
building from the receiving dock and 
freight car entrance. Meat is placed on 
hooks at the time of unloading, and 
moved on these tracks directly into re- 
frigerators near the receiving area. 

As merchandise is unloaded, it is 
stacked, when feasible, directly on pal- 
lets which can be picked up, transported, 
and set down with small hydraulic 
trucks in any location in the building. 
Three of these hydraulic trucks save 
considerable rehandling of such items as 
cases of canned goods, sugar, potatoes 
and flour. Two heavy duty freight ele- 
vators, one at each end of the building, 
facilitate the movement of merchandise 
between the three floors. 

Administrative Offices. These offices 
are occupied by the general manager and 
his secretary, the business manager, 
the representative of the University 
Purchasing Department, the general 
office staff, and the chief dietitian of the 
residence halls and her assistant. 

Adjacent to the administrative offices 
is a completely-equipped experimental 
kitchen where new recipes are tried, and 
food samples are tested. 

Tube and Intercommunication Systems. 
The building is equipped with a pneu- 
matic tube system with a central station 
in the main office. There is also an 
intercommunication system that in- 
cludes twelve different stations. 

Bakery. This unit has an area of 
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STORAGE 


Refrigerators hold 
3 carloads flour 
30 tons sugar 
75,000 Ib meat 
40,000 dried fruit 
75,000 frozen food 


about 9000 sq ft and contains two re- 
frigerated store rooms for supplies and 
for retaining dough temporarily. It is 
equipped with the latest equipment and 
is designed on a production line basis so 
that the dough is prepared and mixed at 
one end, and the products come out of 
the ovens at the opposite end. 

Meat Department. Directly across the 
corridor from the bakery is the meat 
department. It covers an area of about 
4000 sq ft and includes a well-equipped 
modern butcher shop surrounded on 
three sides by six refrigerators, occupy- 
ing more than half the area. 

Ice Cream Room. A small area at the 
end of the corridor between the meat 
department and bakery provides space 
for the ice cream room. This unit of 
about 600 sq ft includes a storage space 
for ice cream of various flavors, the main 
room in which the freezer is located, and 
two refrigerated rooms. One of these 
stores ice cream mix, and the other is a 
hardening room which is maintained at 
a temperature of —8 to -10 F. 


Basement Floor 

This floor has storage facilitates for 
both staples and fresh fruits and vege- 
tables. It also contains two compressor 
rooms, the mechanical equipment room 
and the shipping department. There 
are, in all, 12 refrigerated rooms on this 
floor, occupying nearly one-third of its 
entire space. А large basement room of 
approximately 2500 sq ft is devoted en- 
tirely to the storage of canned goods. 


After being unloaded at receiving areas, meat is placed 


on hooks and moved on tracks directly into refrigerators 


Several of the refrigerators are used for 
butter, cheese, oleomargarine and other 
more perishable foods. 

The shipping department contains 
space for preparation of orders, an area 
for completed orders awaiting delivery, 
and a shipping dock which will accom- 
modate four trucks at a time. The entire 
area is enclosed, and two electrically 
operated doors can be closed during 
inclement weather and non-operating 
periods. This enclosure serves аз а 
garage for the four delivery trucks. 

After an order is prepared and 
checked, the merchandise is placed in a 
suitable container, on a small platform 
truck, or on a pallet, next to the shipping 
dock where it is picked up by one of the 
delivery trucks. 

The platform trucks can be wheeled 
directly into the delivery truck and 
taken to the ordering unit. After the 
platform truck has been emptied it is 
returned to Food Service by a later 
delivery truck. 

Merchandise placed on pallets is car- 
ried by a hydraulic truck into the de- 
livery truck. The same hydraulic truck 
is used to set the loaded pallet on the 
receiving dock of the unit which ordered 
the merchandise. 


Top Floor 

The top, or second, floor is entirely 
storage. The largest area, about 4500 sq 
ft, provides space for many of the canned 
fruits and vegetables. Immediately 
adjacent are three smaller rooms. for 
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The butcher shop, located in the center of six refrigera- 
tors which open into it, processes meat ready for cooking 


sugar. There is also a large refrigerator 
for frozen foods covering an area of 
1125 sq ft. 

Another refrigerator of equal size, 
presently being used for canned goods, 
is designed for the storage of meat 
suspended from overhead tracks. Two 
other areas being used for canned goods 
and cereals, each equal in size to the 
frozen foods refrigerator, eventually 
will be converted to refrigerators. 

The flour room is also on the top floor. 
It covers an area of 1320 sq ft and is 
refrigerated so that an even temperature 
may be maintained at all times. It also 
contains flour handling equipment into 
which as many as one hundred sixty 
sacks of flour may be dumped at one 
time for sifting, blending, and aerating. 
As the flour is required, it is released 
through chutes to the bakery on the 
floor directly below. Large scales at the 
base of these chutes make it possible to 
weigh the flour to suit the recipes. 


Construction 


The building is of reinforced concrete 
construction with brick апа stone 
exterior. Interior partitions are glazed 
building tile. In all the food storage 
areas, the floors are quarry tile laid in 
acidproof cement. The floor covering in 
the office section of the building is 
asphalt tile. 

Heating is from the University’s cen- 
tral heating plant. Small areas of the 
building are heated by convector radia- 
tors and large areas by unit heaters. 
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Large rooms in the basement and second floor, totaling 
7000 sq ft, were designed for storage of canned goods 


Flour is weighed in hoppers before being emptied into mix- 
ing bowls. Water passes through meter and into same tank 


Sketch by Sol Ehrlich from Physics Today 
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Article 2: Noise Control in Buildings 


By Richard H. Bolt and Robert B. Newman 


Effects of noise on people 

Noise control is meaningful only in its 
relation to people. Sound, together with 
heat and light, is one of the basic physi- 
cal phenomena that determines the en- 
vironment in which we live. 

As we study the influences of these 
environmental factors, we are reminded 
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many times that a human being has re- 
markable properties of adaptation. He 
can, if he wants to, explore the arctic at 50 
degrees below zero, or change a tire in 
the desert at 130 degrees in the sun. He 
can glean knowledge from a book by 
candlelight, or follow a pitcher’s curve 
ball illuminated with a million candle 


power. He can detect the rustling of 
blades of grass at а few decibels (db) of 
sound intensity level, or summon maxi- 
mum concentration amidst a battlefield 
roar of 120 db — a million-million times 
as intense. 

The question, then, is not how much 
noise, or other stimulation, can we sland, 
but rather how much should we be ex- 
pected to tolerate or find normally ac- 
ceptable under a particular circum- 
stance. Given adequate motivation, we 
can tolerate almost anything, within 
very wide limits. But beyond some 
reasonable limit we must exert excessive 
compensatory effort which will take its 
toll. It is not possible yet to make a 
precise statement of tolerance limits and 
effects of excessive noise; but extensive 
efforts of medical scientists, psycholo- 
gists and physiologists have laid a solid 
groundwork of essential principles. 

Briefly, the effects of noise on people 
can be divided into three general classes: 
(a) physiological effects, (b) damage, 
and (c) psychological effects. Even these 
three are not completely independent of 
each other. 

In the range above 70 or 80 db the 
body responds to noise by a number of 
measurable physiological influences on 
pulse rate, breathing, stomach contrac- 
tions and other processes. These effects 
in turn may give rise to fatigue, digestive 
difficulties or other evidences of an un- 
healthy environment. 

As we increase the noise levels above 
about 130 db, damage to our hearing 
mechanism occurs. At first this damage 
may be only temporary, but prolonged 
high levels bring on permanent deafness. 

Psychological influences may occur at 
any level of sound. Annoyance and dis- 
comfort can arise from excessive stimu- 
lation of the nervous system by loud or 
startling noises: a siren breaking the 
still of night, a banging door or the 
intermittent blow of a steam pile driver. 
Noises that take us by surprise or that 
are out of the ordinary are usually dis- 
turbing. We expect heavy truck noises 
in a business district, but not on a quiet 
residential street. Music may be pleas- 
ant in the cafeteria, but it will be unwel- 
come in the executive’s office during a 
conference. 

One of the commonest psychological 
influences of noise is the intrusion of 
privacy that is associated with hearing 
sounds from other people. This can work 
in reverse also: if we are living in fear 
that our normal sounds are being heard 
by others and perhaps bothering them, 
we are inhibited against living in a nor- 
mal way. Even faint sounds coming 
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through the wall from a_neighbor’s 
apartment may be embarrassing or an- 
noying. As long as the sounds can be 
heard in such a way that they convey 
undesired information, they constitute a 
potential annoyance. 

In the case of speech it may be neces- 
sary only to reduce the loudness to that 
point at which we can no longer under- 
stand what is being said. Then, at least, 
we do not overhear information not in- 
tended for us. In other cases, such as 
plumbing noise, screams from children, 
or even walking noises, it may be neces- 
sary to reduce the noise almost to in- 
audibility before it ceases to inform us 
of its origin or associations. 

Another annoying situation is the in- 
ability to carry on normal conversation 
because of excessive interfering noise. 
Often we can regain some degree of com- 
munication by speaking very close to the 
ear and by raising our voice or shouting. 
But after a time this effort wears us 
down. 

Thus we see that noises are poten- 
tially annoying if they convey undesired 
information, if they interfere with nor- 
mal conversation or if they are unex- 
pected or startling. Usually the likeli- 
hood of annoyance increases as the 
sound level (or loudness, which is related 
but is not the same quantity) is in- 
creased. 

In addition to the magnitude of the 
sound, its frequency characteristics (re- 
lated to tone quality) and its dynamic 
manner of varying with time may influ- 
ence the degree of disturbance. Ob- 
viously, then, we must consider some of 
these characteristics of noises encoun- 
tered in buildings before we can design 
rationally for noise control. 


Characteristics of noise sources 


A noise may be described in many 
ways. We can, for example, compare it 
with some other noise. “That ventilat- 
ing system sounds like Niagara Falls" 
(actual quotation!) would convey a 
vivid, though perbaps not completely 
accurate, picture of the noise condition. 
Sounds may be described as high pitched 
or low pitched, as jarring or soothing; 
but such descriptions give only a quali- 
tative and disputable evaluation. In 
order to describe a noise precisely we 
must use numbers and rigorously defined 
physical quantities. 

The most useful single quantity is the 
(total) sound level, in decibels, as read 
on a sound level meter in accordance 
with standardized procedures. This 
number gives a measure of the total 
sound intensity over the whole range of 
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frequencies of importance to the ear. 
Before discussing further refinements 
that are sometimes needed, let us look at 
some commonly encountered values of 
sound levels. A 

Fig. 1 shows the average sound level 
from several typical sources of noise 
under a variety of conditions. Each item 
spans a range of decibel values as indi- 
cated by the elongated arrows. Unlike a 
man’s body temperature which is almost 
always just 98.6 F, the sound he gener- 
ates in talking, singing or shouting 
varies over wide limits. Noise from 
traffic depends on the speed and type 
of vehicle and on the surface of the road; 
noise from machinery varies with power, 
speed, type of mechanism, mounting, 
and even the state of repair. 

In fact, most noise sources we en- 
counter must be viewed statistically — 
we must deal with average sound levels 
covering a range which represents the 
usual variation among individual sources 
of a given class. Furthermore, the sound 
level at any particular point in space 
depends strongly on the distance from 
the source, and on the properties of the 
room if the source is inside. 

The variants are included in an ap- 
proximate fashion in Fig. 1. Some noises 
commonly experienced in enclosures are 
bracketed in the upper group. The given 
range of sound level would be experi- 
enced, on the average, throughout the 
enclosure except very near a specific 
noise source. Each listing implies a 
“usual” situation. This would exclude, 
for example, inside the automobile when 


not in motion, or in a normally quiet res- 
idence when the vacuum cleaner is used. 

The middle group in Fig. 1 gives noise 
levels at a distance of 3 ft from some 
sources that are more or less localized. 
In general, the sound level would dimin- 
ish about 6 db each time the distance is 
doubled if the source is out of doors or 
in a very large space. The lower group 
describes some common exterior noises. 
Notice the very wide spread from a 
quiet residential street (where pas- 
senger cars pass occasionally) to a noisy 
street (which is busy with heavy com- 
mercial vehicles). The latter situation is 
noisier both because the individual 
sources are noisier and because there is 
a greater density of them. 

The average traffic condition at a site 
has considerable influence on the re- 
quirements for exterior noise isolation in 
a building. A theater on a busy commer- 
cial street may need 20 or 30 db more 
noise insulation than one in a park. 

Another designating characteristic of 
a noise is its frequency spectrum. Noises 
usually contain many frequency com- 
ponents, or a continuous spread of sound 
energy over a wide range of frequency. 

Average spectra of room noises are 
quite similar in most cases, for the 
sources are usually people walking, talk- 
ing and working. The three lower curves 
in Fig. 2 are typical of most rooms. The 
general shape of these curves is also 
similar to that for many outdoor back- 
ground noise conditions. 

It is because of this general similarity 
that we can simplify many acoustic 


Fig. 1. Average sound levels for typical noises. These.values give a measure of the 


sound intensity over the frequency range important to the ear. Noises from these sources 


naturally can't be pinned down to specific values; so the tapered lines indicate the range 


over which they may vary. Sound level, however, is not the only criterion for noise control 
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The above values are overall 
sound levels. They are "flat" 
meter readings, which means total 
sound level values. 


Fig. 2. The frequency characteristic (pitch) of a noise may be just as important as, and 


sometimes more than, the intensity. The tabulating room curve shows quite a bit of noise 


around 1000 cps and above, which is usually more annoying than lower frequencies 


NORMAL REQUIREMENTS FOR NOISE REDUCTION 


Situation 


Range of 
average NR (db) 


Dwellings (apartments, hotels, row houses, single dwellings, etc.) 


Through party walls between living room of one dwelling and living 


room or bedroom of adjacent dwelling 


45-55 


Through party walls and floors between all other combinations of spaces 40-50 


Between rooms within dwelling if privacy is expected between these 


rooms 30-45 

Offices 

To protect private office or conference room from: 
a. rooms of same type 35-45 
b. general clerical offices 30-40 
c. business machines, accounting offices 35—50 
d. noisy factory spaces, depending on types of machinery 40—60 
е. outdoors, depending widely on nature of traffic 25-55 


Noise reduction requirements to protect general clerical offices from spaces (b), 
(c), (d), and (e) can be 5 to 10 db lower than those values listed above. 


Schools and Churches 


Between class rooms, study halls or offices and rooms of the same type 35-45 


Between music teaching studios or music practice rooms 


Between auditorium or music room and: 
a. class room, study hall or office 
b. corridors 
c. shop, gymnasium, cafeteria 
d. toilets, mechanical equipment rooms 
e. band room (bass drum!) 


50—65 


45—55 
35—15 
45—60 
45-55 
50-65 


Noise reduction requirements to protect class rooms from spaces (a) through 


(e) can be 10 db lower than values listed above 


Factories 


Requirements similar to those listed above for offices. In most cases, however, 
criteria must be determined on the basis of an acoustic survey of typical ma- 


chines and operations involved. 
Broadcasting and Recording Studios 


Through walls, windows, and ventilating ducts between studios; also 
between studios and control rooms, general circulation spaces 55-65 
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specifications to a single number: the 
overall sound level of an interfering 
noise, the average criterion for accept- 
able background, or the average trans- 
mission loss of a wall. 

There are important exceptions, how- 
ever. The tabulating room curve in 
Fig. 2, for example, shows an “unusual” 
amount of noise around 1000 cps and 
above. This upper frequency range is 
usually more annoying; or perhaps the 
annoyance arises from the unusual shape 
of the curve. The spectrum does not 
taper off. 

In other cases, the low frequency may 
be accentuated, as in the heavy rumble 
of an unmuffled truck. Again, the noise 
may obtrude because it has a sharp spike 
in its spectrum, a whistle or whine at a 
particular frequency. 

Whenever an unusual noise situation 
is anticipated, the architect should ob- 
tain special information or advice. Many 
such cases are discussed in the literature 
(see bibliography in Article 1, April, 
1950). But sometimes it is necessary to 
measure the noise directly in order to 
obtain sufficient information for noise 
control engineering. In the remainder of 
this article we shall deal mainly with the 
average noise conditions that can be 
treated adequately in terms of single 
numbers. 


Criteria for noise control 


The preceding sections on subjective 
effects and physical characteristics of 
noise describe, in a general way, the 
underlying information we need to es- 
tablish criteria for noise control. 

One way to specify criteria is in terms 
of recommended average background 
levels in rooms to meet particular func- 
tional requirements. A table of such 
criteria was given in the previous article. 

The level in a legitimate theater, for 
example, should not exceed 30-35 db if 
the actors' voices are to be received in- 
telligibly throughout the audience with- 
out undue masking by extraneous noise. 
In a public office, a range of 45-55 db is 
satisfactory to all normal conversation 
and business activity without excessive 
noise annoyance. It is more difficult to 
give such criteria for dwellings, where 
some of the noises intrude on privacy if 
they are heard at all. 

Another type of criterion, more di- 
rectly applicable to all kinds of architec- 
tural problems, is the required noise 
reduction (NR), in decibels, between two 
spaces. The NR is simply the difference 
between the (average overall unless 
otherwise specified) sound levels in the 
two spaces. In most cases the NR be- 


ARCHITECTURAL RECORD 


DECIBELS 


tween adjacent spaces is about equal 
(within 5 db) to the effective transmis- 
sion loss of the intervening structure. 

Methods of calculating and designing 
for noise reduction are discussed later; 
first we present some NR criteria values. 

The table across page lists re- 
quirements for NR in several common 
cases. Again it should be emphasized 
that these simple numbers apply only 
when the spaces contain the kinds of 
noises usually associated with them. The 
NR criteria are obtained in general by 
subtracting background noise criteria 
values from average sound levels of the 
source noises involved. 

To see roughly what type of construc- 
tion is involved in achieving these values 
of NR, refer to the transmission loss (TL) 
values listed for typical constructions 
in Fig. 3. 

Take for example a school auditorium 
which is to be protected from a cafe- 
teria. The auditorium background cri- 
terion is 35-40 db (previous article) ; and 
Fig. 1 shows a range of 75 to 85 db aver- 
age sound level in a cafeteria. 


Good acoustic design should provide 
protection against the worst conditions 
normally anticipated. At least, a com- 
promise from optimum noise control 
should be accepted only if it is unavoid- 
able; for example when optimum control 
cannot be attained by any means within 
the budget. 

In any case, let us assume the extreme 
of 85 db in the cafeteria and call for 35 
db in the auditorium. The difference is 
50 db NR, which falls in the range 45-60 
db specified in the table. This upper 
limit of 60 db NR would probably be 
needed for protection against shops with 
noisy power tools. 

This table simplifies a large body of 
inter-related information obtained from 
practical experience. Though very use- 
ful, this material should be used only with 
caution and analysis of each problem. 

In some cases, because of the unusual 
character of the intruding noise, or be- 
cause of the meaning conveyed by it, the 
requirement for NR will be greater than 
that required simply to reduce the noise 

(Continued on page 252) 


Fig. 3 (below). In this chart the average transmission loss, TL, for a certain construc- 
tion can be found by reading across to the decibel scale. The range over which the 
transmission losses may vary in practice is indicated by the length of the detail. Thus, 
details are not drawn to the same scale. Fig. 4 (top of pagel. How TL of solid partitions 
varies with weight. Solid line is the mean; dashed lines indicate max. and min. limits 
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AVERAGE TRANSMISSION LOSS OF SOLID PARTI- 
TIONS (AVERAGE OF VALUES AT 125, 
250, 500, 1000, AND 2000 CPS) 
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Fig. 5 (below). A decibel calculation 
chart. With values x or 1/х known, noise 
reduction | (INR) 
(TL) can be determined immediately. 
See text later in article for use of this chart 
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PRODUCTS for Better Building 


Mechanical Core 


The Lankton Utility Unit, a central 
mechanical core, is designed for in- 
stallation between kitchen and bath- 
room in small houses. The core includes 
a gas- or oil-fired forced warm air 
furnace or a boiler; a gas or electric 
water heater; and plumbing assembly 
complete with drains, vents, and copper 
water pipes serving all kitchen and bath 
fixtures. The unit is 30 in. wide, 66 in. 
long and 77 in. high, will pass through an 
ordinary sized door. The frame is made 
of 1 by 2 in. welded steel channels, 
with filler strips for nailing wall covering 
in bath and kitchen. Installed with bath 


Mechanical core contains furnace, water 
heater and plumbing for kitchen and bath 


and kitchen fixtures, the unit requires 
8 ft in length: on No. 1 unit, a single 
wing 1 by 66 by 31 in. is supplied to fill 
the space between core and outside 
studs; on No. 2 model, two wings the 
same size are provided. Excess interior 
space is used for meters, sillcock, tools, 
etc. Ап adjustable soffit extends to ceil- 
ing height and eliminates framing above 
unit. Àn 8 in. wide panel core is also 
available containing plumbing only, 
with separate heating elements for in- 
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stallation in basement or utility room. 
The unit may be purchased as core only; 
with either bath or kitchen fixtures; or 
as a complete unit. Lankton Industries, 
Inc., Peoria, Ill. 


Combined Form and 
Reinforcement For Concrete 


Cofar, combination form and rein- 
forcement for concrete floor and ceiling 
slabs, employs corrugated galvanized 
steel sheets with welded cross (T) wires 
to replace conventional reinforcing bars 
and forms. The sheets come ready, 
welded and cut to length for placing 
between permanent beams or walls. 
They are claimed to withstand construc- 


Corrugated steel sheets with welded-on 


bars provide easily installed forms and 
reinforcement for concrete floor slabs 


tion loads at normal bending stresses, 
with or without temporary intermediate 
supports, depending on span. Maximum 
sheet length available is 14 ft; maximum 
width, 32 in. The metal may be obtained 
16 to 26 ga thick, with corrugation 
depth as specified for use as form — 
146 in. or more. The T-wires, for 
transverse ties and temperature rein- 
forcement, are No. 4 ga cold-drawn high- 
strength wires or rods. They extend 6 in. 
beyond the edges of each sheet to over- 
lap the wires of adjacent sheet 30 
diameters. This provides interlock and 
continuity in transverse direction. Welded 
rod anchors are furnished for tying ends 
of sheets to concrete structural framing 
members. When supported on struc- 
tural steel, the sheets are attached 
by stud- or arc-welded connections. The 


galvanized surface furnishes light and 
heat reflective ceilings for many occu- 
pancies. Ceiling lath or hangers are 
said to be easily attached. Granite City 
Steel Co., Granite City, IIl. 


Louver Windows 


Designed for use as windows, door 
panels, glass walls, and porch or breeze- 
way enclosures, the Clearview Venetian 
Windows employ adjustable, overlap- 
ping plate glass or aluminum louvers set 
in sealed aluminum frames. The units 
are weatherstripped, and are claimed to 
provide positive protection from wind 
and rain, as well as light and ventilation 
control. The louvers are available in 
clear, tinted or obscure glass with 
ground edges, or in painted aluminum. 
All are interchangeable in whole or part, 
to provide full vision, semi-privacy or 
complete privacy as required. Louvers 
are adjusted to any position by a turn of 
a chrome-plated handle located on the 
inside frame. The frame and all alumi- 
num parts are produced in clear lacquer 
finish, and in 10 standard colors of 
baked-on enamel. Units are available in 
stock sizes, or custom built to fit any 
Size opening. Plastic or aluminum 
Screens may be obtained to fit on the 
inside of the windows. Clearview Vene- 
tian Window Corp., Fort Lauderdale, 
Fla. 


All-glass louver windows give full venti- 
lation control and vision, rain protection 


(Continued on page 260) 
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TWO OUTSTANDING ACOUSTICAL MATERIALS 


ө BOTH ARE INCOMBUSTIBLE 
e BOTH GIVE BETTER SOUND CONTROL 
© BOTH HAVE PERFORATED OR TEXTURED SURFACES 


Certile г" Certacoustic 


MADE OF FIBERGLAS* 


Certile Acoustical Tile is a highly efficient sound-absorb- 
ing material made of incombustible glass fibers. The sur- 
faces and bevels of the tile are finished with a washable 
paint which may be repainted many times without loss of 
acoustical value. Both the perforated and the textured 
Certile may be applied by standard methods. Available 
34" and 1"thick in 12" x 12" and 12" x 24" units. 


PERFORATED SURFACE 


TEXTURED SURFACE 


Certacoustic Tile is ideal for acoustical installations 
where a low cost, fire-safe material is desired. It is made 
from the same base stock and possesses most of the fine 
qualities of Certile. The surface is finished with a washable 
paint which may be repainted without loss of acoustical 
efficiency. The bevels are unpainted. Available l5" and 
34" thick in 12"x 12" units; 34” thick in 12"x 24” units. 


*T. M. Reg. U. S. Pat. Off. by Owens-Corning Fiberglas Corp. 


Approved acoustical applicators are available for consultation and advice. Contact one 


of these district sales offices for the name of the applicator in your area: 


Atlanta, Ga. Detroit, Mich. Philadelphia (Ardmore), Pa. 
Chicago, Ill. East St. Louis, 111. Richmond, Calif. 

Cleveland, Ohio Kansas City, Mo. St. Paul, Minn. 

Dallas, Tex. Niagara Falls, N. Y. Salt Lake City, Utah 


e 
«НЮ, 
CERTAIN-TEED PRODUCTS CORPORATION Se w 


ARDMORE, PENNSYLVANIA 


REG. U.S, PAT, OFF 


PRODUCTS А ; ; ; 
Quality made Certain.. . . Satisfaction Guaranteed 


ASPHALT ROOFING + SHINGLES • SIDINGS • GYPSUM PLASTER • LATH « WALLBOARD + ACOUSTICAL TILE • INSULATION « FIBERBOARD • ROOF DECKS 
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Archbishop Williams High School, Boston, Mass. 
Architects: McGinnis & Walsh. Contractor: Dillab: 
Fireproofing Co., Cambridge, Mass. 


MizcoR Metal Trim 


Milcor is a name honored by all who know school construction. Milcor products 
pass every test "magna cum laude" — for safety, service, sanitation — the out- 
standing leader in the fireproof construction field. 


For almost every interior detail (as well as sub-plaster construction) there's 
a Milcor steel building product that is ideal. Chalk trough, blackboard trim, 
and window stools shown above are typical examples. It is easy to specify styles 
to meet both structural and decorative requirements. 


Simplify your designing and specifying. Standardize on Milcor Steel Build- 


їйє Milear Merai ink pode lin be ing Products — one complete line to meet every need for modern fireproof 
complete for every fireproof construction construction. 
need, Start your jobs with Milcor Metal 


*Reg. U. S. Pat. Off. 
Lath — finish them with Milcor Metal Trim. 


Formerly Milcor Steel Company 
4035 WEST BURNHAM STREET . MILWAUKEE 1, WISCONSIN 


Baltimore 24, Md. е Buffalo 11, N. Y. * Chicago 9, 11. * Cincinnati 25, Ohio * Cleveland 14, Ohio © Detroit 2, Mich, ® 


Kansos City 8, Mo. 
Los Angeles 23, Calif. 9 New York 22, N. Y. * Rochester 9, N. Y. * St. Louis 10, Mo. 
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ELECTRICAL CONDUITS: 1—Use and Installation 


This article is condensed from As- 
pects of Electrical Conduit Installa- 
tions in Houses by Jefferson D. 
Brooks, Technical Bulletin No. 12, 
Jan. 1950, Housing and Home Fi- 
nance Agency. Minimum require- 
ments are given for safe installation 
of three commonly used types of 
steel conduits. 


Types and Uses 


1. Rigid conduit is an older, heavier 
type, softer than water pipe for easy 
bending, but sized for same tools. 
Internal diameter is a bit larger than 
nominal size. Galvanized or other 
rust-resistant finish is required if ex- 


Fig. 1. Conduit connections 


RIGHT METHOD 


STANDARD 
THREAD 


RUNNING THREAD 


Fittings 

1. Running threads must not be 
used on rigid conduit for connections 
at couplings; unions must be used. 
Threads are finer than for standard 
pipe; threadless connectors are often 
used. The latter must be watertight 
if buried in masonry, concrete, fill, or 
used in wet places 

2. Bushings must be used on ends 
of conduit unless box or fitting affords 
equal protection. A bushing may re- 
place box where more than 4 conduc- 
tors leave conduit at control appara- 
tus, if wires are bunched, taped and 
painted; bushings must be of insu- 
lated type, except for lead-covered 
wires 
: 3. All ends of conduit must be 
reamed to remove rough edges 
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posed to dampness. Enameled iron 
conduits may be used only indoors, 
with no severe corrosive influences. 
Materials especially suited to such 
conditions must be used; avoid dis- 
similar materials. Place conduit at 
least 18 in. under cinder fill subject 
to permanent moisture, or encase in 
2 in. of non-cinder concrete. In wet 
locations, system must be water 
tight; leave at least 14 in. air space 
between conduit or boxes and wall. 

2. Thin wall conduil or EMT (elec- 
trical metallic tubing) is a lighter 
type, usually galvanized or similarly 
finished. It is used for exposed or 


Fig. 2. Bends in circuit 


BOX No.2 
BUSHING 


LOCKNUT 

(Not required if voltage 

4 to ground 18 ess 
than 150 


BEVEL 
WITH 
REAMER 
TO 
REMOVE 
ROUGH 
EDGE 


Fig. 3. Reamed end of conduit 


concealed work where not subject to 
severe mechanical injury. Use is re- 
stricted in hazardous locations. Other- 
wise it is used as rigid conduit. 

3. Flexible conduil is strong flexible 
tubing of spirally wound, interlocked 
steel strip, usually galvanized. Use in 
dry locations unless lead-covered or 
type RW (moisture resistant) wiring 
is employed. Do not use in hazardous 
locations. Conduits less than L4 in. 
size are used only for under-plaster 
extensions, fixtures, motor leads. Oc- 
casionally $4 in. size is permitted up 
to 48 in. (or longer) where larger 
size is not practicable. 


TABLE 1 Radius of bends in 
inches 
Conduit 

(trade size) Lead- 

(inches) Ordinary | covered 
conductors | conductors 

3.7 6.2 

4.9 8.3 

6.3 1045 

8.3 13.8 

9.6 16.1 

12.4 20.6 

14.8 24.6 

18.4 30.6 

21.9 35.5 

24.1 40.2 

27.0 45.0 

30.3 50.4 

36.4 60.6 


Bends must not injure conduit or ef- 


fectively reduce internal diameter. 
Radius of the inner edge of any bend 
not made by manufacturer must not 
be less than shown in Table 1. Conduit 
between 2 outlets, fittings, or combi- 
nation, must not have more than equiv- 


alent of 4 quarter bends (Fig. 2) 


TABLE 2. Max Support Intervals For Con- 
ductors in Vertical Conduits 


Feet 
No:0 апа smaller. а. енен 100 
No: 00:to Мо, 000... 2. ооо «азгана 80 
250 to 350 MGM- seen 60 
400 to 500 МСМ. irse hh 50 
500 ip 250 MOM «rusa i ri vasa RETE 40 
BOO: МСМ апа Torger: (.„«.« „анион 35 


Supports: conductors in vertical con- 
duits must be supported by clamps, 
wedges or insulators at intervals not 
greater than shown in Table 2. All 
conduits must be securely fastened in 
place. Runs must be continuous from 
box to box with no splices 
(Continued on page 175) 
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CONCORDIA TEACHERS COLLEGE SEWARD, NEBRASKA 


An impressively beautiful educational building 
TWO FITZGIBBONS STEEL BOILERS provide the 


necessary warmth to make the road to learning as smooth 
as possible in this fine institution. Buildings like these all 
over the nation, serving whatever purpose, will be found 
in a rapidly growing number of cases to depend upon 
Fitzgibbons steel boilers for heating comfort and for the 
high efficiency which makes that comfort available at 


maximum fuel savings. 


А э. The best buildings deserve "the best in steel boiler 
MEMBER The two p fined 
pitzsibbons boiler: tht! ес" Тһе Fitzgibbons Boiler. 


ers College. 


Fitzgibbons Boiler Company, Inc. 
| 101 PARK AVENUE, NEW YORK 17, N. Y. 

| Send me the “D” Type Boiler Catalog. 
| 

| 

| 

| 


Name: 
7 Xe (0 
City:..... 
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ELECTRICAL CONDUITS: 2- Installation and Selection 


Miscellaneous Requirements 


Wires must not be inserted in con- 
duits until rough mechanical work 
on house is completed. Pull wires are 
inserted after making up conduit 
connections. Graphite, talc or ap- 
proved compound are used as wire 
lubricant; cleaning agents must not 
be used. 

Conductors of signal or radio sys- 
tems must not occupy same conduit 
with those of light or power systems, 
except for elevators, sound recording 
and remote control. Conduits must 
not pass through dust or vapor re- 
moval ducts. Rigid conduit, or flexi- 
ble conduit with lead covered con- 
ductors, may pass through air-condi- 
tioning ducts only where necessary, 
and must not obstruct fire dampers. 
Switch enclosures must not be used 
as junction boxes to make taps or 
feed through. 

Secondary wiring to cold cathode 
lamps of 1000 volts or less may oc- 
cupy same conduit as branch circuit 
conductors. Light and power circuits 
of 600 volts or less may occupy same 
conduit, whether a-c or d-c. Circuits 
over 600 volts must be separated 
from those under 600 volts. Prevent 
air circulation from warmer to colder 
areas through conduit. 

Vertical conductors No. 1 or larger 
require the following gutter widths 
if deflected where they leave cabinet: 


М бз Dos cd xdi curtem жы donne 3 in. 
No. 0 to 200 MCM........... 4 in 
250 to 900 MCM............. 6 in 


Where ungrounded conductors of 
No. 4 or larger are deflected more 
than 30 deg at ends of conduit run, 
an insulating bushing is required. 


Conductors in Multiple 


Where circuit capacity makes it 
impracticable to run all conductors 
in one conduit, additional conduits 
may be used if conductors in any 
one conduit are balanced in size and 
include one from each phase. Cur- 
rent in one direction must substan- 
tially equal current in opposite direc- 
tion (fig. 4). With circuits supplying 
cold cathode tubes, x-ray apparatus, 
and underplaster extensions, cur- 
rents are so small that a single con- 
ductor may be placed in a conduit 
without trouble from induction. Con- 
ductors in sizes No. 0 to 500 MCM 
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| CONDUIT Not — 


CURRENTS IN CONDUITS 
MUST BE IN BALANCE 
‚ CONDUIT No.2 


AB 


Fig. 4. Conductors in multiple 


may be run in multiple if they are 
same length and have same area and 
type of insulation. Terminate both 
ends in manner to insure equal divi- 
sion of current. Except by special per- 
mission, not more than number of 
wires shown in Table 3 may be in- 
stalled in multiple. 


TABLE 3. Max No. of Wires To Be Installed 


in Multiple 
No. of wires: Size 
e EEEN T AOTER DXUNISRAFIR pain No. 0 
7. uos cs n igen E EIEI No. 00 
— жь No. 000 to 500 MCM 


Wire Carrying Capacity 
Standard tabulated carrying ca- 
pacities of wires are based upon 3 or 
less wires in a conduit, and a sur- 
rounding temperature of not more 
than 86 F. Capacity must be reduced 
to 80 per cent of that listed for 4, 5 
or 6 wires in a conduit; to 70 per cent 
for 7, 8 or 9 wires. A neutral conduc- 
tor used with balanced circuits is not 
counted in applying percentages. If 
one of the system wires is missing 


TABLE 4. Temp Reduction Factors 


(percentages) 
Type of insulation 
Max Temp 
(°F) R, RW, V and AVA 
RU, T, | RH AVB and 
and TW AVL 
I2. 224 Т 82 88 90 94 
DIS ОККО 71 82 85 90 
122. iex 58 75 80 87 
| | FEMME 41 67 74 83 
ур. ро REE EET 58 67 79 
Lc — | же жшж» 35 52 71 
WOW i ex аана аак 43 66 
1765 ҮҮ ГОС 30 61 
T1945. osa 22e lessens яана 50 


(Continued from page 173) 


from circuit (as in a 3-wire circuit 
from a 4-wire system) the neutral 
conductor must be counted, for it 
carries the unbalanced current which 
would have been carried by the miss- 
ing wire. All current-carrying capac- 
ity must be separately reduced for 
high surrounding temperatures by 
percentages given in Table 4. If room 
temp is within 18 deg of a maximum 
allowable temp, use insulation with 
next higher maximum. 


Conduit Size Selection 


Due to bunching effect of wires in 
conduit, all space inside conduit can- 
not be filled with wire (fig. 5). Per- 
centages of allowable fill are calcu- 
lated in sq in. of net cross-sectional 
area for standard size conduits, for 
various numbers of wires, in Table 5; 
Section A is for non-lead-covered 
wires, Section B is for lead-covered. 

Where conduits cannot be replaced 
without damage to house, it is satis- 
factory to rewire conduits, for in- 
creased capacity, with more or larger 
wires which occupy more space than 
permitted for original installations. 
These increased values in sq in. are 
given in Table 5, Section C. 

Cross-sectional areas of the various 
types of wires, in sq in., are given in 
Table 6. Values are added together 
for any combination of wires to be 
installed in a single conduit. This 
total permits ready selection of a 
conduit size, filled to a given percent- 
age, from Table 5. Portion of conduit 
available for wires must be not less 
than shown for number and kinds of 
wires involved. 

Where all wires are of one size, 
non-lead-covered, and for new in- 
stallations, use Table 7 to select 
conduit size. 

In general, one conduit must not 
contain more than 9 wires. Table 8 
shows conduit capacity for a greater 
no. of wires, where specially per- 
mitted. 


(Continued on page 177) 
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Fig. 5. Cross-sectional area of conduit 
which conductors may occupy 
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TOM HENDERSON 
FAMOUS COLLIER'S CARTOONIST 


"Boy, what-ta tight squeeze, it's a good thing... 


The WEIGHT Swings on HARDENED STEEL...Not BRASS! 


Knuckle weight is functionally engineered on Hager Ball Bearing 
Butts to lie against special hardened ‘steel top races. The brass 
cup, which contains the races and the ball bearings, supports no 
weight... is subject to no errosive friction that may later wear out 
or impair performance. 


Highest quality chrome steel balls allow the knuckle to glide 
smoothly and evenly over tempered steel races. Leaves are bev- 
eled at the joint. Trim, square outer edges are finely milled sharp 
and clean. 


Specify Hager "BB" Butts on jobs calling for average frequency 
door service. Hager Frictionless ball bearing gliding action 
permits even the heaviest doors to silently float 


р НАСЕВ ВВ 1193 ЕВТ 
back and forth. BRASS BUTTON TIP BALL BEARING BUTT 
For added beauty and permanent trim appearance, 


specify all-weather non-corrosive solid brass butts. 


© 1949 


FOUNDED 1849 — EVERY HAGER HINGE SWINGS ON 100 YEARS OF EXPERIENCE 
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ELECTRICAL CONDUITS: 3- Size Selection Tables (Continued from page 175) 
° 
: TABLE 5.— Net cross-sectional areas in square inches of conduit and tubing available for wires and cables for general use ug 
. Lag 
O A. Conductors not lead-covered B. Lead-covered conductors C. Rewiring 
ae 
ка Over 4 га 
y: В (sq. Е = ч _ | Over 
Conduit айе Diam- S Teon- | 2icon« | Sicen- oyar 1 con- | 2 con- | 3 con- | 4 con ш тока (сөн Over 2 = 
ә А eter con- | duc- | duc- | duc- | duc- con- 
size) (in.) А (100 | ductor | ductor | ductors d duc- ductor | ductors Auch s] 
. (in.) (53 (31 (43 uctors | for tors tors tors 1 (60 (40 uctors [w 
per- (40 | (55 | (30 | (40 | (38 es (50 dq 
. cent) ре per ре ег- ег- ег- ег- ег- (35 per рег: рег- where 
cent) cent) cent) ый ae teri м eni pers cent) cent) cent) Toa 
6 cent) m — 
А la es wisis i Sce Pepe 0.622 0.30 0.16 | 0.09 0.13 0.12 | 0.17 | 0.09 | 0.12] 0.11 0.11 0.18 0.12 0:15 
TAr аа 3 Gceseuaceueverers .824 .53 .28 16 28 P| 29] .16 21 .20 19 32 21 ar 
" Uer крсу ob bna 1.049 .86 46 27 07 34 47| „26 34 33 .30 252 34 43 
Йу осете mter ros 1.380 1.50 .80 47 65 .60 .83| .45 .60 57 53 .90 .60 45 
. Цр ina i экза 1.610 2.04 1.08 .63 .88 .82 1.12| .61 .82 78 AT 1.22 .82 1.02 
КҮКҮК ККК ГЕ 2.067 3.36 1.78 | 1.04 1.44 1.34 | 1.85] 1.01 1.34 | 1.28 1.18 2.02 1.34 1.68 
E 2 sx akamanea 2.469 479 2.54 | 1.48 2.06 1.92 | 2.63 | 1.44 | 1.92] 1.82] 1.68 2.87 1.92 2.39 
Ю.к каблан а ное ка 3.068 7.38 3.91 2.29 3.17 2.95 | 4.06| 2.21 2.95| 2.80| 2.58 4.43 2.95 3.69 
. ЭЎ. usw y cue s rg 3.548 9.90 5:25 | 3,07 4.26 3.96 | 5.44| 2.97 | 3.96| 376| 3.47 5.94 3.96 4.95 
Mus acest os x y vs 4.026 | 1272 674 | 3.94 5.47 5.09 | 7.00 | 3.82 | 509| 4.83] 4.45 7.63 5.09 6.36 
s Meu SEES ерее 4.506 | 15.95 8.45 | 4.94 6.86 6.38 | 8.77 | 478 | 6338| 6.06| 5.57 9.57 6.38 7.97 
SCR E E 5.047 | 20.00 | 10.60 | 6.20 8.60 8.00 | 11.00 | 6.00 | 8.00| 7.60| 7.00 | 12.00 8.00 | 10.00 
. Gin заар d v бе 6.065 | 28.89 | 15.31 | 8.96 | 12.42 | 11.56 |15.89 | 8.67 |11.56 | 10.98 | 10.11 | 17.33 | 11.55 | 14.44 
. TABLE 6.— Areas of conductors to be used in determining the number TABLE 7:—Number:of conductors Th condyifiortubiag= 
of wires of various sizes and combination that may be 
. installed in a conduit for general use in new installations 
Wires—approximate area in sq in. Wire types RF-32, R, RH, RW, RU, TF, T, and TW 
Lead-covered RL | 
е RF- ‘and RHL—indi- Maximum number of wires in conduit or tube 
32; | TF? vidual cables Wire size 
5 Wire в T? |—— ——— — " —. AVÁ. | AVB: | ANE |, Bare 1 2 3 4 5 6 7 8 9 
size | RH; | TW? A 
Е RW! | RU? |I соп-/2 con-|3 con- 
duc- | duc- | duc- UCET TETTITT, | % Yal Val al 16| ^ 7 % a 
- tor | tors | tors Gu cerise каз || A| Al V| %| *4| A| % 
——— —— ——|—— D D 3 
ТВ ОТЕУ ВН... | PENNE say | EE 777^ ME EE ^| | 5 X WI! ү [I 
Ios eror sero | | wl %| %|1 |1 |1 ти cc 
ж 16 esi) 40196! 20109] ъ= | ааа. | cee |i ccs. | sss Il asa 120020 10 %| 34 34| 34| 1 1 1 DARI 
14 ..| .0327| .0135/0.062/0.115/0.273/0.047/0.033/0.080, .0032 N: si E Mee Vy % 34 | 1 VUA | VA | TA (т | 1% 
. 12..|.0384| .0172| .066| .146| .301| .055| .040 .091| O08] 0" iaa | [е д о 2 [© i ч 
10 ..| .0460| .0224| .096| .180| .363| .064| .047| .102| .0081 ee » лу 1 ати T UA 2 4 2 |3 |2% 
. 8...| .0760| .0408| .132| .255| .528| .075| .057| .119| 0130 | as d [eve ече esr 
Besesesesenres % |14 | 1Й|1%|2 2 2 2% | 2⁄2 
6 .1238| .0819| .188| .369| .738| .122| .094| .145| .027 H 1 1 1 
езж «ЕЕ 34 1A | 1412 2 2 26 | 2% | 2% 
. 4...| .1605| .1087| .237| .457| .916| .155| .123| .181| .042 { 1 1 1 
Паола ЖЕЗ %|1%%| 1%|2 20 | 2⁄2 | 2⁄2 | 3 3 
Biasa | ЛЕ | S263) xem | ses | жїз hars | «xs | ame | 2058 0 1 1% | 2 2 2% | 2% 3 3 
* 2 .2067| .1473| .283| .578/1.146| .200| .166| .255| .067 00 XR: 1 2 2 2% | 215 | 3 3 3 3^ 2 
1 .2715| .2027| .352 .756|1.49 | .268| .229| .300| .087 | | е у, | at 
(ЖО): эуе detain ава 1 2 2 2% |3 3 3 3% | 3^ 
s 0...| .3107| .2367| .396| .859/1.70 | .307| .264| .341| .109 1 1 1 
OOOO is э, кнез 14/2 2% | 3 3 3 3% |30 |4 
00 ..| .3578| .2781| .454| .980/1.94 | .353| .307| .390| .137 1 1 1 1 
250. же esu ER E 14 |20 | 25/3 3 3%/4 |4 46 
ы 000 .| .4151| .3288, .515/1.123/2.24 | .406| .358| .447| .173 1 1 1 1 1 1 
SOO: TEE 14 |20 | 25/3 30 |4 4 AY, | 4% 
0000 | .4840| .3904| .593/1.302/2.68 | .478| .425| .521| .219 1 1 1 i be 
SOUL ccs E M Sax TA |3 3 3% | 3⁄2 | 4 46 | 4% |5 
* 250 .| .5917| 4877| .754| ... |3.20 | .616| .572| 715, -260 400 1% |3 3 31 | 4 4 4% |5 5 
300 .| .6837| .5581| .850| ... |3.62 | .692| .649| .800| .312 500.......... D 3 5 3 Д 4% | 5 5 6 A 
a 350 .| 7620| .6291| .950| ... |4.02 | 778| .731| .885) .364 | |" 2 а 
400 .| .8365| .6969/1.02 |... |4.52 | .850| .800| .960| .416 Е a ne а Е Т т S eS 
. 500 .| .9834| .8316/1.18 sss 15.28 .995| .945|1.118| .520 1 1 in. for services not over 50 ft long, with not more than 2 quarter bends, and 
using bare neutral. 
А 1 For general use. 2 For rewiring existing conduits. a 
. TABLE 8 — More than 9 conductors in conduit (between motor EXAMPLE— шщ 
and controller, stage packets, border circuits, sign flashers, Problem: what size conduit is required for 3 No. 14, 3 No. 10 and > 
А and elevator control wires) 
1 2 No. 6 type RW wires for a new installation. 
Wire types RF-32, R, RH, RW, RU, TF, T, and TW 
Ы Solution: from Table 6 select: ч 
Maximum number of wires in conduit or tube ` 
. No. 14—0.0327 X 3—0.0981 
Wire size | 5, 1 m| m| 2 |2%| 3 No. 10— .0460 X 3—0.1380 N 
in. in. in. in. in. in. in. No. 6— .1238 X 2—0.2476 | 
” Td к 12 | 20 | 35 | 49 | 80 | 115 | 176 Total СИВЕ аң ш, шщ 
lis аа 10 17 30 41 68 97 150 ў 
. ТРОН АРУ Ris? 10 18 25 40 59 90 From Table 5, for more than 3 conductors, 0.60 sq in. represents 
A ae как» зла |, заана 15 21 35 50 77 the smallest conduit, 1% in. size, which will receive the wires апа be ; = 
E REESE EES н asi 13 A is Ja A filled to not more than 40 per cent of its total cross-sectional area. 
id Д. 3 А k З і | : 3 à А Е 3 : i i й i А е j i о ease 15 23 However, a 1-in. conduit would receive the 6 smaller wires, 9 
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Automatic Windows 


Vita Automatic Windows. Folder pre- 
sents features and operation data on 
the automatically-opening glazed and 
screened window unit. Plan and section 
drawings show installation methods for 
wood or brick construction; diagram and 
notes give dimensions of the unit and 
space necessary for its installation. Typi- 
cal applications are illustrated. An in- 
sert drawing gives measurements and 
details of frame assembly. 6 pp., illus. 
Vita Automatic Windows, Inc., 101 
Park Ave., New York 17, N. Y. 


Aluminum Sills 


Window Sills and Thresholds — Alcoa 
Aluminum in Architecture. Use and pro- 
duction of aluminum as a building mate- 
rial for sills and thresholds are discussed, 
and a line of stock shapes is presented. 
Profile sections, sketches, and size and 
weight tables are given for each type. 
Typical details for various wall and 
floor constructions are included, along 
with specifications and notes on special 
designs and installation procedures. 
Charts and graphs give performance 
records and test results on the material. 
20 pp., illus. Aluminum Company of 
America, 801 Gulf Bldg., Pittsburgh 19, 
Pa.* 


Plastic Panels 


Corrulux Translucent Structural Panels 
— A New Idea In Building. Folder pic- 
tures the standard colors available in the 
corrugated plastic panels, and describes 
features and uses. Illustrations depict 
the material employed as glazing, sky- 
lights, partitions, greenhouses, awnings, 
store fronts and facings. 4 pp., illus. 
Corrulux Corp., P.O. Box 6524, Houston 
5, Texas. 


Swimming Pool Drainage 
Swimming Pool Drainage Products 
Manual SP-3. Gives ideas and sugges- 
tions on pool layouts together with de- 
tails of drainage methods to be used in 
the construction or remodeling of pools. 


* Other product information in Sweet's File, 
1950. 


MANUFACTURERS' 


LITERATURE 


Information is included on water supply 
and circulation, and various fittings for 
indoor and outdoor swimming, wading 
and diving pools, dressing rooms, etc. 
Drawings indicate typical designs for 
many types of municipal, commercial, 
private and institutional pools. 32 pp., 
illus. Josam Manufacturing Co., Dept. 
SP-2, 1302 Ontario, Cleveland 13, Ohio.* 


Baseboard Heating 


• Functional Healing Design With Na- 
tional Art Baseboard. Folder discusses 
the unit and pictures types available. 
Cut away portions show construction 
and operation features. Assembly pieces 
are also illustrated. Dimensions, details 
and ratings are given in drawings and 
tables. 4 pp., illus. The National Radia- 
tor Co., Johnstown, Pa. 

• Comfort Floorlevel — General Auto- 
matic Hol Water Baseboard Heating. 
Presents features of baseboard heating, 
and of this particular type. А circuit 
layout diagram is given for 2-story and 
duplex homes. Sample specifications and 
illustrations of the unit are included 
along with boiler and burner equipment 
available for use with the baseboard 
heaters. 4 pp., illus. General Automatic 
Products Corp. (formerly General Oil 
Burner Corp.), 2300 Sinclair Lane, 
Baltimore 13, Md. 

• Baseboard Healing With U.S. Radiant 
Baseboard. Treats on function of heat- 
ing, and gives results of comfort condi- 
tions in heated rooms. The radiant base- 
boards are compared with other heating 
methods. Photos show full and cut-away 
views of the unit, available accessories 
and fittings, the manufacturing process, 
and the various steps necessary for in- 
stallation. Sample plan and isometric 
layouts, calculation sheet, output char- 
acteristics table, and capacity chart are 
included. 34 pp., illus. United States 
Radiator Corp., 127 Campbell Ave., N, 
Detroit, Mich.* 

* Fedders Wall Radiation (Catalog 
WR-C1). Gives applications and fea- 
tures of a type similar to baseboard 
heating, designed for mounting at any 
desired height under windows or along 


walls. The basic unit and cover types 
avallable are presented with illustra- 
tions, details, specifications and dimen- 
sions. Several tables give capacity per ft 
of length. 6 pp., illus. Fedders-Quigan 
Corp., Buffalo 7, N. Y.* 


Metal Building Panels 


Fenestra Steel and Aluminum Building 
Panels. Four types of metal building 
panels for use in floors, walls, roofs and 
partitions are described and illustrated. 
Among the topics covered are: acoustic 
treatment, fire resistance, panel electri- 
fication, waterproofing and insulation. 
Tables give ratings, spacings, allowable 
loads, sizes and weights. Details and 
sections depict installation methods for 
a multitude of panel uses and types of 
construction. Data are also included in 
reinforcing floor forms. 40 pp., illus. 
Detroit Steel Products Co., 2250 E. 
Grand Blvd., Detroit 11, Mich.* 


Boiler and Firing Units 


Your Steam Costs! Modernize Your 
Boiler Room! A series of 7 folders de- 
scribe the complete line of York Power 
Steam-Pak Generators. Each includes 
descriptive specifications and dimen- 
sions of a particular model boiler. These 
include: (1) Gas fired for natural, manu- 
factured or mixed gas; (2) Oil fired for 
light fuel oil; (3) Combination firing for 
No. 3 oil and gas; (4) Oil fired for No. 5 
fuel oil; (5) Combination firing for No. 5 
oil and gas; (6) Heavy oil fired for heavy 
Bunker C oil; and (7) Combination fir- 
ing for No. 6 oil and gas. 4 pp. each, 
illus. York-Shipley, Inc., 319 Jessop 
Place, York, Penn. 


Fans 


Standards, Definitions, Terms and Test 
Codes for Centrifugal, Axial and Propeller 
Fans (Bulletin 110). Covers the classifi- 
cation of air-moving equipment, stand- 
ards, terms and definitions in use by the 
fan industry, and standard codes for air 
and sound measurements. Tables give 
data and size standards of various types 
of fans. Fan arrangements are illus- 

(Continued on page 284) 
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NEW JERSEY GETS 
LAST WORD WITH RICHMOND 


Builders: Sarner & Solow, Fort 
Lee, N. J. Architect: Max М. 
Simon, New York. Distributor: 
Davis & Warshow, Inc., New 
York. Plumbing Contractor: 
Paramount Plumbing & Heating 
Co., New York. 


1170 ULTRA-MODERN APARTMENTS WITH THE LAST 
WORD IN PLUMBING FIXTURES — RICHMOND 


Richmond units (shown below) proved an ideal 
choice for this smart Linwood Park community of 
modern elevator apartments, perched on top of 
the Palisades at Fort Lee, New Jersey. 

Whatever the job—modernization, single units 
or large development—your choice from Rich- 
mond's complete line of vitreous china or enameled 


cast-iron units is sure to prove more than satis- 
factory to your clients. For Richmond's famous 
fixtures, available in pastel colors or white, are 
sturdy, streamlined, and guaranteed for depend- 
able, lasting performance. 'T'hat explains why, with 
experienced builders nationwide, the first word is 
Richmond for the last word in modern plumbing. 


The Richmond Londo lava- 


= tory with center-set fitting, празь ue 
plate 869 eae 4 D 
m ў “А A 
и The Richmond Seaford — & § eee 
» flat-rim sink with center NS ене 
4 3 Es ] outlet, plate 2021 | | 
/ pe | l 
д (3 | 
y ER 1 | 
f | The Richmond Breslin recess bath, 1 3 | 
" "rE aN plate 225; left-hand outlet, plate 227 
ate КЧ Claremont $. шее? "— 2 "m b The Richmond  Traxlor 
2-piece reverse trap > 7 b ws sink and right-hand tray 
close-coupled closet com- э 1 4 _ 


combination, plate 2440, 


bination, plate 6-210 i | plate 2441 left-hand tray 


The Richmond Phoenix syphon- Са? y 7 
action 2-piece close- coupled i 


closet combination, plate 6-217 


RICHMOND RADIATOR CO.—AFFILIATE OF REYNOLDS METALS CO. 


See your wholesaler or Mail Coupon Today: 
гл 


Richmond Radiator Company AR-6 
19 East 47th St. 
New York 17, М. Y. 


Please send me the latest literature and infor- 
mation on the Richmond line of fine plumbing 
fixtures. No. obligation, of course. 


fnomeled Cost fron Wore 
Winter Air Conditioners 
Gas—Cast iron or steel 
Oil—Steel 


Gos Boilers 
Vitreous China 


Company.. 
Address 
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Space-Saving • Time-Saving • Doors for every need 


You'll have full information on cost-cut- 
ting doors for every need in this complete 
new Kinnear catalog. For example, it 
presents: 

Kinnear Rolling Doors. The famous interlock- 
ing steel-slat doors—originated by Kin- 
near—glide smoothly, easily upward, coil- 
ing out of the way overhead. They save 
floor and wall space. All-metal construc- 
tion assures extra years of low-cost serv- 
ice, protection against fire, storm, intru- 
sion, and accidental damage. Available 
with Kinnear motor operators and pub. 
button control. 

Kinnear Rolling Fire Doors. The famous “АК- 


The KINNEAR Manvfacturing Co. 


1860-80 Fields Avenue, Columbus 16, Ohio 
1860-80 Yosemite Ave., San Francisco 24, Calif. 
Offices and Agents in All Principal Cities 
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bar” Fire Door, similar to doors above, 
but featuring automatic closure in case of 
fire, with safety for building occupants. 
Kinnear Rol-TOP Doors. Section-type upward- 
acting doors, of either wood or all-metal 
construction. Paneled for glass as desired. 
Kinnear. Bi-Fold Doors. Two-section doors of 
wood or metal that "jacknife" to overhead 
position. Paneled for glass as desired. 

Kinnear Rolling Grilles, Sturdy upward- coil- 
ing curtain of interlocking steel bars and 
links that protect property without block- 
ing light, vision, or sound. Any size. 

Send for FREE catalog today. 


Saving Ways in Doorways 


INNEAR 


ROLLING DOORS 
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campuses to house faculty and students 
under previous programs will employ 
these loans to refurbish the properties, 
make them more livable and permanent. 
Congress wrote the bill in such a way 
that housing to be secured with the loans 
can be new or it can be provided through 
rehabilitation, alteration, conversion or 
improvement of existing structures not 
now adequate for the proposed dwelling 
use. 

Interestingly enough, the legislators 
provided that the housing so constructed 
or improved must not be of elaborate or 
extravagant design or materials. 

Further, no such loans can be made by 
HHFA unless the educational institu- 
tion seeking them proves it cannot se- 
cure funds for such housing from other 
sources on the same terms or conditions 
generally comparable to those specified 
in the Act. 


Program Moves Ahead 


This loan scheme for colleges already 
has been activated. Housing Adminis- 
trator Foley has borrowed Ormond E. 
Loomis, assistant to the Home Loan 
Bank Board, and designated him as an 
interim officer to organize loan pro- 
cedures. He will be given two or three 
months to establish the basis for opera- 
tion, then a new executive will be 
appointed. 

There was no indication of when rules 
and regulations would be issued, or when 
first applications from colleges would be 
received. But if HHFA moves as rapidly 
as it has on other phases of the new 
Housing Act, the time should not be 
long. Of course, the straight loan pro- 
gram for colleges is new to the HHFA; 
but it certainly has plenty of precedent 
in counterparts in other agencies, and 
even within housing practices. 

These loans to colleges represented 
one of the less controversial aspects of 
the latest housing bill. There was little 
dispute that colleges have been faced 
with unusually heavy housing problems 
brought on largely by the Servicemen's 
Readjustment Act, and aggravated by 
population increases. The educational 
institutions are considered good risks 
and the $300 million total loan figure 
went through Congress without being 
seriously challenged. 

(Continued on page 182) 
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At the Crompton & Knowles Looms Works 


WORCESTER, MASS. 


3 engineering department routines simplified 


with Kodagraph Autopositive Paper 


@ It enables you, or your local 
blueprinter, to produce posi- 
tive photographic intermedi- 
ates at a new low cost. 


© it preserves valuable origi- 
nals . . . cuts redrafting costs. 


@ it restores old, soiled draw- 
ings . . . gives you cleaner, 
sharper prints. 


@ It gives you photo-lasting 
file copies. 


A new illustrated booklet, 
"Modern Drawing and Docu- 
ment Reproduction," gives all 
the facts on this revolutionary 
photographic intermediate. /t's 
free. Just mail the coupon. 


PRINT | _ Using Kodagraph Autopositive inter- 


PRODUCTION 


Name. 


Position 


Company 


Street 


City 


Ф FILING — a: 
M. a A low-cost, photographic intermediate 


paper that produced positive copies 
directly was “big news” for Crompton 
& Knowles, world’s largest manufac- 
turer of specialty looms. To begin with, 
it meant that they could reorganize 
their filing system much faster and 
much more economically than had 
been estimated. Here was the problem: 
they had some 200,000 detail drawings 


* 


rule: “A Kodagraph Autopositive inter- 
mediate of every drawing.” And this is 
paying off today in lower re-drafting 
costs. Before, the original detail draw- 
ings (described above) and scale 
drawings were used as the blueprint 
“masters”... were exposed to machine 


DRAF TING Crompton & Knowles has adopted the 


* 


mediates, Crompton & Knowles turns 
out sharper, cleaner blueprints—at uni- 
form, practical machine speeds. 
Thats because these new interme- 
diates have an evenly translucent, 
high-quality paper base... and dense 
photographic black lines which will 
not smudge or lose opacity even after 


—4 to 8 on each sheet of paper. Many 
of these were not in sequence, which 
slowed reference; and, when blueprints 
of only one part were needed, it meant 
a waste of paper . . . besides taking the 
attached drawings out of the files. 
Solution: the design sheets were re- 
produced on Kodagraph Autopositive 
Paper; then the prints were cut and 
filed correctly in the *master" file. 


* 


wear-and-tear, constant handling. 
When they no longer produced legible 
blueprints, they had to be redrawn. 
Now the valuable originals are kept 
safe in the files—available for reference 
and revisions only. The “Autopositives” 
do the “heavy work"... whenever 


needed. 
* 


hundreds of trips through the machine. 


How “‘Autopositives’ are produced: 
Crompton & Knowles uses its blueprint 
machine for exposure; standard photo- 
graphic solutions for processing. In this 
manner it gets positive copies directly 
—without a negative step... without 
darkroom handling. ; 


Kodagraph Autopositive Paper 


“THE BIG NEW PLUS” in engineering drawing reproduction 


Please mail a copy of 
"Modern Drawing and 
| Document Reproduc- 
tion"— your new free 
booklet on Kodagraph 
Autopositive Paper. 


EASTMAN KODAK COMPANY 
Industrial Photographic Division 
Rochester 4, N. Y. 95 


State — — — — d г Koda 


TRADE-MARK 


MORE THAN HALF A CENTURY 
OF VENTILATING KNOW-HOW 
IS AVAILABLE TO YOU HERE 


Burt's specialized experience of more than fifty years in 
the design, manufacture and installation of ventilating 


equipment is available on request— without obligation. 


Burt engineers will be glad to submit recommendation and 


specifications. They will help you with layouts and plans. 


Burt's complete line includes a type and size for every 
ventilating need. 


Me SEE SWEET S OR WRITE FOR CATALOG AND DATA SHEETS НИ 


The BURT MFG. (7. 


48 E. South Street 


VENTILATORS * 


Akron 11, Ohio, U.S.A. 


LOUVERS „ OIL FILTERS * SHEET METAL SPECIALTIES 
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Housing Amendments, 1950 


Following are compromises worked oul 
by the conference committee on the Housing 
Act of 1950, effective since the bill got the 
Presidential signature April 20: 


• FHA Title I, improvement and repair 
loan insurance, extended to July 1, 1955. 
New formula limits total amount of out- 
standing insured loans to $1,250 million, 
an increase of $5 million. 


* A new Sec. 8, added to Title I, pro- 
vides a new mortgage insurance pro- 
gram for very low-cost homes in subur- 
ban and outlying country areas. This 
replaces former FHA “class 3" loans 
and follows the well-known FHA proc- 
essing procedures. А top sum of $250 
million was provided for this program; 
$100 million now, and the balance at the 
direction of the President. Under the 
amendments, dollar mortgage limit for 
these loans changes from $4500 to $4750 
(95 per cent up to $5000 of appraised 
value) where the mortgagor is the 
owner-occupant; and $4250 (85 per cent 
up to $5000 of appraised value) where 
the mortgagor is the operative builder. 
At the Federal Housing Commissioner's 
discretion, these limits can go up to 
$5600 and $5000, respectively, where 
higher construction costs in certain areas 
make it necessary. Maturity is 30 years, 
and maximum insurance rate cannot 
exceed five per cent exclusive of pre- 
mium charges. À sum of $1 million was 
transferred from the existing Title I fund 
to carry out the low-cost home program. 


• Title II mortgage insurance authoriza- 
tion is increased by $2250 million to total 
authorization of not more than $9 bil- 
lion. Of the increase, $1 billion is im- 
mediately available. 


* Title II amended to provide incen- 
tives for production of lower-cost 
homes; emphasis will be on production 
of three- and four-bedroom units. 


* Federal Housing Commissioner is di- 
rected to channel benefits of Sec. 207 
rental housing loan insurance to projects 
adequate for families with children and 
in which every effort has been made to 
achieve moderate rents. ЕНА said 
changes made in dollar amount limita- 
tions on mortgages insured under Sec. 
207 provide an economically sound 
method for insurance of loans on rental 

(Continued on page 184) 
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YOU HAVE SOMETHING' TO SELL 
WHEN YOU SELL 


fedders 


ROOM AIR 
CONDITIONERS 


HEAT TRANSFER EXPERIENCE 


HEATING DIVISION 


Did you know that the Fedders Heating Division is rapidly be- 
coming one of the largest manufacturers of heating products for 
home and industry ? 


AUTOMOTIVE DIVISION 


Did you know that in addition to a constantly increasing line 
of heating equipment, Fedders has built millions of automobile 
radiators and car heater cores for standard equipment on Amer- 
ica's fine automobiles and trucks ? 


CONVECTOR 
RADIATORS 


REFRIGERATION DIVISION 


Did you know that Fedders is one of the largest mariufacturers 
of air cooled finned condensers used as standard equipment on 


; A household, commercial and quick freeze refrigerators as well as 


air conditioning units? 
SASEBOARD 8 


по AIR CONDITIONING DIVISION 


Did you know that Fedders is one of the foremost manufacturers 
of room air conditioning units? 


This ali adds up to an engineering background responsible 


for Fedders performance. Today, more than ever before, 
men who specify, sell, install and use heating equipment 
look «o Fedders for the best 


P RU A 

ai 7 REFRIGERATION = \ \ | \ | үш 
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RUNS S CORR 2 е, | au ES 
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A 
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Infinite Design Freedom 


“Hand-Crafied” Appearance 


...in a packaged troffer 
Sars 


NEW DIMENSIONS IN LIGHTING, PATTERN, DECOR — an endless variety of lighting 


systems based on 12" grid, simslv by replacing ceiling blocks with 
Guth LITE-BLOX Troffers. 


"BUILT-FOR-YOU" LOOK — snap-on trim in а choice of smart, modern finishes 


gives that tailored touch! 


ARROWS OF LIGHT— rows line up arrow-straight with precision-built 
Guth LITE-BLOX. 


INSPIRINGLY VERSATILE — 20 sizes all with same cross-section, wide range of 


diffusing and shielding media to meet your exact visual or design 


requirements, 


FUNCTIONAL BEAUTY— Guth LITE-BLOX Troffers are engineered to short-cut 


installation and maintenance costs. 


For full details, call your nearest 
GUTH resident engineer or write 


for Bulletin 869-3 


LIGHTING 


THE EDWIN F. GUTH COMPANY e ST. LOUIS 3, MISSOURI 355 


Edens in оа fce igor 
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housing while continuing the stimulation 
of rental housing construction formerly 
provided by the temporary Sec. 608 
which expired March 1. 


* A new Sec. 213 liberalizes the former 
provisions for FHA insurance of mort- 
gage loans for cooperative housing 
projects. Warren J. Lockwood, form- 
erly assistant to the FHA Commissioner, 
now will administer this cooperative 
housing assistance program as Assistant 
to the Commissioner. 


e Congress increased by $500 million 
the mortgage insurance authority for 
insuring loans under Sec. 608, permit- 
ting FHA to process applications re- 
ceived in field offices on or before March 
1; but FHA announced immediately 
that all Sec. 608 applications received 
after February 15 would be laid aside 
for future consideration if and when 
more money for processing them was 
made available. The agency has set no 
time limit for issuing 608 commitments, 
and promises there will be no preference 
shown in handling those cases which 
can be covered with available funds. 


• The secondary market purchase au- 
thority of Federal National Mortgage 
Association was increased $250 million. 
Builders were more concerned, however, 
with the fact that Congress took away 
FNMA’s previous right to deal in future 
commitments. Hereafter, the agency 
can buy only after the mortgage has 
been arranged, not on a future promise 
basis. Builders say this will make it 
much harder to arrange insured loans. 

Miscellaneous new provisions cover 
disposal of war and veterans’ housing; 
eight distinct changes in the Service- 
men’s Readjustment Act governing 
housing loans to veterans; standby 
authority for $150 million in direct loans 
to veterans when they cannot obtain 
four per cent locally; a $300 million 
direct loan program for student and 
faculty housing at colleges and uni- 
versities. 


VA Now Enforcing Standards 


One thing the new Housing Act does 
is to put teeth in the minimum construc- 
tion standards of the Veterans Admin- 
istration. Heretofore, these УА stand- 
ards which parallel the FHA require- 
ments have been on a voluntary basis — 

(Continued on page 186) 


ARCHITECTURAL RECORD 


Save Valuable Floor Space with... 


Have the convenience and safety of permanent built-in seats... yet 
provide the maximum floor area for other purposes when spectator 
seats are not required. Medart telescopic gym seats occupy just 32 
inches of floor space when in “nested” position! No special wall 
reinforcement necessary because load is distributed on the floor 
rather than wall. 


NOTE THE MEDART “SAFETY FACTOR” 

The understructure is made entirely of steel with uprights of double 
channel construction to give “I” beam vertical strength and balanc- 
ing support. Spacer angles and cross channels are of steel. Selected 
lumber used throughout for seatboards, footboards and risers—full 
length—full width . . . one piece. 


Medart Telescopic Gym Seats Available In WALL ATTACHED... 
MOVABLE...HIGH ROW (UP TO 20 ROWS HIGH) AND RECESSED TYPES 


Write for descriptive literature ...send your 
plans for suggestions. 


SWEET’S FILE (ARCHITECTURAL) NO. 23g—3a and 23c—8a 


FMSO-1 


[FRED [ JEDART PRODUCTS, INC. 


3540 DEKALB ST. ST. LOUIS 18, MO. 


Leadership for over 75 years in School Equipment 
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A complete line of 
Basketball Back- 
stops both stand- 
ord and special 
designs “tailored” 
fo meet any struc- 
tural condition. 
Write for descrip- 
live literature. 
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ш 
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The very latest 
design in Basket- 
ball and Football 
Scoreboards for 
spectator visibility. 
Write for descrip- 
tive literature. 
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ТНЕҮ* “BOOTED OUT” 
№, 7SALAMANDERS 


NN 


jer INSTALLED DRAVO 
HEATERS 


L  /_ THEY SAVED 
#5/2°® nnm 


*Rosedale Foundry and Machine 
Company, Pittsburgh, Pa. 


Like many other metalworking plants, Rosedale, producers of Meehanite Metal 
castings, depended for years on salamanders for heating. Everyone assumed 
that any more modern method would cost too much, and probably couldn't heat 
the high-roofed, metal structure much better anyway. 

But no one was happy about the situation. Coke and labor were big cost items. 
Production was lost while men “thawed out". Air was smoky and sulphurous. 

So Rosedale investigated, and found (1) that Dravo Counterflo Heaters could 
do the job for LESS cost than salamanders, (2) that Dravo was already heating 
many similar structures with complete satisfaction, and (3) that Dravo Heaters 
would help clear up the polluted atmosphere. 

Result: four Dravo Counterflo Heaters were installed, eliminating 39 sala- 
manders. Yearly cost-reduction is $4372. Even 
with 25% annual amortization, this company is 
currently saving $500 a year. After four years 
the investment will be completely written off, 
and the entire saving will be velvet. The in- 
direct savings— improved production, greater 
employee comíort, elimination of coke fumes, 
and saving in floor space—are extra dividends. 
Everybody's happy about the heating now. 

No one can afford, today, to put up with old- 
fashioned, inadequate heating equipment—any 
more than to use old-fashioned production ma- 
chines. Let us review your heating problems, 
and provide you with some specific examples of 
the savings Dravo Counterflo Heaters are mak- 
ing for others—and that they can make for you. 
Consult your classified telephone directory for 
the name of the local representative—or write 
us direct. 


DRAVO 


CORPORATION 
DRAVO BUILDING, PITTSBURGH 22, PA. 


Sales Representatives in Principal Cities 


yf 


Mfd. and Sold in Canada by Marine Industries, Ltd., Sorel, Quebec 
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ever since УА adopted its own schedule 
18 months ago. Many builders have 
sought to comply with these rules to 
qualify for advance certification of 
reasonable value, but there have been 
instances of shoddy G.I. construction. 

Veterans now have assurance, under 
terms of the new law, that all G.T. loan 
houses started after the middle of June 
will have to conform to the Veterans 
Administration minimum standards. 
Under the Servicemen's Readjustment 
Act, the price paid for homes constructed 
with guaranteed loans cannot exceed 
the reasonable value as determined by a 
VA appraiser. 

At the same time, it was announced 
that Sec. 505a loans, the combination- 
type mortgages insured by FHA and 
guaranteed by VA, would be terminated 
on October 20, 1950. To bring about the 
orderly removal of these 505a’s from 
building operations, the veterans’ agency 
has set up a series of steps to be taken 
each month looking toward the termina- 
tion date. The National Association of 
Home Builders had warned that cutting 
off the benefits of the combination loan 
in the middle of the building season 
would have been “disastrous” to the 
home building industry. If these Sec. 
505a loans had been terminated com- 
pletely in June or July, as NAHB had 
expected them to be, volume of new 
starts would have dropped 50 per cent 
in the last half of 1950, the Association 
predicted. 

Now, Veterans Administration said it 
is effecting a gradual withdrawal of the 
combination loan benefits, giving full 
consideration to the interests of the 
home building industry. Home builders 
themselves would most probably give 
an argument against this VA stand, 
however. NAHB made it clear that it 
was advised of the recent drop (from 44 
to 414) of the percentage rate on FHA- 
insured mortgages, but not consulted 
in connection with the move. 


Hospital Programs 


In recent actions Congress has been 
bent on providing additional hospital 
space, both federal and non-federal, 
at a brisk pace in spite of efforts in 
certain quarters to retard the build- 
ing programs for economy and other 

(Continued on page 188) 
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_ No hazard here... 


‹ 
‹ 


4444244 


inside 


«t 


КЫРЖЫ; A FOR THOSE COMPANIES plagued with the hazards of volatile dust, the 
Frank Adam Electric Company has designed special light and power panel- 
hoards that provide dust-free performance, safety and dependability . .. regard- 
less of the external dust condition... because (à DUSTITE PANELBOARDS 
remain dust-free inside. 


= These @ DUSTITE PANELBOARDS seal out the hazards of dust by means 


Typical lighting panelboard illus- of dust-tight welded hubs for conduit outlets... welded box corners... 
trated above; typical power panel- external mounting brackets welded to back of cabinet... and a solid steel 
board in circle. front plate with gasket protection all around. 


Designed for use where car- The circuits are externally operated by a dust-tight mechanism of @ desiga, 


bon black, coal or coke dust, The handles operate through dust-tight bushings aad engage the regular 
grain dust and other dust con- handles on the circuit breakers inside the cabinet. ON and OFF positions are 
ditions are hazards indicated on the front of the cabinet. 

Approved by Underwriters’ And there's no reason to get inside the cabinet because all @ DUSTITE 
Laboratories, Inc., for Class II, PANELBOARDS are of the automatic circuit breaker type. which provide 
Groups E, F & G Hazardous protection without need for replacement of any parts. 

, 
Locations. Capacities 15 to 600 amps., 250 volts AC or DC, and 600 volts AC, mais 


lugs only, ог main circuit breakers. 


Avoid the bazards of dust ia your light aad power panelboards by making 


them (9 DUSTITE. 


Inquiries solicited . . . just address your nearest @ Repre- 
sentative (he’s listed in Sweet's) or write for Bulletin 302. 


Frank «(ат lectrice Co. 


ST. LOUIS 13, MISSOURI 


Makers af BUSDUCT • PANELBOARDS • SWITCHBOARDS • SERVICE 


EQUIPMENT * SAFETY SWITCHES • LOAD CENTERS • QUIKHETER 
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MMERRITT-CHAPMAN & SCOTT 


CORPORATION 


188 


Миге sign that 
your architectural plans 
are In 


competent building hands! 


Construction by Merritt-Chapman & Scott—a sure sign that 
your assignment, /arge or small, is safely entrusted to an 
organization with extensive experience in every building 
field . . . a nationally known construction concern possess- 
ing specialized facilities that make for maximum speed 
and economy. 

Construction by Merritt-Chapman & Scott—your assurance 
that full attention will be given to every detail, that the 
project will be completed as designed...and that the men 
of M-C &S will work in close harmony with you. A factual 
record of Merritt-Chapman & Scott's ability to solve the 
most challenging problems is contained in a new bro- 
chure. It will be sent gladly upon request. 


Founded in 1860... now in our 90th year 


GENERAL OFFICES 
17 Battery Place, New York 4, N. Y. 


BOSTON * CLEVELAND * NEW LONDON * PASADENA, TEXAS 
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reasons. First the House restored the 
full amount of federal aid for the U.S. 
Public Health Service hospital construc- 
tion program, voting the full $150 
million for the coming fiscal year that it 
had authorized in amending the Hill- 
Burton Act last fall. Then it rushed 
through the Rankin bill putting back 
into the Veterans Administration hos- 
pital building program the 24 new 
structures and expansion of 14 others 
that President Truman deleted over a 
year ago. 

Cost of the additional VA hospital 
construction would be $237 million, an 
amount already approved for appropria- 
tion. But in connection with this new 
legislation there was the big question 
mark concerning Presidential approval. 
It was argued by some that since the 
Chief Executive himself cut out the ad- 
ditional VA hospital work on advice of 
the Budget Bureau and the veterans' 
agency, he would not permit the Rankin 
bill to become law. The bill's author 
described it as a directive which the 
President could not ignore. At this 
writing, final approval was doubtful, 
however. 'The Senate had not yet acted. 

The increase in federal aid funds for 
the Hill-Burton Act construction was 
more understandable. Last year, in 
amending the law — the Federal Hos- 
pital Construction Act — to change the 
percentage formula governing federal 
and state project contributions, mem- 
bers of Congress then approved a doub- 
ling of the $75 million per year allotment 
of federal funds to states. This spring, 
however, the House Appropriations 
Committee, in one of its heavy economy 
moods, voted out the old figure of $75 
million for the coming fiscal year. The 
full House was quick to put the total 
up to the $150 million it had authorized, 
and there it stood as the measure went 
over to the Senate. 

Meanwhile, the national hospital 
program, under guidance of U.S. Public 
Health, had reached the total of 1145 
projects approved as of March 1. Final 
approval of federal funds from allot- 
ment for fiscal years 1951 and 1952 was 
deferred pending availability of the sum 
through the appropriations bill now 
being discussed. The March 1 data 
showed that total estimated cost of the 

(Continued on page 190) 
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Entrance Door Distinction 
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Use of impressive, large escutcheons is 
made possible by the Schlage “long backset"—a new 
and notable design factor for dramatic treatment 
of entrance doors. Extreme flexibility of placement is 
indicated by centering of the Schlage lock on the panel 
door illustrated. 

Schlage “long backset” locks are easy to install—have 
the dependable Schlage mechanism — proved by more 
than a quarter century in use. 


“Pantheon” Design, with 8" escutcheon— Do you have the new Schlage brochure illustrating "long 
may be placed 5" to 24" from the door backset" locks and designs? You may have your copy by 
edge with the Schlage “long backset.” requesting booklet No. AR-630. 


SCHLAGE 


SCHLAGE LOCK COMPANY 


Bayshore Blvd. Empire State Bldg. 
San Francisco New York 
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1145 projects now approved is $771,086,- 
906; the federal share being $259,856,041, 
and the states’ share $511,230,865. This 
much of the continuing program will 
add 55,435 hospital beds and 186 health 
centers to the nation’s facilities. 

As of March 1, there were in opera- 
tion 158 hospitals under this program 
costing $41,836,712 and containing 3662 


SAVE 
UP TO 


*5,000 


ON AIR 
CONDITIONING! 


PAT. NO. 2,297,928 
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beds. Complete health centers num- 
bered 44. Under construction were 574 
hospitals costing $427,112,905, contain- 
ing 30,754 beds; and 75 health centers. 
Initially approved and awaiting final 
confirmation were 413 projected hos- 
pitals to cost $302,137,289, and to fur- 
nish 21,019 additional beds; and 67 
more health centers. 


COMPLETELY PACKAGED 
AIR CONDITIONER 


UNIT 


EVAPORATIVE 
CONDENSERS 


AIR CONDITIONERS 
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Save water! Save space! Save 
installation time and money! 
Save operating costs! Yes, in- 
stall Governair and save from 
$50 to $200 for each ton of the 
completely packaged Governair 
unit designed to fit your needs! 


Experience proves Governair 
can save you up to $5,000 on 


= М 
GOVERNAIR 


a 50-ton Governair unit that 
gives greater dependability and 
more “engineered efficiency” 
than ever before! 


If you want the best—if you 
want the most economical and 
reliable air-conditioning unit on 
the market , . . CHOOSE 
GOVERNAIR and SAVE! 


BLAST COILS 
FOR HEATING 
& COOLING 


Shorts 


* [t is believed that the forthcoming 
FHA annual report, due to be published 
later this month, will show on the basis 
of FHA property valuation that cost of 
single-family homes with mortgages 
insured under Sec. 203 (of the National 
Housing Act) during the last half of 
1949 averaged $8507. The median valua- 
tion probably will show up slightly lower 
than this — around $8100, close to the 
average figure on existing homes in the 
same classification. FHA spokesmen 
said the annual report would carry a 
breakdown of these average valuations 
by the nine Census Bureau regions as 
well as for the U.S. as a whole, giving 
figures for both new and existing dwell- 
ings covered by insured mortgages. 
The percentage breakdown is being 
arranged on a 12-step scale with 
brackets of property valuation extending 
from less than $4000 to more than 
$16,000. 


* The final breakup in the fantastic 
three-year history of the Lustron Corp. 
was at hand. Attorneys for Reconstruc- 
tion Finance Corp., the government 
agency that loaned Lustron some $37.5 
million for production and sale of enamel- 
covered steel prefabricated houses, said 
a request for sale of the assets was being 
entered in federal court at Columbus, 
Ohio, home of the Lustron firm. Nego- 
tiations for an out-of-court settlement to 
continue operations had broken down. 
The sale, it was said, would be either by 
sealed bid or by auction. 


e Sen. Burnet Maybank, chairman of 
the Senate Banking Committee, threat- 
ened to sponsor legislation for $1 billion 
in direct government housing loans to 
veterans if private lending agencies 
continued to tighten up on such loans. 


e Applications for advance planning 
loans for preparing plans and specifica- 
tions on non-federal public works are 
coming into the General Services Ad- 
ministration in increasing numbers. 
Under the revived program applications 
now exceed $17 million in loans re- 
quested. The interest-free loans are 
made by GSA to states, cities and towns 
for planning billions of dollars worth of 
new construction. Under the former pro- 
gram, which lapsed July 1, 1947, over 
$50 million was advanced for design of 
public works estimated to cost $2.7 
billion in price levels then current. 
(Continued on page 194) 
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OAK RIDGE, TENN. ELEMENTARY SCHOOL 
ARCHITECT: SKIDMORE, OWINGS AND MERRILL 
CONTRACTOR: JOHN A. JOHNSON & SONS 


ave on INSTALLATION . 
SAVE ON MAINTENANCE 


with VAMPCO ALUMINUM 
INTERMEDIATE PROJECTED WINDOWS 


The architect for this Oak Ridge School was able to 
demonstrate an immediate saving as well as lasting 
economy when he specified all-aluminum windows. 

Designed with an aluminum subframe extruded 
integral with the outside frame of an intermediate 
projected window, each large panel was installed as 

a_perlectly-fitting single unit — simplifying erection 
and reducing calking. Windows arrived on the job 
with hardware attached at the factory — another 
substantial saving. 
Extra-heavy ventilator sections and side arms assure * 
weather-tight fit and smooth action for the life of the iS 
building. Costly painting and refinishing are elimi- — 
nated forever. Window maintenance is reduced to 
zero when you specify Vampco! 
Vampco's Engineering Department will supply 
prompt and complete information on Vampco inter- 
mediate and custom projected windows (with or 


LOOK TO without integral subframe). Drop us a line for details! 
VAMPCO 


F 
OR ALL rHese WINDO 


5 — IN LIFETIME д 
Um 


WRITE 
Dept. AR 6 


po our Engineering De 
H H partment for money- 
= == saving suggestions... 
Consult SWEET'S 
CASEMENT PICTURE BASEMENT INTERMEDIATE DOUBLE HUNG WINDOWS FOR PSYCHIATRIC COMBINATION for standard sizes and 
PROJECTED GLASS BLOCK CASE 


ee specifications. 
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TRADITIONALLY THE BEST IN BRASS 


From “Dorm” to “Gym” 


Ae el e etia 


1 
| SPEAKMAN Sentinel 
l Balanced Pressure Mixing Valve 
| ...easy-reading dial... 
| working parts renewable ; ` 
| from face of valve. pect ҮР arcing 
і Size 142" I. P. S. d 
| ; 
l 
5-1700 SPEAKMAN | 
Concealed Sentinel Shower. VA" I. P. S. | 
Many types available for concealed | 
or exposed installation. | 
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SPEAKMAN 
Si-Flo Flush Valve (K-9000-BSP) 


Compact . . . quiet operating. All wearing parts of 
the valve (except handle) are contained in a single 
piston unit—easily replaceable in less than 5 
minutes. Cuts installation costs. Adjustable con- 
nection between valve and stop of 3%” (+) or (—), 
34” overall, allows for slight variations in standard 
roughing-in of 434". For schools, hospitals, hotels, 
theatres . . . a type for every job. 


SPEAKMAN 
Self-Closing Metering Lavatory 


Fixtures . . . cut water-wasle tremen- 
dously . . . cut maintenance costs, too. 
Water volume may be regulated from 
a “dash” to 1% gallons per valve. 
Non-clogging—non-hammering re- 
newable unit. 


S In Ovr Eighty-First Year 


SHOWERS AND FIXTURES 
SPEAKMAN COMPANY, WILMINGTON, DELAWARE 
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SPEAKMAN 
ANYSTREAM Shower Head 


... Handsomely designed for smart 
appearance... easily installed... 
used in finest hotels, clubs, schools, 
institutions and homes in America. 
Integral ball joint... concealed vol- 
ume control. Can be equipped with 
Allen Set Screw to prevent vandal- 
ism. 25” I.P.S. female inlet. 


С ANYSTREAM SENTINEL! - 


You'll find the finest shower combination for schools, colleges and universities 
—whether in dormitories, fraternity houses, or in connection with athletic 


EEDLE SPRAY 


activities—is the Speakman Sentinel—consisting of the famous Anystream 
Shower Head and the Sentinel Balanced Pressure Mixing Valve. It's the shower 


. for | that meets with instant, all-round approval because it gives perfect bathing 
stimulation comfort, hot-water economy and remarkable ease of maintenance. 
РИ б ч ANYSTREAM Shower Heads 
RMAL SPRAY Vigorous, hard-playing young people are always enthusiastic about the satis- 

fying shower derived from the Anystream Self-Cleaning Shower Head. This 
for water-saving shower head won't clog . . . has no pin-point holes to stop up... 
relaxation gives bathers a choice of showers—normal, needle or flood. Durable and de- 
pendable, it makes possible as much as 50% lower water consumption. 
SENTINEL Balanced Pressure Mixing Valve 
OOD SPRAY The Speakman Sentinel Balanced Pressure Mixing Valve holds shower 
r no-splash temperatures steady despite water pressure fluctuations. The miraculous 
"n f-l-o-a-t-i-n-g piston in the valve works on water pressure alone. It prevents 
rinsing sudden surges of icy cold or steaming hot water that often cause injury. The 
раса S piston is easily removed for servicing without shutting down the water supply 
to the valve. 
EVER THIS! Speakman Showers and Fixtures are distributed nationally through wholesale 
— Ts plumbing supply dealers and contractors. From Si-Flo Flush Valves—the 

y Р valve that whispers— to Speakman Self-Closing Metering Lavatory Fixtures 

If-cleaning that cut water-waste, it pays to specify Speakman-— traditionally the best in 
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SPEAKMAN 


SHOWERS AND FIXTURES 
AKMAN COMPANY, WILMINGTON, DELAWARE 


Seejour 
CATALOG 


SWEET'S FILE 
ARCHITECTURAL 


See Sweet's Architectural File for condensed catalog or write directly. 
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‘ON THE CALENDAR 


Through July 16: Exhibition of entries 
to the International Competition for 
Low-Cost Furniture Design, Museum 
of Modern Art, New York, N. Y. 

June 12-15: 43rd Annual Convention, 
National Association of Building Own- 
ers, and Managers, Olympic Hotel, 
Seattle, Wash. 

June 26-30: 53rd Annual Meeting and 


(Continued from page 190) 


Ninth Exhibit of testing apparatus and 
related equipment, American Society for 
Testing Materials, Chalfonte-Haddon 
Hall, Atlantic City, N. J. 


OFFICE NOTES 


Offices Opened, Reopened 


* Dean M. Du Boff, Architect and En- 
gineer, has announced the opening of an 
office at 106 E. State St., Peoria, Ш. 


Slated 
for the 
Future 


with confidence 


PARTIAL LIST OF COLLEGES 
USING BUCKINGHAM SLATE 


College of William and Mary 
Duke University 
Florida A. & M. College 
Georgetown University 
Harvard School of Business 
Administration 
Radcliffe College 
Rutgers College 
United States Military Academy 
United States Naval Academy 
University of Alabama 
University of Georgia 
University of North Carolina 
University of Rochester 
University of South Carolina 
University of Virginia 
University of West Virginia 


WRITE for samples 


and literature 


1103 EAST MAIN STREET 
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BUCKINGHAM-VIRGIMIA SLATE CORP. 


THE YOUTH 


---endowed by our great American edu- 
cational system, faces a challenging future 
with confidence. 


THE BUCKINGHAM 
SLATE ROOF 


---endowed by the miracles of nature, gives 
permanent* protection to the beauty and 
usefulness of the architects creations and is 
specified throughout America with confidence. 


Ж Over 150 years on the roof 
without fading or decoy. 


HELPFUL FACTS ABOUT 

BUCKINGHAM SLATE 
by R. Notvest, Consulting Engineer, 
National Slate Assn. 1921-26 

... "has outstanding texture and toughness 

not equaled by any other slate in the U.S.” 

..."no fading under weather" --- ‘dignified 

blue-black color is permanent” 

In absorption test--"stands much higher than 

any other slate in the country” 

..."no dirty and unsightly rust streak through 

decomposition of iron pyrites" 

... "will withstand without cracking higher 

temperatures and sudden changes of the 

same better than any other slate in U.S." 

..."а permanent repairless roof of pleasing 

appearance" -- "the best roofing material 

available today". 


RICHMOND, VIRGINIA 


e Arthur D. Janssen, A.I.A., Architect, 
and William H. Daseking, Architect, 
Associate, announce the opening of 
their new offices at 1616 El Camino 
Real, Menlo Park, Calif. 


* Olsen and Olsen, Architects, announce 
the opening of their new office building, 
2437 Market St., Seattle, Wash. 


New Firms, Firm Changes 

• Max Alper, Architect, has announced 
admission to his firm as a partner of 
Zalman Alper. The firm, to be known as 
Alper and Alper, Architects, will con 
tinue the practice from offices at 8 
South Dearborn St., Chicago 3, Ill. 


e Following the recent death of J. C 
Berry of the firm of J. C. Berry and 
Howard Ensign, Architects, 312-B W. 
10th Ave., Amarillo, Tex., Mr. Ensign 
has announced that he will continue the 
practice at the same address under the 
name of M. Howard Ensign. 


• Marvin G. Probst, in affiliation with 
Graham, Anderson, Probst & White, 
announces the establishment of an office 
for the practice of architecture at Room 
772, 612 S. Flower St., Los Angeles 17, 
Calif. 


e Theodore Steinmeyer wishes to an- 
nounce that his firm name is Theodore 
Steinmeyer, Architect. About two-and- 
a-half years ago this firm was a partner- 
ship, but is now to be listed as the above. 
The address is 714 S. Kirkwood Rd., 
Kirkwood, Mo. 


* Rutherford L. Stinard, P.E., formerly 
in the New York City office of Trane 
Co., has opened his own office at 51 
E. 42nd St., New York, N. Y. 


New Addresses 


The following new addresses have 
been announced: 

Bernard J. Friedman, Architect, 18 
Broadway Village, Tucson, Ariz. 

Gaudreau and Gaudreau, Architects, 
Professional Bldg., 330 N. Charles St., 
Baltimore 1, Md. 

Gibbons & Heidtmann, Architects, 
211 E. 37th St., New York 16, N. Y. 

Daniel Laitin, Architect, 200 E. 37th 
St., New York 16, N. Y. 

Vincent Rother, Architects, 1115 
Sherbrooke St. W., Montreal, Que. 

(Continued on page 196) 
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For crack control in concrete ground slabs 


In the Continental Can Company's new plant at Pittsburgh, Pa., acres and acres of 
concrete flooring were laid on the ground. These slabs will be subjected to pon- 
derous loads of machinery, to the customary heavy traffic encountered in indus- 
trial plants. They are laid on a tamped subgrade and, as further insurance against 
excessive cracking, are reinforced with American Welded Wire Fabric. 


Architects and construction 
engineers have long recog- 
nized the need for distrib- 
uted reinforcement in con- 
crete slabs which rest on the 
ground. That is why so many of them 
specify American Welded Wire Fabric 
for concrete factory floors, driveways, 
sidewalks, etc. 

Closely and accurately spaced, the 
many high tensile strength steel mem- 
bers of American Welded Wire Fabric 
fortify all parts of the slab. They min- 
imize the effect of crack-causing 
stresses and strains, such as the impact 
of superimposed loads, friction with 
the subgrade during expansion and 
contraction of the slab, and unequal 
loading caused by unevenness of the 
sub-grade. 

The world’s most widely used re- 
inforcement for concrete, American 
Welded Wire Fabric, has proved— 
during years of practical use and in 
sample slabs tested to destruction—to 
be definitely superior to other types 
of reinforcement. American Welded 
Wire Fabric is easily handled, quickly 
laid, so it helps you reduce material 
cost and construction time. 

U-S-S American Welded Wire Fab- 
ric is available in every locality from 
jobbers’ and dealers’ stocks—supple- 
mented by prompt mill shipment to 
identified projects. 

When you are planning any kind 
of concrete construction, our technical 
staff will be glad to supply complete 
data on specific designs and standard 
styles of fabric. Literature containing 
valuable information is also available. 
Write to our nearest sales office today, 
you incur no obligation. 


AMERICAN STEEL & WIRE COMPANY, 
GENERAL OFFICES: CLEVELAND, OHIO 


COLUMBIA STEEL COMPANY, SAN FRANCISCO 
PACIFIC COAST DISTRIBUTORS 


TENNESSEE COAL, IRON & RAILROAD COMPANY, BIRMINGHAM 
SOUTHERN DISTRIBUTORS 


UNITED STATES STEEL EXPORT COMPANY, NEW YORK 
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reinforcement 
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Irving W. Rutherford, Architect and 
Engineer, 49 Garden St., Hartford, 
Conn. 


AT THE COLLEGES 


Yale Plans Addition to 
Art Gallery Building 


Philip L. Goodwin, Architect, has 
drawn plans for a new three-story wing 


(Continued from page 194) 


to occupy half a city block as an addition 
to Yale University’s present Art Gallery 
building. 

Disclosure of Yale’s intention at an 
undisclosed time in the future to extend 
the Art Gallery was made in an article 
in the Yale Alumni Magazine. 

The new wing, which is expected to 
cost about $2 million, will be built on a 
site now occupied by classrooms of the 
School of Fine Arts and some commercial 


NUTONE’S VENTILATING FANS GIVE... 


Air Delivery 


reater 


T LOWEST COST! 


Housewives love the re- 
movable center grille. 
(U. S. Patents pendi 


gnn peines ias y 
ve years. on 
8” Medel—1 year guarantee. 


U. S. Design 
and Mechanical 
Patents. Pending 


Bright chrome finish grille and 
boked enamel inside and ош. 


Engineered for quiet, effective 


eperation, 


ing.) 


uaranteed 
" Models) 


By actual wind tunnel test, NuTone Venti- 

lators deliver more C.F.M. than com- 

petitive models in same price bracket. 

Send for complete specifications, 

А.А. FILE NO. 30-D-1; 31-H-5. 

NUTONE, INC. Dept. AR-5, 
Cincinnati 27, Ohio. 


Designed for perfect blending 


with any interior. 
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firms. All the land is owned by Yale, and 
about half the necessary funds for the 
construction already have been raised. 

The exterior of the wing will be of 
brick and will blend in design with Jona- 
than Edwards College, adjacent to the 
School of Fine Arts, and the present Art 
Gallery building. 

The new wing will triple facilities for 
art collections, special exhibitions, teach- 
ing studios and shop space. 


Columbia Arts Center 
Planning Group Forms 


A committee representing several 
fields of art and headed by Richard 
Rodgers, composer and producer, has 
been formed to develop plans for a new 
Arts Center at Columbia University, 
Dean Leopold Arnaud of the School of 
Architecture has announced. 

The committee is composed of Eli 
Jacques Kahn, architect, who will direct 
activities in his area; Henry Allen Moe, 
director of the John Simon Guggenheim 
Memorial Foundation, who will head 
development of plans in painting and 
sculpture; Alfred de Liagre, Jr., pro- 
ducer, who will lead the work in the 
theater field; and Lawrence Tibbett, 
concert and opera star, whose field will 
be music. 

Working with this group will be a 
Columbia faculty committee comprising 
Dean Arnaud in architecture and Pro- 
fessars Peppino Mangravite, painting 
and sculpture; Oscar James Campbell, 
theater; and Douglas Moore, music. 

The Arts Center, envisioned as a 
great gathering place for students and 
practitioners of the creative arts, is 
expected when completed to house three 
schools of Columbia University — Ar- 
chitecture, Painting and Sculpture, and 
Dramatic Arts. It will house also the 
Department of Music and probably the 


‚ Department of Fine Arts and Archaeol- 


ogy. It will include a small theater for 
workshop purposes, a large theater, an 
exhibition gallery and the libraries of 
the schools it contains. 

A tentative location has been selected 
on the Morningside Heights campus on 
the east side of Amsterdam Avenue, 
between 116th and 117th streets. 


Germans at North Carolina 
For City Planning Courses 


Twelve German city planning trainees 
have arrived at the University of North 
Carolina for a four-month course under 
the direction of the Department of City 
and Regional Planning. 

(Continued on page 198) 
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NATIONAL 


ELECTRIC... 
wo TYPES у К able 


for conduit, raceway or open wiring in boiler rooms, steel 
mills, power plants, steam tunnels and factories where heat, 
moisture, corrosive fumes, oil and fire hazards are present. 


Recommended Sizes 18 AWG to 1,000 MCM. 600- 

volt to 8000-volt ratings. Maximum 
operating temperatures up to 110° 
C. (230° F.) for 600-volt wire; up to 
100? C. (212° F.) for 5000-volt wire. 


crane and engine compartment wiring, electric furnace 


Recommended for motor connections, Sizes 18 AWG to 1,000 MCM. 300- 

volt and 600-volt ratings. Maximum 
operating temperatures up to 200? 
C. (392° F.) for 300-volt wire and 


leads and other open wired, high temperature installations 
in dry locations. 125°C. (257°F.) for 600-volt wire. 


National Electric 


PROECOCTS CORPOOCGA'TION 


Write for your copy of the new catalog “NEasbestus 
Wire for Hot Spots.” It will give you detailed in- 
formation on sizes, ratings and recommended uses. 


NATIONAL 


ELECTAIS PROOUCTS 
| ете 
(Тї il 


ШӘ 
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1327 CHAMBER OF COMMERCE BLDG., PITTSBURGH 19, РА. 
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Architects Are Saying: PERMACLAD 


Brings New Beauty to Buildings 
Opens New Opportunities For Architectural Design 


PERMACLAD 


STAINLESS CLAD STEEL 


Architects, Designers and Builders who want glistening beauty and corrosion 
resistance at lower cost, specify Permaclad, Stainless Clad Steel. They know 
that with Permaclad you can design truly modern building facades, doorways, 
panels, interiors and shower stalls that look expensive, yet actually are com- 
paratively low in cost. Best of all, with Permaclad they're good for the life of 
the building. 

Reason: Permaclad (an entirely new and different product) combines the 
surface characteristics of Stainless Clad Steel with the easy forming qualities 
of mild steel. The stainless layer is usually 10% or 20% of the total thickness 
of the sheet but the percentage of cladding can be increased or decreased 
if required. It can be polished to о mirror-bright finish, it's easily formed or deep 
drawn, it’s truly corrosion resistant and it's low in cost. 

It will pay you to get complete information about 
Permaclad now. Write today or use the coupon 
below and: we'll send you a free copy of our 
new 8-page folder. No obligation of course. 


A ^ the Finer N 

. The Finish • The 

X Finer The Product — | 
For The Е Finish 


PERMAELAD ‘PERMACLAD 


4 STAINLESS CLAD STEEL 
~ A Product of ALAN WOOD STEEL COMPANY 


Dept. P20 Conshohocken, Pa. 
E 4 Gentlemen: Please send me more information anid. a Free Copy of your 8-page 
е | Permaclad Folder. 
i Name. Title 
е Company. 
State. 


. City. 
1 Other Products: A.W. ALGRIP ABRASIVE Floor Plate e A.W. SUPER-DIAMOND Floor Plate 
Billets e Plates e Sheets * Strip * (Alloy and Special Grades) 
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The training is part of the U.S. State 
Department's reorientation program, 
under which selected specialists in va- 
rious fields are brought to the United 
States to observe how their chosen 
fields function in a democracy. 

The visiting trainees, all between the 
ages of 26 and 40 and all college gradu- 
ates, come from Munich, Stuttgart, 
Karlsruhe and Frankfort. During their 
stay at Chapel Hill, the Germans are 
receiving orientation in American gov- 
ernment before entering one quarter’s 
work of courses in City Planning. 

At the end of the Spring quarter, the 
trainees will tour the Tennessee Valley 
Authority and other centers of planning 
activity throughout the country. 


Foundry Group Establishes 
$5000 Scholarship Fund 


Ohio State University has received a 
gift of $5000 from the Foundry Educa- 
tional Foundation to be used for scholar- 
ships for upper class engineering stu- 
dents who plan to enter the foundry 
industry. 

Prof. Paul N. Lehoczky, chairman of 
the department of industrial engineering 
in which foundry training is given, has 
revealed that the grant will provide 17 
students next year with scholarships of 
about $300 each. It is expected that the 
same amount of money will be made 
available by the Foundation for several 
years to come. 

The Foundry Educational Founda- 
tion is a national body originated 
through the efforts of Ohio foundrymen 
and supported by voluntary contribu- 
tions of foundries and allied industries. 
Scholarships similar to those at Ohio 
State have been established by the 
Foundation at 11 colleges of engineering 
in the United States. 


Kent State University Host 
To Architectural Symposium 


John Shear, head of the Department 
of Architecture at Carnegie Institute of 
Technology, and Dr. Serge Chermayeff, 
president of the Institute of Design, 
Illinois Institute of Technology, were 
among the speakers at an architectural 
symposium held May 3 at Kent State 
University, Kent, Ohio. 

The symposium, in which practicing 
architects also participated, was ar- 
ranged as part of the university's effort 

(Continued on page 200) 
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How simple сап it get?... the answer is in 


“The doorway that has everything!” 


ARCHITECTS AND BUILDERS agree that, in its simplicity of installation, 
freedom from time-consuming calculations, and savings in setting, 
fitting and assembly labor, the new Pittsburgh Doorway leaves no- 
thing to be desired. In fact, all you do is specify the style number and 
size of frame you need for the particular job (twelve standard, and 
four free-standing, designs are available to fill almost any require- 
ment). It comes to you as a complete "package"—including moldings 
for transom glass, supports for sidelights, strikes for locks, sockets for 
bolts, Pittco Checking Floor Hinge. You just unpack the frame, bolt 
it into the building opening and hang the Herculite Doors, for whose 
massive strength the frames have been especially engineered. Why 
not send for complete details on Pittsburgh Doorways? The coupon 
below will bring them to you. 


o ALL SET! 


Factory-built frame reaches job in one "package," ready 
for bolting into building opening. No worries about 
setting and fitting; no time-consuming 


calculations. 


ө 


PRECISION- 
BUILT. 


Special checking gauges are 
used by expert craftsmen 
to assure accuracy of all di- 
mensions. Frame is built 
of special shapes and heavy 
extruded aluminum, rein- 
forced with structural steel. 


"Architect: 
` Horace, Coy, 
` Toledo, Ohio. 


SSSSERN- Е 
sssuaumai 


e UNIQUE, COMPACT, EFFICIENT. 


Pittco Checking Floor Hinge is a marvel of engineering. 
Only 614” x 614”, it has positive doorspeed control, 
separate checking control, built-in hold-open feature. 
It’s sealed in oil for life. 


Pittsburgh Plate Glass Company 
2120-0 Grant Building, Pittsburgh 19, Pa. 


Without obligation on my part, please send 


r 
| | 
| | 
| | 

1 | me a FREE copy of your booklet on Pittsburgh l 
| Doorways. | 
tutto burg | | 
| Мате | 
| 
| 
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What causes putty 
to crack and peel? 


... perhaps you have wondered why glazing can often 
cause trouble even when you have carefully specified the 
proper materials . . . It may check, crack or peel soon after 
installation. Well, here is our answer taken from our 82 
‘| years of experience in the manufacture of putty and 
compounds . . . experience borne out in extensive tests in 
the Dicks-Pontius testing laboratory. 


ANSWER: If putty checks, cracks or peels there may be one or several causes. 
Many possible causes ought to be checked. 


First, of course, the job requirements should be checked again to be sure the 
original specification is correct and to be sure that any extreme conditions have 
been taken into consideration. 


Second, the sash should be checked for dirt or excessive moisture conditions. 
Clips should have been properly installed. Thinners should have been avoided 
and the putty mixed with all the oil that may have separated in the drum. Sash 
should have been free from jarring and excessive handling until putty had set. 
Conditions of extreme condensation and moisture during below freezing 
weather especially should have been avoided. 


Third, whether metal or wood, the sash should be painted after proper glazing 
to prevent excessive drying out and to avoid cracking or peeling, Unprimed 
wood sash naturally should take special primeless grade putty to prevent 
trouble. While putty forms a natural film which protects against the elements, 
it takes paint to seal properly, We recommend painting after putty has set 
about 14 days. Paint should be brought above the putty line to provide proper 
seal. If putty is properly mixed and applied it will give years of service. 


CHECK THE ABOVE VITAL GLAZING DETAILS 
WHEN YOU SPECIFY AND ALWAYS PLAY SAFE 


DEMAND D-P BRANDS Ф NO. 1012 ALUMINUM GRAY GLAZING 


COMPOUND 

@ D-P INDUSTRIAL TYPES OF GLAZ- 
ING COMPOUNDS FOR STEEL OR 
WOOD SASH 

@ COMPLETE LINE OF PUTTIES FOR 
WOOD AND METAL SASH FED 
SPECS. AND SPECIAL USE 

@ CAULKING COMPOUND 

@ WHITE WONDER GENERAL PURPOSE 

TILE CEMENT 


Write today for 


the new D-P Catalog 


The DICKS-PONTIUS Co. 


Makers of Quality Putty Products Since 1867 
DAYTON, OHIO e Alexandria, Va. e Atlanta, Ga. 
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to integrate its growing program in 
architecture with the other arts and 
sciences in the curriculum and to offer 
greater service to the profession of archi- 
tecture in its area. 

In his discussion at a stimulating 
morning session, Dr. Chermayeff dis- 
cussed the influence of the industrial 
process on the form and function of 
human shelter; the present-day lack of 
design standards relative to the form of 
the objects we produce; the wide divi- 
sion between “art” and "function" in 
the visual field about us; and efforts to 
solve these divisions. 

Reviewing the current form of archi- 
tectural training at Carnegie Tech, Mr. 
Shear stressed the importance of the 
eight-week projects conducted by com- 
bining the several instructors in various 
allied fields into a team so that students 
benefit from lectures and criticism cover- 
ing all facets of the subject under study. 
William B. Huff, architect, of Akron, 
chairman of the afternoon session, in- 
troduced Mr. Shear. 

J. Byers Hays, Cleveland architect, 
urged the need for fuller acceptance by 
practicing architects of community re- 
sponsibility, especially in the area of city 
planning. His talk included a description 
of the architect's role in this country 
over the past half century. 

The responsibilities carried by the 
architect in a major industrial design 
and building firm were outlined by Chief 
Engineer R. F. Graef of the H. K. Fer- 
guson Co. of Cleveland, who discussed 
salient differences in procedures desira- 
ble for private architectural offices and 
firms like his own. 

Architect Robert A. Little of Cleve- 
land, in the major talk of the evening 
session, emphasized the need for close 
collaboration between client and archi- 
tect. 

A review of current work in architec- 
ture at Kent State University was on 
display, along with two collaborative 
design problems. 


Gift Provides Murals for 
Harvard Graduate Commons 


Three mural designs for Harvard’s 
new Graduate Commons will be done by 
Jean Miro, Herbert Bayer and Hans 
Arp, thanks to an anonymous gift. The 
Commons is part of the new graduate 
dormitory center designed by The 
Architects Collaborative. 

(Continued on page 204) 
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WITH THE PANELS integrally colored f 


ИНИНИ 


No paint to wear off, 
chip, or peel... 


A totally new and important feature has 
been combined with the basic advan- 
tage of flexibility in J-M Movable Wall 
construction. 

Johns-Manville scientists have per- 
fected a process for introducing inor- 
ganic pigments throughout the asbestos 
panels used in J-M Movable Walls. 

As a result, these beautifully-textured, 
fireproof panels are now *'integrally col- 
ored" at the factory. That of course 
means the color is not a painted or 
baked-on surface coating; it is an in- 


. 4 Johns-Manville 
\ [ 


trinsic part of the structural material— 
goes all the way through each panel. 


With no paint to wear off, chip, or 
peel, your walls will have that ‘“‘first-day 
newness" every day for years and years 
to come! 

By eliminating the cost of periodic 
painting and decorative treatment, the 
new Transitone Movable Walls will 
help you to meet your wall-and-partition 
requirements есопотїсайу. 

Transitone panels are hung on steel 
studs, forming a 4" double-faced parti- 
tion. Also used as interior finish for the 
outside walls. Lighter than ever, they are 
readily installed or re-located. For 
details or an estimate, write Johns- 
Manville, Box 290, New York 16, N. Y. 


JOHNS-MANVILLE 


JM 


PRODUCTS 


COPYRIGHT 1030. THE CONDE MAST PUBLICATIONS INC. 


More than meets the eye... 


You’ve no idea how much more goes into the owner-built house! 
A storage wall, the master stroke of a double-duty room used as a study-bedroom. 
Owner-builders design their houses to fit their individual pattern of living. 
Like clothes made-to-order, shoes custom-made...blueprints are tailored to include the important "extras" 
that mean more profits for you. Reach these people through House & Garden... 
their guide to better building, your guide to better business. Reach them because 
they know specifically what they want... and have the power to specify your product. 


House & Garden 


... for the owner-builder market 
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for the Architect 

about to recommend 

A SCHOOL TIME AND 
PROGRAM SYSTEM 


SECOND, let's examine the features: 


The installation consists of a Master Clock — Program 
Controller with Secondary Clocks and Buzzers in class- 
rooms (bells elsewhere). In order to function smoothly 
the system should have these advantages: 


Master Clock-Program Controller must be “оп time" 
together at all times. In the STANDARD System they 
are one and the same mechanism, geared together. 
They can never get “out of step.” 


Master Clock and Secondary Clocks must also reveal 
exactly the same time. 

In the STANDARD System there is only one syn- 
chronous motor — a heavy-duty, slow speed, precision- 
built unit located in the Master Clock. Secondary 
Clocks have no motors, electrical contacts, tubes or 
other complicated parts — require no cleaning, oiling, 
adjustment or renewal. 

Other synchronous systems have one or two motors 
in each secondary clock and 1, 2 or 3 motors in the 
control unit where the failure of one disarranges the 
entire system. 


The Master Clock-Program Controller should keep 
running during current interruptions, so that when 
current is resumed the signals will sound on time. 

In STANDARD Systems this is accomplished with- 
out a catching-up-to-time period — and without the 
use of batteries which require frequent attention or 
renewal. 


Each Secondary Clock should reset itself automat- 
ically after current failure. 

In STANDARD Systems each clock has a 25- 
minute corrective range (slow or fast) and the reset 
feature functions in two seconds, silently. In certain 
other systems the Secondary Clocks must be reset in 
groups. 


The Program Controller should cover all the pro- 
gramming needs of the entire school. This means 
complete service with periods down to the minute, and 
silence during nights, weekends, etc. 

Furthermore, it must be so simple that anyone can 
set up a program in a few minutes, and change sched- 
ules at a moment’s notice. 

STANDARD employs a special paper tape, marked 
in minutes and hours, and punched by the Principal 
according to the schedule desired. Spare tapes, with 
different schedules, can be installed in a few seconds 
when necessary. The tapes will last 15 years or long- 
er, and are free. 
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IMPORTANT CONSIDERATIONS 


FIRST, let’s define the function: 


A School Time and Program System has two primary 
functions: (1) to give the correct time in each class- 
room, and (2) to sound signals at pre-determined 
intervals. It must work automatically 5 days a 
week (often longer), in buildings jam-packed with 
kids and staffed by teachers and a principal who 
have neither the time nor the inclination to fuss 
with complicated gadgets. 


Other systems employing lugs, pins, cams, etc., are 
not only difficult to set up, but are subject to failure 
when pins drop out or break off. 


For best performance and long-range economy, en- 
gineers agree that the wiring system for a clock and 
program service should be kept separate from light 
and power lines. 


The system should be backed by years of dependable 
operation in schools under all conditions. 

STANDARD can produce ample evidence of de- 
pendable performance in case histories running back 
to the turn of the century. 


We shall be pleased to send you our new Bul- 
letin No. 178, and to provide you with names 
of satisfied users to whom you may refer. 
Perhaps we can also assist you in preparing 
specifications for your time and program 
system. Please get in touch with us. 


STANDARD ELECTRIC TIME COMPANY 


sTANDARD 


25 Branch Offices 
81 Logan Street Springfield, Massachusetts 


203 


NEW HUNTER 


PACKAGE ATTIC FANS 


The new Hunter Package Attic Fan is a 
complete home-cooling system—low in 
initial cost; economical to operate; de- 
signed for fast, inexpensive installation. 
No other small investment gives home- 
owners so much comfort and pleasure. 


Easy to Install: Delivered on the job as 
a compact unit, complete with ceiling 
shutter and modern metal trim, the Pack- 
age Fan is quickly installed in rough 


Send copy of *How to Cool for Comfort” to: 


COOL COMFORT 


For Hot Summer Months 


ceiling opening. No suction-box to build; 
no accessories needed. Requires only 18” 
attic clearance, fits any standard hallway. 


Performance Guaranteed: Quiet, trouble- 
free operation is assured by Hunter’s 64 
years’ experience in manufacturing fans 
exclusively. Available in capacities from 
4750 to 9500 CFM, with air delivery rat- 
ings certified. Fan guaranteed 5 years; 
motor and shutter, 1 year. 


Hunter 
PACKAGE ATTIC FANS 


eeereeeereerese ee es esse еэ өө эе еэ ө э ө оо о е 


MAIL FOR FAN MANUAL 


Hunter Fan and Ventilating Company 
396 S. Front Street, Memphis, Tenn. 
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Design Presentation Is 
Reenacted for Students 


Columbia University student associ- 
ate members of the New York Chapter 
of the American Institute of Architects 
had a chance recently to learn some- 
thing about a very practical aspect of 
architectural practice. 

Gannett Herwig, associate member of 
the firm of Alfred Hopkins & Associates, 
reenacted the presentation to a client 
of an actual design recently completed 
by his firm. 

The program was designed to show 
the students what is involved in pre- 
senting and describing a project to the 
layman, and how to explain the archi- 
tect's philosophy in his approach to a 
design problem. 

The meeting was the first of a pro- 
posed series of meetings, forums and 
discussions. 

Student associate membership in the 
New York Chapter is an innovation 
intended to help the student toward 
proper orientation into the practical 
side of the profession. Membership is 
open to any student of architecture 
studying or living, or working part- 
time, in New York City, who has com- 
pleted one year of architectural school. 


Patent Classification Index 
Is Completed at Ohio State 

Completion of a new Patent Classifi- 
cation Index in the A. F. Davis Welding 
Library has been announced by the 
Department of Welding Engineering at 
Ohio State University. 

The index is designed to make infor- 
mation on more than 12,000 U. S. 
patents on welding more easily avail- 
able. Each patent in the library is classi- 
fied or indexed in several different ways 
— by process, material product, use, 
inventor's name, date of issue, etc., on 
a single keysort card. These cards are 
sorted mechanically, and in very little 
time the numbers of patents pertaining 
to a given field may be determined. 

Services are free of charge to those 
who make use of the index system in 
person, but modest charges to defray 
clerical expense will be made for in- 
quiries handled by mail. 


Special Courses 


• A teacher training seminar in design 
will be held at the summer session of the 
(Continued on page 206) 
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TWO ”\ 
CLIMATES *. 
...IWO 
WEBSTER 
SYSTEMS 


In San Francisco: 
"Short-Hour" Heating with Steam 


Pictured at left is Parkmerced, the great housing 
development of Metropolitan Life Insurance 
Company. Shown graphically is a San Francisco 
winter day with temperature below 70? in the 
morning and evening and above 70? at midday. 


In designing a Webster Vacuum Steam Heating 
System for Parkmerced, Consulting Engineer 
Thomas B. Hunter knew from experience that 
San Francisco buildings are best served and most 
economically served by what is known as "short 
hour" heating, with steam either full on or off 
entirely. 


Knowing too that this type of operation demands 
the best in radiator valves and traps and vacuum 
pumps, Engineer Hunter approved the selection 
of Webster Sylphon Packless Valves, Webster 
Sylphon Traps and Nash Vacuum Pumps. 


In New York City: 
Continuous Heating with Steam 


Pictured at right is Lillian Wald Houses of the 
New York City Housing Authority in downtown 
Manhattan. It is one of eight projects of this 
Authority, all equipped with Webster Moderator 
Systems furnished under a uniform specification 
which is the result of long study by the Authority 
and its numerous consulting engineers.* 


Look at the temperatures for this New York 
winter day. Heat is needed all day with the 
amount of heat varying from 44% of maximum 
down to 14%. What is necessary—and provided 
by the “controlled-by-the-Weather” Webster 
Moderator System—is continuous heating with 
variation in the rate of heating to meet the 
changing demand. 


"LILLIAN WALD-Sullivan A. S. Patorno; WOODSIDE-Meyer, 
Strong & Jones; ALBANY—Fellheimer, Wagner & Vollmer, Archi- 
tects and Engineers; SOUTH BEACH-V. L. Folotico Associates; 
TODT HILL—E. V. Marquis; BRONX RIVER-Sullivan A. S. 
Patorno; DYCKMAN-Sullivan A. S. Patorno; FARRAGUT—Paul 
Wunderlich. 


Whether it is a Webster Vacuum System for San 
Francisco or a Webster Moderator System for 
New York, each room occupant can make a 
positive heat shut-off with a Webster Radiator 
Valve—a prime necessity in large, multiple-unit 
housing. 

Address Dept. AR-6 


WARREN WEBSTER & COMPANY, Camden 5, New Jersey 
Est. 1888. Representatives in Principal U. S. Cities 
In Canada, Darling Brothers, Ltd., Montreal 
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Wherever you are—whatever your climate and 
heating requirements—there is a Webster System 
to fit your needs, and you are almost sure to 
find a long-resident Consulting Engineer in your 
community who knows your climatic require- 
ments and knows from experience how well 
Webster equipment can serve you. 


CU оез бел. 


HEATING 
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The Empire State Building towers 1,499 feet into the 


sky with 3,220 miles of telephone and telegraph wires. 


Elevators travel 1,000 feet per minute! 


Just as the Empire State is “second to none” 
among buildings, so are Hood flooring products 
acclaimed among leading architects, designers 
and contractors. Because of this, flooring spec- 
ifications for jobs of all types have read “Hood 
or equal” for more than 25 years. 


And this reputation is well-earned. A glance 
below will show you the variety of products 
Hood offers ... products that provide the 
answer for every flooring problem. When you 


specify any of these, you can be assured that 
the combination of Hood manufacturing skill 
and B. F. Goodrich's fame as "First in Rubber" 
means longer life, an unlimited variety of dec- 
orative patterns, comfort, quiet and vital econ- 
omy through ease of maintenance . . . all 
essential qualities so important to your clients. 


Write today for catalog, color charts and other 
details about Flooring products . . . "Second 
to none." 


RUBBER TILE and OTHER FLOORING PRODUCTS 


HOOD RUBBER TILE 
Standard of quality in 23 
beautiful colors. 


RUBBER COVE BASE 
Jet black and 4 brilliont 
plain colors. 


*A NEW 


HOOD 
HOOD ASPHALT TILE 
25 colors, for surface or 
below- grade areas. 


PRODUCT 


Of vinyl resins — resilient — 
durable — grease resistant 
— colorful — for on and 
below-grade areas and' 
suspended floors— now 
under sales development. 


—"' ARRAFLOR ” 


"ARRAZIN “ CARPET 
Vinyl plastic carpeting, embossed 
broodioom effect surface, cellular 
rubber base, i 


TWO GREAT NAMES 
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WATERTOWN, MASS. 


“AIR PATH” RUBBER TILE 


In 8 colors, with 
cellular rubber back. 


TWO GREAT TILES 
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Institute of Design of Illinois Institute 
of Technology June 26-August 4. 

The summer curriculum will represent 
an intensified six-week study of the In- 
stitute of Design's Foundation Course, 
which may be applied at the high school 
and college level as preparation for ad- 
vanced study of architecture, industrial 
design, advertising and display, photog- 
raphy and film, painting and sculpture. 

The course is open to professional 
educators or prospective teachers who 
have college, technical or art school 
degrees and to artists and designers 
with degree or completion certificate 
from a recognized school. 

Applications should be addressed to: 
Barbara Chermayeff, admission coun- 
selor, Bulletin of Illinois Institute of 
Technology, Institute of Design, 632 
N. Dearborn St., Chicago 10, Ill. 


* Lehigh University, in cooperation 
with the Society of Industrial Designers, 
will present the second Product Design 
Seminar June 26-July 21 on the uni- 
versity campus at Bethlehem, Pa. 

Nationally known leaders in the field 
of product design will participate in 
the seminar, as will members of the 
Lehigh faculty. 

The special purpose of the seminar is 
to analyze the problems of product de- 
sign and to give the attending delegates 
a review of current solutions to each 
problem. 

Plans for the seminar are being made 
by a committee which includes Harold 
Van Doren and Raymond Spilman of 
the Society of Industrial Designers: 
Philip McConnell, executive secretary of 
the Society of Industrial Designers; 
Thomas T. Holme, Robert F. Herrick 
and Einar M. Ramberg, all of Lehigh. 

Applications should be addressed to: 
Mr. E. M. Ramburg, Product Design 
Seminar, Lehigh University, Bethlehem, 
Pa. 


• The 12th annual Fall Conference on 
City and Regional Planning has been 
scheduled by the Department of City 
and Regional Planning at the Massa- 
chusetts Institute of Technology for 
September 5 through 15. 

The conference, which will be held 
in morning and afternoon seminar ses- 
sions, will be open to qualified profes- 

Pa (Continued on page 208) 
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ease of installation 
permanence 


2 good reasons 


why you should plan for rubber- 
covered building wire made with 


ж 
FIBERGLAS 


Won’t rot 


Won’t burn 
Won’t absorb moisture 
Have great tensile strength 
Permit production of wire with thinner textile 
covering that pulls through conduits easily 
*Fiberglas is the trade-mark (Reg. U. S. Pat. Off.) of Owens-Corning 


Fiberglas Corporation for a variety of products made of or with 
glass fibers. 


OWENS-CORNING 


inci) 


OWENS-CORNING FIBERGLAS CORP., Electrical Sales Division 
16 East 56th Street, New York 22, N. Y. 


FIBERGLAS IS IN YOUR LIFE...FOR GOOD! 


“Wigglesworth certainly has developed 
confidence since he’s been working on this 
slip-resistant 4-Way Safety Plate." 


For greater safety under foot, 


in your plant and on your products 


Inland 4-Way - 
Safety Plate - 
ety Flate - 


а 


Мы Мы мы 


Long Life 


Firesafe 


Adds Strength 
New Bulletin with New 

“ Ideas — Just Out! Bulletin 
ef Fl. Complete engineering 
ы he INLAND STEEL COMPANY, Dept., AR60 and application data. 
D uf 38 So. Dearborn St., Chicago 3, III. Send for it! 
T ы Sales Offices: Chicago, Davenport, Detroit, 
b^ : Indianapolis, Kansas City, Milwaukee, New 

e York, St. Lovis and St. Paul. STOCKED BY LEADING STEEL WAREHOUSES 
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sionals and others interested in the 
technical aspects of planning. 

The curricula will include housing, 
zoning, the master plan, subdivision 
control, traffic, recreation and, with 
special emphasis, urban redevelopment, 
in reference to the Housing Act of 1949. 

Frederick J. Adams will direct the 
conference, assisted by Flavel Shurtleff 
and other members of the M.I.T. staff. 
The registration fee will be $50, and ac- 
commodations can be arranged in M.I.T. 
dormitories. 

Applications should be sent to Prof. 
Frederick J. Adams, Room 7-333, 
M.I.T., Cambridge 39, Mass. 


Faculty Appointments 


e Hugh R. Pomeroy, executive director 
of the Westchester County Planning 
Commission, has been appointed visiting 
lecturer in the Department of City and 
Regional Planning at the University of 
North Carolina for the Spring quarter, 
to conduct a seminar on city planning. 


e Appointments to the staff of the 
School of Architectural and Allied Arts 
at the University of Oregon have been 
announced as follows: Wilbert P. Lei, 
visiting critic in architectural design; 
Stanley W. Bryan, assistant professor 
of architecture; Allen McNown, in- 
structor in architecture; and Frederick 
H. Heidel and Richard Prasch, instruc- 
tors in free hand drawing. 


* Hans Schleger, internationally known 
artist and designer, has been named 
visiting associate professor in the In- 
stitute of Design of Illinois Institute of 
Technology, Director Serge Chermayeff 
has announced. 

A fellow of the Society of Industrial 
Artists, Schleger has had wide experi- 
ence as independent designer, art direc- 
tor and consultant for several English 
firms since completing his education in 
his native Germany. 


e Konrad Wachsmann, 48, architect 
and designer, has been named professor 
in charge of advanced building research 
and design at the Institute of Design of 
Illinois Institute of Technology. 
(Continued on page 210 
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CX nnouneing. E 
тк || system 


FOR APARTMENT HOUSES 
HOTELS AND HOSPITALS 


] 


The only MULTIPLE TELEVISION 
RECEIVING SYSTEM that guarantees better 
reception, with only one antenna, than if 
each receiver had its own. 


Any make and any number 'of television 
receivers may be connected to the 
Mul-TV SYSTEM. 


System provides clear, noise-free reception 
on all channels. 


Any set may be tuned to any station 
at any time without interfering with other 


МММ 


receivers connected to the system. 


Installation is neat. Equipment is compact and 
easily installed — built for continuous duty. 


PERFECT RECEPTION WITHOUT EXCEPTION ! 


A 


| H | || ELECTRONICS CORPORATION 


121 North Broad Street * Philadelphia 7, Pa. 


A perfect picture on every set, in every room, in 
any TV area! For complete facts, write, phone or wire: 
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ELECTIONS, 
APPOINTMENTS 


e C. M. Baker has been named chief 
engineer of the Kalamazoo, Mich., 
works of Ingersoll Steel Division, Borg- 
Warner, Inc., succeeding L. C. Free- 
man, who recently reached retirement 
age. 


* Paul F. Bronckhurst, formerly West 


(Continued from page 208) 


Coast representative of leading engineer- 
ing and construction companies, has 
joined the staff of Kaiser Engineers. 


e Appointment of Richard A. Biggs as 
director of architectural development 
for Crucible Steel Co. of America has 
been announced. A former development 
engineer for Pittsburgh Corning Corp., 
Mr. Biggs has a degree in electrical 
engineering from Harvard and is а mem- 


NOW YOU CAN SAVE BY SPECIFYING 


"MECCO" Rolling Grilles 


xa 


m 


FOR UTMOST ATTRACTIVENESS, STRENGTH, LOW MAINTENANCE AND ECONOMY 


EL T pem Ce 


WRITE IN TODAY “Ga 


ABOUT THIS 


NEW 
"МЕССО” 


APPLICATION: For all types of commercial, public and private buildings, schools and 
institutions where sections of buildings or areas are to be closed off without shutting 


out light and vision. 


ADVANTAGES: MECCO proven quality of workmanship in new MECCO design grille 
that is stronger and more attractive than usual types. New simplicity of design lowers 
maintenance. Guides may be concealed. Arranged for easy manual or hand chain or crank 
operation. Cylinder-type lock or padlock locking available. Write for complete details. 


Also made to specification. 


THE MOESCHL-EDWARDS CORRU 


P. O, BOX 1115, CINCINNATI, OHIO 


ALL TYPES ROLLING DOORS 
ROLLING GRILLES 

ROLLING DOORS TO SPECS. 
KALAMEIN FIRE DOORS 

TIN IRON CLAD DOORS 


GATING CO., INC. 


ber of the American Society of Heating 
and Ventilating Engineers. 


* The Chicago Land Clearance Com- 
mission has announced the appoint- 
ments of Herman Berkman as chief of 
research; Robert Lillibridge as chief 
land planner; and Ray E. Murray as 
project engineer. 


* Election of Lou R. Crandall, president 
of the George A. Fuller Co., as a mem- 
ber of the Board of Directors of the Com- 
merce and Industry Association of New 
York, Inc., has been announced. 


* Alfred E. Budell, president of the 
Industrial Engineering Co. of New York 
City, has been elected president of the 
Metropolitan Builders Association to 
succeed H. C. Turner Jr., president of 
the Turner Construction Company. 


• Appointment of William F. Denne as 
district director of the Buffalo, N. Y., 
insuring office of the Federal Housing 
Administration has been announced by 
Commissioner Franklin D. Richards. 
He succeeds Alfred C. Gertis, who re- 
signed to enter private business. 


e James William Gaynor, director of 
management of the New York City 
Housing Authority for the past two 
years, has been named executive direc- 
tor. Other recent Housing Authority 
appointments include: Philip J. Cruise, 
formerly secretary, to be assistant to the 
chairman; Harold Klorfein, formerly 
assistant secretary, to secretary; and 
George R. Genung, formerly deputy 
director of management, to the post of 
director of management. John Shepard 
Parke, executive vice president of Pres- 
byterian Hospital, has been reelected 
vice chairman of the Authority. 


* Horace Gooch Jr. has been reelected 
president of the Society of the Plastics 
Industry, Inc. Mr. Gooch is a founder 

(Continued on page 212) 


Windows that wash a laundry 


€ Suffocating steam and smell hang heavy in 
a laundry. You need a constant flow of 
clean fresh air to wash them away. So speci- 
fy windows that can stay open—even in 
rainy weather. Fenestra* Projected Steel 
Windows. 

Their open-out vents form canopies over 
the openings. Open-in vents deflect drafts 
upward. 

And these rugged, good-looking win- 
dows can be quickly combined vertically 
or horizontally to form whole walls of 
fresh air. Whole walls of daylight. 

You get Fenestra Windows for less be- 


Fenestra 


WINDOWS * DOORS * PANELS 


They Cost Less Because We Produce More 
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VIG Tae 


cause Fenestra produces тоге... installa- 
tion costs less because their standard sizes 
co-ordinate with other wall materials. And 
Fenestra Steel Windows work smoothly 
year after year. They are precision-built by 
America’s oldest and largest steel window 
manufacturer. 

Check on the new Fenestra Commercial 
Projected, Pivoted and Security Windows. 
For plants, offices, labs, warehouses and 
commercial buildings. Call your Fenestra 
salesman (listed in your Yellow Phone 
Directory) see Sweet’s Architectural File, 
Section 17b/7, or mail the coupon. *® 


DETROIT STEEL PRODUCTS СО. 
Dept. AR-6, 2252 E. Grand Blvd. 
Detroit 11, Michigan 


sizes of new Fenestra Industrial Steel Windows. 


Name. 


Company. 


Address 


г 
| 
| 
| 
- Please send me information on types and 
| 
| 
| 
| 
| 
| 
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and treasurer of Worcester Moulded 
Plastics Co. Other officers elected were: 
George H. Clark, vice president, The 
Formica Co., chairman of the board; 
Spencer E. Palmer, assistant vice presi- 
dent, Tennessee Eastman Corp., vice 
president; J. E. Gould, vice president, 
Detroit Macoid Corp., secretary-treas- 
urer. 


• Ralph G. Gulley has been named as 


(Continued from page 210) 


architectural consultant and special as- 
sistant to the president, John D. Dale, 
of Durisol, Inc., manufacturer of build- 
ing materials. Mr. Gulley has been a 
practicing architect for 18 years and 
was formerly a partner of Donald 
Deskey Associates, New York industrial 
design consultants. 


* The firm of Holabird & Root & Burgee 
has been named as architects and en- 


REDWOOD 


+” 
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Architect: H. H. HARRIS, Los Angeles 


flat always looks like new! 


Architect: WILLIAM LESCAZE, New York 


Architect: POMERANCE & BREIMES, New York 
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Cabot's California Redwood Stain 
brings out and maintains the attrac- 
tive shade of new Redwood! It actually 
dyes the wood its own typical color 
... permanently prevents dullness 
and fading. Cabot's California Red- 
wood Stain penetrates deeply... 
shows grain and texture to best ad- 
vantage. A high content of pure creo- 
sote oil assures years of protection! 


WRITE TODAY for actual sample 
of Redwood treated with Cabot's 
California Redwood Stain! 


Samuel Cabot, Inc. 


649 Oliver Building 
Boston 9, Mass. 


CABOT’S CALIFORNIA 
REDWOOD STAIN 


gineers for the Chicago Fair of 1950. 
The national exposition on Chicago's 
lake shore will run from June 24 through 
Labor Day and will be designed to 
dramatize the achievements of science, 
agriculture, commerce and industry. 


e Harry L. Murray of the Murray En- 
gineering Co., Detroit, has been elected 
president of the National Association 
of Engineering Companies. Other of- 
ficers for 1950 are: Walter W. Schmitt, 
Product Engineering Service, Inc., De- 
troit, vice president; and Walter R. 
Jackson, Modern Engineering Service 
Co., Berkeley, Mich., secretary-treas- 
urer. Directors elected for three-year 
terms are: Albert F. Lehmann, Special 
Engineering Service, Inc., Detroit; Wil- 
liam H. Bosserman, Bosserman-Pearce 
Engineering Co., Detroit, and Mr. Jack- 
son. 


e Members of the Executive Committee 
for 1950 of the National Association of 
Home Builders of the United States 
have been appointed by President 
Thomas P. Coogan as follows: Rodney 
Lockwood, immediate past president; 
Bill Atkinson, Oklahoma City; Alan 
Brockbank, Salt Lake City; Nate Mani- 
low, Chicago; Joe Haverstick, Dayton, 
Ohio; Paul Burkhard, Glendale, Calif. ; 
Frank Burns, Denver; George Goodyear, 
Charlotte, N. C.; Dick Hughes, Pampa, 
Tex.; B. A. Martin, Atlanta, Ga.; О. G. 
Powell, Des Moines, Ia.; Manny Spiegel, 
Passaic, N. J. 


• W. Arthur Riehl, executive secretary 
of the Westchester Allied Trades Asso- 
ciation, Inc., and a former War Pro- 
duction Board official, has been ap- 
pointed secretary of the Building Trades 
Employers’ Association of New York 
City. Mr. Riehl succeeds the late William 
G. Wheeler. 


e Sam Tour, chairman of the Board of 
Sam Tour & Co., Inc. of New York City 
and president of the American Stand- 
ards Testing Bureau, Inc., has been 
elected chairman of the Inter-Society 
Corrosion Committee of the National 
Association of Corrosion Engineers. 


AWARDS 


Harry L. Horning Memorial 


T. A. Boyd, General Motors Research 
Laboratories consultant, has received 
the Harry L. Horning Memorial Award 

(Continued on page 214) 
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CRANE 


the preferred plumbing 
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THE CRITERION BATH, in white and eight 
Crane colors. Criterion closet to match. 
Also Diana Lavatory for dressing table 


RANE 


or leg mounting. Consult your Crane 
Branch or Crane Wholesaler. 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 


PLUMBING AND HEATING * 
VALVES » FITTINGS » PIPE 
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Write today for information and prices on Michaels Adjustable 
 Astragals. Made of extruded bronze, aluminum or nickel, they 
are simple, practical, rugged, easily installed and adjusted, and 
available in several styles. Two are shown above. Type A (top 
illustration) may be applied to either wood or hollow metal bevel 
doors. Also used as a stop bead. Type E (lower illustration) is 
for bullnose hollow metal or wood double doors. Both types may 
be used at the bottom of doors. Michaels Astragals help keep 
doors closed tightly . . . eliminate drafts and air currents . . . keep 
out dirt and dust. Write for details. Astragals are only one of 
many items in the Michaels line. So whatever building product 
you need, if it's made of metal, we may have it or can make it. 


MICHAELS PRODUCTS 


Bank Screens and Partitions 
Welded Bronze Doors 
Elevator Doors 
Store Fronts 
Lettering 
Check Desks (standing and wall) 
Lamp Standards 
Marquises 
Tablets and Signs 
Name Plates 


Astragals (adjustable) 

Stair Railings (cast and wrought) 
Wrought and Cast Radiator Grilles 
Grilles and Wickets 
Kick and Push Plates 
Push Bars 
Cast Thresholds 
Extruded Thresholds 
MI-CO Parking Meters 
Museum Trophy Cases 


The MICHAELS ARTS BRONZE CO., INC., 234 Scott St., Covington, Ky. 


Member of the National Association of Ornamental Nonferrous Metals Manufacturers 
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from the Society of Automotive En- 
gineers “‘in recognition of distinguished 
service in the field of mutual adaptation 
of fuels and engines." 

The award honored Mr. Boyd's con- 
tributions during his 30-year study of 
fuels and engines, which is considered to 
have benefited not only motoring but 
the economy at large by pointing the 
way toward more efficient utilization of 
hydrocarbon fuels. 


**Klixon Award" Established 


A monetary award for technical 
articles on hermetically sealed refrigera- 
tion compressors published in Refrig- 
eraling Engineering, official publication 
of the American Society of Refrigerating 
Engineers, has been donated by the 
Spencer Thermostat Division of the 
Metals and Controls Corp., Attleboro, 
Mass. 

To be known as the *Klixon Award," 
the $100 award will be made once every 
year for the next five years for the 
most outstanding paper on the electric 
system of hermetically sealed compres- 
sors. The award year will extend from 
September 1 to August 31, with the end 
of the first award year next August 31. 

Presentation of the award will be at 
the ASRE annual meeting each Decem- 
ber, and recipients will be selected by 
the ASRE Awards Committee. 


James H. McGraw Award 


The James Н. McGraw Award in 
Technical Institute Education will be 
presented for the first time at the Seattle 
meeting of the American Society for 
Engineering Education in June on the 
University of Washington campus. 

Тһе award which will consist of an 
annual prize of $500 in cash and an 
appropriately engraved certificate, is 
sponsored by the McGraw-Hill Book 
Co. in memory of James Н. McGraw Sr., 
the company's founder, for the purpose 
of "recognizing and encouraging out- 
standing contributions to technical in- 
stitute education in the United States." 

Further information is available from 
Secretary A. B. Bronwell, Northwestern 
University, Evanston, Ill., of A. S. E. E. 


Le Brun Scholarship Goes 
To Kansas City Architect 


Architect Ralph E. Myers of Kansas 
City has won the 1950 Le Brun Travel- 
(Continued on page 216) 
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Fixtures courtesy of American Radiator © Standard Sanitary Corp., Pittsburgh, Pa. 
Patterns: 703 Coal Frost, 302 Meadow Green 


... @@г à hard day, they relax on 
FREMONT RUBBER TILE 


Before you start that den idea, don’t overlook your 
client’s after-dinner comfort. Fremont Rubber Tile not only adds sound 
absorption, safer, softer walking, easier cleaning and greater durability 
but its 17 fade-resistant colors will go with any color scheme. Next job, 
plan Fremont Rubber Tile first. It's better all ways. 


Please send me without obligation a copy of your full-color 
brochure, “Fremont Opens the Door”. 


309 McPherson Highway, FREMONT, OHIO 


Nam 


MAKERS OF: Rubber Tile * Rubber Tile Adhesive * Vinyl Plastic 


! 

l 

| 

Cove Base * Rubber Rugs * Sponge Rubber Rug Cushion J 
Plastics * Foam Rubber і Firm Name. 

і 
| 
| 
j 


Street Address 
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New "Safety-Sealed" Gas-Heating Unit 
needs NO chimney, NO ducts 
NO electricity! 


Brings zone-controlled heat to a 
single room, suite of rooms or an entire building! 


As a main or auxiliary source of heat, this 
new Stewart-Warner "Safety-Sealed" unit 
brings positive safety and zone-controlled 
comfort to homes, cottages, cabins and 
motels. Each Saf-Aire unit is a completely 
automatic, independent gas heating sys- 
tem that wastes no basement, closet or 
floor space! 

Exclusive "Safety-Sealed" construction 
positively seals all combustion products 
from contact with the heated room air. 
Only outside air is used for combustion, 
drawn in through the exterior wall vent, 
then vented outside immediately. 

Saf-Aire also provides the perfect an- 
:Swer for hard-to-heat rooms, attics, glassed- 
in porches and remote wing areas. Avail- 
able with manual or thermostat control, 
this versatile unit operates with absolute 
Silence on natural, manufactured or LP gas. 


WRITE NOW for complete model specifi- 
cations and performance data on Saf-Aire 
and other models in the complete Stewart- 
Warner line of "Safety-Sealed" gas heat- 
ing equipment. 


SAF-AIRE fits easily into 
any exterior wall of wood, 
brick, stucco or cement- 
block construction. Com- 
bustion chamber connects 
directly to the small exte- 
rior wall vent. Needs no 
costly chimney, ducts or 
electricity to operate! 


Model 991-14 
14,000 BTU/HR 
18" x 24” x 4" 


Model 992-20 
20,000 BTU/HR 
18” x 382” x 4" 


South Wind Zone Heating System 
Installed in any inside or outside wall. Single 
or double grille units. Two forced-air units 
heat the average home. Automatically modu- 


lated flow of heat. Thermostat control. 


STEWART 


DOMESTIC HEATING 


South Wind Zone Furnace 
Compact, forced-air unit. Easily tucked away 
under the floor, in a closet or any convenient 
space. Short ducts from centralized installa- 
tion. Thermostatic heat control. 


WARNER 


«СШ 
99, Approved by American Gas Association 
3 STEWART-WARNER CORPORATION 


South Wind Division * 1520 Drover Street * Indianapolis 7, Indiana 
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ing Scholarship of the New York Chap- 
ter of the American Institute of Archi- 
tects. 

Chairman Robert Carson of the 
scholarship committee announced the 
selection of Mr. Myers for his skillful 
handling of the design elements in a 
suburban railroad station. 

The winning entry in the nationwide 
competition provided parking space for 
800 automobiles and access to the tracks 
for peak loads of commuters. 

Mr. Myers, a member of the firm of 
Kivett & Myers of Kansas City, stud- 
ied at the Art Institute and the Uni- 
versity of Illinois and has been a pro- 
fessor at the Finlay Engineering College. 

The award provides $2800 for six 
months’ study and travel in Europe. 


Edmund A. Prentis Receives 
Columbia Engineering Award 


The Egleston Medal, awarded an- 
nually by the Alumni Association of 
Columbia University’s School of Engi- 
neering for distinguished service in engi- 
neering, was presented this year to 
Edmund A. Prentis, partner in the New 
York firm of Spencer, White and Prentis. 

The award was established in honor of 
Thomas Egleston, founder of the School 
of Mines from which the Engineering 
School developed. First presented in 
1939, the award has previously gone to 
H. E. Dougherty, Dean James K. Finch, 
Philip Sporn, A. Chester Beatty and 
Harvey S. Mudd. George A. Wilkens 
was chairman of the 1950 award com- 
mittee. 

Mr. Prentis, a 1906 graduate of the 
school, has been active in many under- 
ground construction projects, including 
subway construction in New York. 


Erratum 


The Sidney L. Strauss Memorial 
Award has been established by the New 
York Society of Architects to honor its 
late past president. Each constituent 
society or chapter of the New York 
State Association of Architects will be 
invited each year to nominate for the 
award an architect or other person for 
his services during the preceding year to 
the profession of architecture. The 
Recorp regrets having incorrectly 
stated in an announcement in the April 
issue that the award had been estab- 
lished by the New York State Associa- 
tion of Architects. 
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For Protective Coating of Plywood Forms Satisfied Users in 


Salt Lake City say: 


е z ALFRED BROWN CO.— 
eliminates All Over America “Rubbing costs reduced, grain raise 
il ee Contractors Report eliminated.” 
ol staining * Increased speed of form handling OLSON CONSTRUCTION— 


* Increased form use without recoating 


and reduces rubbing * Increased life of forms 


"More re-uses of forms especially on 
exposed concrete work." 


TOLBOE & HARLIN— 


* Eliminates all disadvantages of oil or "Leaves smooth concrete surface, re- 
costs oil deposits on concrete duces cost of stoning.” 


A. C. HORN COMPANY, INC. 


Manufacturers of materials for building maintenance 
and construction—established in 1897 


10th Street & 44th Avenue, Long Island City 1, N. Y. 
Los Angeles » San Francisco • Houston » Chicago • Toronto 
SUBSIDIARY OF SUN CHEMICAL CORPORATION 
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The Amrrican- Standard 


— 


appealing color combinations. The dressing table is avail- 
able in two styles—closed front or with a kneehole on 
either left or right side. The Master Pembroke Bath and 
the Compact Water Closet are of permanently non-ab- 
sorbent genuine vitreous china ... so durable, so easy to 


THE NEW DRESSLYN LAVATORY-DRESSING TABLE gives this 
bathroom extra glamour and utility. The Dresslyn is 
handsome and compact, with plenty of storage room. 
The genuine vitreous china lavatory has an extra deep 
bowl, protective spash rim and two integral soap dishes. 

keep sparkling clean. 


The Dresslyn is available in two sizes and in a variety of 


нн OF THE LINE js indicated by th 
шет g: tandard Plumbing Fixtures suppli d 
t. Clare Hospital of Schenectady. N Y 


Arco Radiators 
- In tho i 
ns usands of 
peo d innt the country, гэ ы T T 
ave proved to Бе efficient, long-lasting 


and economical to maintain, 


line is unsurpassed! 


HETHER you're designing houses, hospitals, hotels, 

schools or large industrial buildings, the complete 
American-Standard line offers the widest choice of styles, 
types, models and sizes of heating equipment and plumbing 
fixtures for your needs. 

And American-Standard quality is second to none. The 
sound construction details of American-Standard products 
meet the most exacting requirements. Their good looks, 
efficient design, flawless performance and operating econ- 
omy will win the admiration of your clients. 

No line of heating equipment and plumbing fixtures is 
better known or better accepted than American-Standard. 
For this reason, when you specify American-Standard prod- 
ucts in your plans, you are assuring yourself of satisfied 
clients. Ask your Heating and Plumbing Contractor for 
information about the complete American-Standard line. 
He'll gladly help you select the products best suited to your 
needs. American Radiator & Standard Sanitary Corpora- CONVENIENCE AND BEAUTY are combined in this bathroom of 


tion, P. O. Box 1226, Pittsburgh 30, Pennsylvania. the Beverly-Carlton Hotel, Beverly Hills, California. The 
durable Master Pembroke Bath has low sides, wide bottom, 
for convenience and safety. Made of rigid cast iron with a 
thick coating of regular or acid-resisting enamel. The smart 
Marledge Lavatory has a deep, square bowl, splash back and 
non-tarnishing Chromard fittings. The genuine vitreous 
china Compact Water Closet features syphon vortex water 
action for thorough, quiet flushing. 


LOOK FOR THIS MARK OF MERIT 


JUST THE RIGHT HEIGHT... for students of 
all sizes. These handsome wall-supported 
Neo-Toric Drinking Fountains in the 
Rosedale School of Austin, Texas, are 
arranged so that even the smallest tots 
can easily reach them. They're made of 
permanently non-absorbent genuine vit- 
reous china and feature angle stream 
bubbler with automatic volume regula- 
tor and metal guard that permits escape 
of water and prevents squirting. 


A DEPENDABLE SUPPLY OF HOT WATER is 
furnished the Guest Ranch Motor Hotel 
of Cheyenne, Wyoming, by this Empire 
Gas Boiler. A good-looking boiler like 
this adds to the appearance of any build- 
ing . . . the colorful jacket harmonizes 
with modern decorative schemes. And 
the Empire has all the features essential 
to perfect performance, including pa- 
tented pin type cast iron sections, joined 
with gas-tight, metal-to-metal fit to assure 
maximum combustion efficiency. 


‚ American-Standard 


First in heating... first in plumbing 


AMERICAN-STANDARD * AMERICAN BLOWER * CHURCH SEATS * DETROIT LUBRICATOR * KEWANEE BOILERS * ROSS HEATER * TONAWANDA IRON 
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Building Up $7.5 Million 
For March, MacLean Shows 


Construction in March 1950 showed 
a healthy gain of $7.5 million over 
March a year ago, according to Mac- 
Lean Building Reports Ltd. 

Total volume for March 1950 was set 
at more than $75 million, with residen- 
tial construction showing the principal 
increase. 


| CANADA (Continued from page 16) 


Quebec registered a decline in the 
industrial category, but this was partly 
balanced by higher activity in Ontario 
and Alberta. Engineering was low across 
the country. 

Comparative March figures for the 
four classifications follow: 

Residential — 1950, $30,168,300; 1949, 
$19,896,900. 

Commercial — 1950, $25,709,500; 1949, 
$20,820,900. 


“Air conditioned’ by Nature and Gate City Awning Windows. 


The new WINDSWEPT APARTMENTS, Miami, Florida 
Robert Law Weed & Associates, Architect-Engineer 
William Weed, Builder, Inc., Contractor 


in the SOUTH 
in the NORTH 


No matter what the climate or season, Gate City Awning | | 
Windows provide 100% controlled ventilation, plus 


the unique advantages of wood construction—rigidity, 
noiseless operation, architectural harmony, 
naturally tight closure, and freedom from 


corrosion and discoloration. 


Thanks to the natural insulating qualities of wood, 
their frames, sills and sash members are not subject 

to ruinous condensation. While storm sash are available, 
many architects prefer to specify double glazing 

(see detail) and have the winterizing built right in. 
Once installed, Gate City Awning Windows provide 

a lifetime of trouble-free service with minimum 


Thermopane or Twindow, 
set in putty, available 
at moderate extra cost. 


maintenance. They are suitable for any project, from 


the small home to the large institution. 


For further information, see Sweet’s or write to R Y 
" 


Gate City Sash & Door Co., Dept. R-6, 


Fort Lauderdale, Fla. 


в Gate City 


Ей! 
CATALOG І 
SWEET'S 


Wood Awning Windows 


Toxic-treated against rot-fungus-termites 


Offices and Factory: Fort Lauderdale, Florida • Export Sales Representative: Frazar & Company, 50 Church 
Street, New York 7, U.S.A, • Cable Address: Frazar, М. Y. e Agents in principal cities throughout the world. 
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Industrial — 1950, $13,251,600; 1949, 
$17,115,200. 

Engineering — 1950, $5,984,600; 1949, 
$9,755,300. 


Biggest Building Year 
Foreseen by Canadians 


Minister of Trade & Commerce C. D. 
Howe predicted at a recent session of 
Parliament that 1950 would be Canada’s 
greatest building year. 

Mr. Howe foresees public investment 
climbing $4 million over the 1949 high 
to a record level of $3,600,000,000. 

Experts of the Central Mortgage & 
Housing Corp. feel 1949's record of 
91,000 units completed may be overshot 
this year by 5000 to 8000 units. Such a 
pace could mean that house building 
would be up $75 million over last year. 

The boom in house building and con- 
struction generally is obvious in reports 
from coast to coast. Montreal has two 
housing projects of $1.8 million and $1.3 
million respectively, and Dominion 
Textile Co. has started a 10-story struc- 
ture to cost about $1.7 million. In To- 
ronto, Bell Telephone is planning a $4 
million office building; and Manufac- 
turers Life, Confederation Life and 
Crown Life are putting up new offices. 

In Ottawa, National Research Coun- 
cil is to have a new building, and plans 
call also for a 8- and 10-story Depart- 
ment of Veterans Affairs Building. 
Windsor has a $2 million plant exten- 
sion; and an $8 million refinery is on the 
books for Edmonton. 


'49 Housing Starts in 
U.S.. Canada Compared 


An interesting comparison of house- 
building activity in the United States 
and Canada can be made from 1949 
government statistics released recently 
in the two countries. 

The United States, setting an all-time 
record, had 1,019,000 starts for 67.4 per 
10,000 of population (estimated at 
151,000,000). Canada's 1949 total of 
89,509, down slightly from 1948, pro- 
duced a ratio of 63.9 starts per 10,000 of 
population (estimated at 14,000,000). 


Lower Prices for Houses 
Not Expected Before ?52 


The fellow who has put off home 
ownership till prices come down may 
have to wait yet another year — or 
longer. If anything, pressure is on to 
raise costs slightly; no cut in price is 
seen at least through 1951. 

(Continued on page 222) 
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= MOLOPIANE Lights Both Houses of Congress 


Ee 


HOLOPHANE Lighting in the newly modernized 
Chamber of the United States Senate. 


DAVID LYNN, Architect of the Capitol 
FRANCIS P. SULLIVAN, Associate Architect 


THOMAS W. MARSHALL & JAMES M. GONGWER, 
Consulting Engineers 


HARBESON, HOUGH, LIVINGSTON & LARSON, 


Consultants 
LEO H. CLEARY, Electrical Engineer 


In the reconstruction and remodeling of both Houses of 
Congress, HOLOPHANE units were selected. The special- 
ized knowledge and long-time experience of HOLOPHANE 
engineers were called upon once again to integrate the 
lighting with the needs of an important interior. 


HOLOPHANE Engineering Service, for 
which there is no charge, stands 
ready to help you with your needs. 


HOLOPHANE COMPANY, | CONTROLENS® insulation round 
, NC. | nits open for relamping 
ove—u . 

Lighting Authorities Since 1898 * 342 MADISON AVENUE, NEW YORK 17, N.Y. " s op P 
THE HOLOPHANE COMPANY, LTD., THE QUEENSWAY, TORONTO 14, ONTARIO 


*Reg. U. S. Pat. Off. 
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Demand for low- and middle-priced 
houses continues high; that means ma- 
terials are still at premium demand, 
keeping prices strong. The March hike 
in rail freight rates may send prices up 
on such building materials as bricks, 
cement, lumber and steel. Manufac- 
turing costs and fuel costs are also in- 
creasing and may be reflected in mate- 
rial costs soon. 

Another round of wage increases by 


| CANADA (Continued from page 220) 


the building trades is also pending. 
Trades unions across Canada are angling 
for new wage rates that could send house 
building costs up. In Toronto, the 
plumbers’ union threatens strike action 
on a demand for another 25 cents an 
hour; masons in the Toronto area are 
setting $2 an hour as their wage goal. 
The plumbers’ union in Ottawa, on 
strike since January, faces court action. 
Although employers, attempting to hold 


ina 
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Dallas s Newest Fine Building 


INTERNATIONAL REVOLVING DOORS IN USE, 


ARCHITECT: GRAYSON GILL 


mamii 


1806 EDGAR STREET 200° 


OF COURSE! Nag, Ma 


Thrusting up through the Dallas skyline is one of the finest, most mod- 
ern buildings in Texas and the entire country. It is the Rio Grande 
National Life Insurance Building on Field Street, from Elm to Pacific. | 
The entrances in the Rio Grande building are built around Interna- 
tional-Van Kannel Revolving Doors — for comfort, efficiency, econ- 
omy. You can be of no better service to your clients than to specify 
International-Van Kannel Revolving Doors. 


$66 our 


ШШ ШШШ nim 


EVANSVILLE 7, IND. 
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building costs steady, have refused all 
wage demands up to now, some increase 
may be inevitable. 


London and Kingston Are 
Test Areas for New NHA 


While Ontario hammers out details 
with Ottawa, two Ontario cities, London 
and Kingston, have become test areas 
for the latest National Housing Act 
legislation. 

Under this plan, as reported in pre- 
vious issues of the Record, Canadians 
are aided in buying houses through in- 
creased mortgage loans and lower down 
payments. Of the capital cost of each 
scheme, 75 per cent is advanced by 
Ottawa, 25 per cent by the province. 
It is up to municipalities to demonstrate 
their need for housing, to make land 
available at reasonable cost and to pay 
an as yet undetermined portion of the 
province’s 25 per cent share. Ottawa is 
willing to finance installation of services 
where these are lacking, but the cost will 
be charged against the property. 

In London and Kingston plans call for 
five-room houses to sell at $6100; six- 
room houses at $7600. These are to be 
sold with no down payment or only a 
token payment — say $600 — the cost 
to be paid off in 30 years at $30 and $38 
a month. Provisions have been made for 
straight rental housing, but this will 
probably play a secondary role for the 
present. 

Ontario argues that the down pay- 
ment should be dispensed with entirely, 
that the cost could be recovered by 
higher mortgage payments. For the 
present, Ottawa doesn’t agree. 

British Columbia plans to initiate a 

(Continued on page 224) 


Above: Photo of Fairlawn Theater, Toronto, 
Ont., one of first units in new Odeon 
chain. The late Jay |. English, Architect 


For a neat job of through-wall and counter flashing 


Е 2 


CORRUGATED 


with ANACONDA 
Through-Wall Flashing 


Heretofore, the usual practice has been to tuck 
metal counter flashing into the mortar joints of a 
parapet wall and raise the exposed portion of the 
counter flashing in order to install the base flashing, 
then bend it down again to make the job storm-tight. 

That’s outmoded. Outdated. And needlessly 
expensive. Besides, you simply can’t get a neat job 
that way. The metal, when bent down and up, 
cannot be made to lie snugly against the wall. 

ANACONDA Through-Wall Flashing has a plain 
selvage that makes installation of the counter flash- 
ing neat, fast and simple. Incidentally, no other 
through-wall flashing has this feature. 

With ANACONDA Through-Wall Flashing two 
easy operations do the trick as shown in these 
drawings. 


You can build it better with 


FORM FLASHING AS INDICATED 


4” FLAT SELVAGE 


OPERATION NO. 1 


OPERATION NO,2 


BRICK WALL E 


COUNTER FLASHING — 
BASE FLASHING 


INSERT (COUNTER FLASHING AND 
"BEND DOWN "WEATHER ‘LIP 


Information on ANACONDA 
Through-Wall Flashing 
and procedures for 
installation are detailed 
in Publication C-28. A 
copy will be forwarded 
upon request. Address 
The American Brass 
Company, Waterbury 
20, Connecticut. In 
Canada: Anaconda 
American Brass Ltd., 
New Toronto, Ont. 

5003 


THROUGH-WALL FLASHING 
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Too many architects, builders and floor cover- 
ing dealers use an incomplete line of reasoning 
when they come to selecting floors for commercial 
or residential kitchens. They say, "Kitchens are 
greasy . . . grease ruins rubber . . . therefore I 
can't use rubber tile in the kitchen." 

NOTHING COULD BE FURTHER FROM THE TRUTH! 
In using this line of reasoning they are depriving their customers 
of the best possible floor covering for the purpose. 

Let's look at tbe facts and see why, instead of being unacceptable, 
WRIGHT RUBBER TILE is completely satisfactory for kitchen use. 

THERE ARE ALL KINDS OF RUBBER with all degrees of 
resistance to oil There are rubber packings for hydraulic pumps 
that give excellent service even though they are in constant 
contact with oil. In view of this fact it is not wise to condemn a 
floor covering for service in oily areas just because it is rubber. 

THERE ARE ALL KINDS OF RUBBER FLOORS. Some 
rubber floors are soft, some are porous, and some have porous 
fillers. Some manufacturers of rubber tile recommend that their 
material not be used in kitchens. 

BUT WRIGHT RUBBER TILE is dense, firm, tough and non- 
porous. It bas excellent resistance to all normal exposure to oils 
and greases and there is plenty of proof to support this statement. 

For example, WRIGHT RUBBER TILE has been successfully 
used in commercial and residential kitchens for nearly thirty years. 
Service has been excellent and many users have specified WRIGHT 
RUBBER TILE repeatedly. 

In more severe service, WRIGHTFLOR Hard Surface Rubber 
Tile has been used successfully in service stations where the floors 
are in constant contact with gasoline, oils and greases. The Bausch 
& Lomb Optical Company has used WRIGHTFLOR successfully 
in their plant where the floor is constantly exposed to kerosene, 
oils, abrasives and ground glass. 

There is no doubt that WRIGHT RUBBER TILE is grease 
resistant. Furthermore, its clear colors make a more beautiful floor. 
The dense, smooth, non-porous surface makes the floor easier to 
keep clean and new looking. Its resilience makes it more comfortable 
to walk on and provides extra safety in the form of skid protection. 
Lastly, its long life makes it more economical. 

In short, WRIGHT RUBBER TILE is the finest of all floor 
coverings for kitchen use. Don’t let a superstition place you at a 
disadvantage. Get acquainted with WRIGHT RUBBER TILE 
and you will be specifying it more and more. 


WRIGHT MANUFACTURING CO. 
5204 Post Oak Road e Houston 5, Texas 


c ER. 
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22. + WRIGHTEX—Soft Rubber Tile 

* WRIGHTFLOR—Hard Surface Rubber Tile 

* WRIGHT-ON-TOP Compression Cove Base 


FLOORS OF DISTINCTION 


"RIGHT RUBBER TILE 
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$20 million federal-provincial-municipal 
scheme. Details are now being worked 
out at the different levels of government. 
Three other provinces — Quebec, New 
Brunswick and Newfoundland — are 
also at this stage. First step in New- 
foundland's program is a slum clearance 
project in St. John's. The province is to 
pay $750,000 and Ottawa $214 million 
of the $3 million bill. 

Only Prince Edward Island has turned 
down Ottawa's offer. Because the tiny 
province has a very small urban popula- 
tion, there's no acute housing problem. 

The prairie provinces, Manitoba, 
Saskatchewan and Alberta, are holding 
off. Alberta is readying a new Municipal 
Aid Act which provides loans to munici- 
palities for such projects as installing 
utilities. From this beginning, the prov- 
ince may move toward agreement with 
the federal government. Saskatchewan 
wants Ottawa to contribute the pro- 
vince’s 25 per cent, claims that exist- 
ing financial commitments will keep the 
province out of the scheme otherwise. 
Manitoba is still reading the fine print 
in the new legislation, is "uncertain " 
about participation. 


wee | 


mu 
CAE iy 


Above: Photo of model shows projected 
building for First Unitarian Church of 
Toronto, celebrating its 105th anniver- 
sary. Richard A. Fischer, Toronto, Architect 


Ten representatives of business and 
the technical professions guide Council 
policies. During a typical year as many 
as 3000 Canadians have used the facili- 
ties provided; and immigrants with spe- 
cialized training have been assisted in 
finding positions as well. While the main 
idea is to help Canadian industries, re- 
quests for graduates have been filled 
from as far away as India. 

(Continued on page 226) 


ARCHITECTURAL RECORD 


“Light Direction with Azimuth Correction” 


ANNOUNCING A NEW PRINCIPLE 


IN LIGHT CONTROL 


with Insulux Glass Block Number 363 


JUNE 1950 


Since 1941, Owens-Illinois has maintained a laboratory at the University of 
Michigan for the purpose of studying daylight transmission through glass block. 
Out of this laboratory has come a completely new type of light-directing glass 
block—Insulux Number 363. This new block is not only daylight-directing, but 
is also “azimuth-correcting” . . . For light control it provides: more uniform 
transmission of daylight, increased diffusion, and lower brightness. These advan- 
tages, we believe, are of particular importance to architects and others interested 
in illuminating school classrooms, as well as other areas where daylight is used 


for critical seeing . . . Mail the coupon below for full information. 


| 


INSULUX DIVISION 

American Structural Products Company 
Dept. G-115, P.O. Box 1035 

Toledo 1, Ohio 


Please send me more information on the new daylight- 
directing Insulux Glass Block Number 363. 


Name 
Address 


(Quy —-———— County —- —— ——. __ State 


рсе, ш сы айга С 


| | 
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Use concrete made with Waylite aggregate for roof 
or floor fills. Reduces deadweight. Has high ther- 
mal insulation and sound-deadening values. In- 
combustible. Easily placed, especially around pipes 
and conduits. 


Waylite is a lightweight air-cell aggregate made by 
processing molten blast furnace slag. It is a uniform 
material that comes properly graded. Recommen- 
dations for its use are supported by a wealth of 
technical data and by widespread, successful use on 
various types of structures. Approved by Board of 
Standards and Appeals, New York City. 


In addition to fills, Waylite aggregate makes light- 
weight structural concrete that saves as much as 
35% deadweight and can be designed up to 4000 
psi. See Sweet’s for engineering data. For further 
information and quotations, address the Waylite 
Co., 105 W. Madison St., Chicago 2, or Box 30, 
Bethlehem, Pa. 


John B. Parkin Discusses 
Schools — Past and Future 


Teachers gathered at the Ontario 
Educational Association’s spring con- 
ference heard some of the province’s 
schools labelled “grim and ugly for- 
tresses” while others were called ‘‘as 
good as any in the world." 

Toronto’s John B. Parkin, architect 
and authority on school design, charged 
that many older buildings are firetraps, 
with oily floors, outdated sanitation 
facilities, poor lighting and inadequate 
play areas. 

Gazing into the crystal ball, Mr. 
Parkin suggested the school of the future 
might be without windows, or consist of 
10 floors of classrooms set on top of one 
another. 

What we want, he said, are buildings 
"the pupil hates to leave because every 
hour of work or play is a delight." 


Veterans Build Their Own 
Under Veterans’ Land Act 


Construction Superintendent H. C. 
Griffith reports that 70 per cent of all 
houses built under the Veterans' Land 
Act in 1949 were erected by the veterans 
themselves. 

Most of the spare-time builders do all 
the unskilled work, take on some of the 
more difficult tasks as well. Figuring 
labor costs at about 42 per cent of the 
cost of a house, veterans save up to 32 
per cent by giving a year's leisure time 
to the project. Mr. Griffith estimates the 
cash saving to be from $1500 to $3000. 

The be-your-own-builder idea spread 
across the country from the maritimes, 
is backed by V.L.A. officials, who claim 
this is the only way a family can hope 
to get a good house for $6000, the limit 
allowed by the Act. 

To teach the veterans and their wives 
how to build, evening classes are being 
held in several areas, with response re- 
ported as overwhelming. 


Advice to Graduates: Get 
Some Practical Experience 


Technically-trained university grad- 
uates aiming at top senior jobs should 
first lower their sights to positions offer- 
ing plenty of basic, practical experience. 

That’s the opinion of most technical 
leaders recently polled by the Financial 
Post. These leaders say the graduate 
should understand that he needs a long 
and arduous apprenticeship before he 
can achieve the professional efficiency 
and the knowledge of industrial relations 

(Continued on page 228) 
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how fo get 
Superior carpet 
installation 

Dy specifying 
smoothedye 


TACKLESS METHOD 


7 Cupil bagt Amide walt’ 
uithou a neugle lath mark 


How smoothedge works 


"Smoothedge'' gripper holds the carpet firmly and 
invisibly from underneath. As a result, ugly 

tack marks, bulges, and dust-catching identations 
are eliminated. The carpet is also easier to 

take up for cleaning. No special provisions are 
required for either wood or concrete floors. 

To specify, merely state, "Carpet to be installed 


with Smoothedge carpet gripper, or equivalent." 


RECOGNIZED AND AVAILABLE NATIONALLY 


Handled by over 4,000 carpet retailers 
and by 68 leading carpet distributors. 
Recommended by the mills themselves for 


wall-to-wall carpet installations. 


THE ROBERTS COMPANY, Dept. A6 
1536 North Indiana Street, Los Angeles 33, California 
GENTLEMEN: 


Please send detailed, illustrated literature on "Smoothedge" 
tackless installation. Also send "Smoothedge"' A.I.A. file. 


NAME 
FIRM 
STREET 
CITY 


GET THIS * Smooth, beautiful 
effect at carpet edge. No ugly tack 
marks, scallops, dirt-catching 
indentations, or ripples. 


5РЕСРҮ smoothedge 
TACKLESS INSTALLATION 


AVOID THIS * Ugly puckers 

or tack marks are eliminated when 
carpet is installed the modern 
"Smoothedge"' tackless way. 


seeciry smoothedge 


TACKLESS INSTALLATION 


AT FLUSH DOORWAYS * Get 
‘unblemished appearance at 

this most noticeable area. You 
see only beautiful carpet, no 
tack marks with 'Smoothedge."' 


speciFy smoothedge 


TACKLESS INSTALLATION 


ELIMINATE TACK MARKS * 
Tack marks never improved the 
appearance of lovely wall-to-wall 
carpet. Even the best turn-and- 
tack job shows tack marks. 


speciry smoothedge 


TACKLESS INSTALLATION 


AT DOOR JAMB * For smooth 
flowing carpet at door jambs, 
carpeted stairways,and wherever 
wall-to-wall carpet is installed, 

the floor covering looks its 
loveliest when you 


5РЕСТРҮ smoothedge 


TACKLESS INSTALLATION 


ZONE STATE 5 


window sills 
and stools 


@ They never chip, scale, or split. 
€ They're blue-gray — harmonize with any color. 


€ They're free of maintenance costs — for all time. 


Alberene stone may also be used on copings, spandrels, 
exterior and interior trim. Write today for complete 


data and samples to — 


ALBERENE STONE CORP. 


419—4TH AVENUE e NEW YORK 18, М.Ү. 
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and other fundamentals which will qual- 
ify him for an executive job. 

А unique job-placement agency that 
will help many of this year's budding 
architects, engineers and scientists get 
off on the right foot is the Technical 
Service Council. Supported by inter- 
ested manufacturing concerns, it at- 
tempts to keep technically trained grad- 
uates in Canada by uniting them with 
the Canadian employers who can em- 
ploy their skills to greatest advantage. 


Cedar House Displayed at 
Better Homes Exhibition 


A solid cedar model house was the top 
news at the annual Better Homes Ex- 
hibition in Vancouver recently. 

A year ago solid cedar houses were 
built experimentally by B. C. Lumber 
Manufacturers’ Association. A four- 
room dwelling of 768 sq ft area was 
erected in 350 man-hours for $4580. 
Insulation and interior finish brought 
the cost up to $4978. 

Walls of the latest model house are 
constructed of two-in. T & G solid cedar 
planks with aluminum foil blanket in- 
sulation and plywood interior finish. 
The house is basementless, rests on fir 
beams set on cedar posts. It has a four- 
in.-thick cedar plank sub-floor topped by 
hemlock flooring, except in kitchen and 
bathroom. 


N.H.A. Loans at New High 


More joint loans won N.H.A. ap- 
proval during March than in any pre- 
vious month, according to Central 
Mortgage & Housing Corp. 

Figures show 2622 joint loans ap- 
proved, an increase of 900 over February 
and of 1504 over March of 1949. Value 
of loans, representing 2863 dwelling 
units, is $20,362,000. 


Second Canadian Home Show 
Held At Toronto May 19-27 


Keen interest was shown by the public 
and the construction fraternity in the 
second annual Canadian National Bet- 
ter Homes Exposition, held at Exhibi- 
tion Park, Toronto, May 19-27. 

House building and home improve- 
ments were covered in exhibits ranging 

(Continued on page 230) 
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GEORGE NAGEL . ANTHONY G. PENOVICH 


PRESIDENT SECRETARY-TREASURER 
PRODUCTS 
RENNA €90 
—á—PPÓaÓ————— re ——— € A — ES АЯ ста 
CONCRETE PRODUCTS COMCO IRON WATERPROOFING 
COMCO SPECIAL REPAIR CEMENT 
COMCO METALLIC FLOOR HARDENER 
TELEPHONE OFFICE AND FACTORY CABLE ADDRESS ALL CODES COMCO INTEGRAL LIQUID HARDENER 
SUPERIOR 7-3796 320 WEST HUBBARD STREET COMATCO COMCO SURFACE LIQUID HARDENER 
COMCO WATERPROOFING PASTE 
CHICAGO 10 COMCO TRANSPARENT WATERPROOFING 


ATTENTION: ARCHITECTS AND ENGINEERS 


Gentlemen: 


For Air-Entrainment PLUS WATERPROOFING, specify COMCO COLLOIDAL PASTE 
in the concrete mix of foundations, walls, highways, sidewalks, slip-form work, con- 
crete block and pipe, and prevent costly after-construction repairs and waterproofing 
problems. 


COMCO Colloidal Paste thoroughly disperses and holds the concrete aggregate in 
suspension, keeping the heavier aggregate from settling and 'setting up'. It reduces 
the water-cement ratio as high as 25%, thereby densifying the concrete and reducing 
the volume. It eliminates honey-combs and voids that result from poor dispersion 
and excess water. 


COMCO COLLOIDAL PASTE makes concrete plastic and workable - flows like oil 
around reinforcings and footings. It mixes the concrete thoroughly with a minimum 


of handling and wear and tear on machinery and equipment. 


COMCO Colloidal Paste minimizes the affects of freezing, thawing, and spalling, and 
of corrosive solutions, and prevents deterioration of reinforcings. 


Redi-Mix Men will find it most economical for themselves and the builders. 


This material has stood the test of time in the Suez and Panama Canals, the old and 
new Main Post Office Buildings in Chicago, the Merchandise Mart, etc. 


Produce a maximum volume of solid, fine-meshed durable concrete with a minimum 
of labor. Specify COMCO Colloidal Paste in the mix of all concrete construction. 


For Mass Concrete: 8 lbs. per cubic yard 
500 lb. barrel $0.165 1b. 250 lb. barrel $0.18 lb. 


SPECIFICATIONS: Concrete Materials Corporation COMCO COLLOIDAL PASTE 
shall be added to the mix in accordance with the manufacturers directions. 


Very truly yours, 


CORPORAT 


AGP: gp 


e COMCO IS THE PRODUCT e ORDINARY CEME DO THE JOB ө 
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inq the FIRSTand ONLY 


qe 


Here's the powder-actuated fastening tool every 
contractor has been waiting for! It embodies all of 
the features our customer-users have requested . 

and more. 


With the introduction of DRIVE-IT “300”, the 
powder-actuated tool "comes of age". It's a stream- 
lined beauty with such features as automatic exten- 
sion barrel, flangeless drive-pins, controlled power 
and 40% greater penetration. It is as safe as a screw- 
driver, and retains all of the time-saving, money- 
saving advantages of this amazing fastening method. 


Clip the coupon now and get the full story on the 
DRIVE-IT “300”. It will be money in your pocket! 


Distributors Coast-to- Coast 


POWDER-POWER TOOL CORPORATION 
0725 S. W. Woods Street Portland 1, Oregon 
Canadian Distributors AMMO-POWER TOOL CO., LTD. 

Foot of McLean Drive, Vancouver B. C., Canada 


MTM A 


ARA m 


You bet I'm interested... 


Send me the story! 


NAME 


COMPANY 


P 
Plan! maintenance. 
Hanging shelving, 
signs, etc. 


STREET AND NO. 


POWDER-POWER TOOL CORPORATION, 


| 
| 
| CITY AND STATE 
] 
| 0725 5 М. WOODS STREET, PORTLAND 1, OREGON 
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from basic building materials to modern 
furnishings. Sponsors of the show were 
the National House Builders’ Associa- 
tion and the Toronto Metropolitan 
Home Builders’ Association. 

One salient exhibit portrayed the his- 
tory of small house architecture from 
Indian tepees to streamlined bungalow. 
Presented by Central Mortgage & 
Housing Corp., it demonstrated the 


right and wrong ways of constructing a 
house. Scale models were used for illus- 
tration. Giveaway booklets provided the 
latest information on N.H.A. financing. 


Above and below: Two of the scale 
models in the 1950 travelling exhibit of 
the Central Mortgage & Housing Corp. 
The display, which had its premiere at 
the Canadian National Better Homes Ex- 
position, was notable for its illustration. of 
basic principles for good house construc- 


tion. Rotating platforms hold models 


Underground Wiring System 
Reported Installed at Low Cost 


Architects 
housing will be interested in a new un- 


specializing іп project 


(Continued on page 232) 
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FOR ECONOMY... UTILITY... SPEED 
use amset amset Syst ет 


[ЕЩ Fasteninc system > I| FASTENING SYSTEM > 


When fastening into steel . . . concrete . . . masonry 


Push costs down and profits up by using fast, sure RAMSET 
SysTEM for most fastening jobs in steel or concrete. Sturdy, 
dependable RAMSET TOOL instantly sets any one of 65 drive 
pins or threaded studs. No muss, no fuss, no trouble. 


Cost-saving and time-saving advantages of RAMSET are 
being proved every day by thousands of users . . . with time 
and costs cut as much as 70% over old-fashioned methods. 


Ask for a 15 minute demonstration and proof of how RAMSET 
SYSTEM can get your projects finished faster. . . at less cost. Call 
your local RAMSET Specialist or ask us for details. 


STEMCO CORPORATION 


12117 Berea Road . Cleveland 11, Ohio 
PIONEER IN POWDER-ACTUATED FASTENING 
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derground wiring system installed in a 
Niagara Falls, Ont., subdivision. The 
advantages of burying wire instead of 
carrying them overhead are many, but 
up till now it’s cost four or five times as 
much. 

The comparatively recent develop- 
ment of low-cost insulated wiring suit- 
able for underground use made the 
Niagara Falls installation possible. In 
effect, the sidewalks are employed as a 
protective covering for the wiring. The 
only evidence of the existence of electri- 
cal service is an occasional box-like 
transformer structure. 

While the capital outlay was about 
20 per cent more than for overhead wir- 
ing, the new system has 20 per cent 
greater capacity. Its life expectancy is 50 
years, or twice that of an overhead sys- 
tem. Maintenance savings are realized 
by cutting out a complete replacement 
during the next half century, and by 
eliminating the cost of repairs to poles 
and wires damaged by weather, as well 
as the cost of tree pruning. 

It is estimated that the relative in- 
stallation cost would be lower on a 
larger project. There could be more 
mechanization and bulk buying of sup- 
plies. It would be less expensive, also, to 
locate each transformer in the center of a 
block. 


Canadian Slighting of 
Native Talent Decried 


Too many Canadian organizations 
are looking south of the border for engi- 
neering brains, instead of using Cana- 
dian talent, complained President J. E. 
Armstrong of Montreal, in a talk before 
the Toronto branch of the Engineering 
Institute of Canada. 

Dr. Austin Wright, general secretary, 
expressed agreement with Mr. Arm- 
strong, and noted that Ottawa too hires 
American engineers when Canadians 
could do the job as well. He stressed 
that imported specialists were neces- 
sary only in unusual cases. 

The Institute plans to publish a di- 
rectory of consulting engineers through- 
out Canada, with details of special 
qualifications. There are now 13,000 
members in 31 branches of the national 
engineering body. 
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New Beauty for Vulcan Baseboard 


MORE EYE APPEAL...MORE SALES APPEAL 
IN VULCAN’S NEW ТҮРЕ L FRONT COVER 


Desige.ed Exclusively for Vulcan by famous industrial designers, and RAYMOND LOEWY ASSOCIATES. 


Here is MAGIC in Baseboard Cover design. The source 
of heat becomes invisible because Type L blends so com- 
pletely with the room decoration — yet the smooth, 
absolute heating comfort of Vulcan fin-tube radiation is 
just as effective as ever. 


Every architect, heating engineer, and homeowner 
who was privileged to preview Vulean Type L gave it 
instant approval — a sure sign of its sales appeal and 
popularity. 


Made for Semi-recessed and Non-recessed installa- 
tions, Type L has complete accessories and is available 
in any desired length in increments of 1”. 


Remember Vulcan fin-tube radiation is easy to install You have to look twice to 

. . . requires few fittings or supports, comes cut to length, see it . . . experience its 

ends threaded or chamfered. smooth heat but once to 

know why Vulcan is specified 

For Smooth Heating Comfort, for Beauty of installa- by leading architects and 
ation. Vulcan has no equal. heating engineers. 


Cross section 


THE VULCAN RADIATOR СО. И 


Semi recessed. 


26 FRANCIS AVE. HARTFORD 6, CONN. (PATENTED) 
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Self-contained, leakproof shower baths 
which harmonize in quality and appear- 
‚ ance with the finest of modern plumbing 
fixtures, Weisways help you put more liva- 
bility into every house you plan, even 
where floor area is limited. 


CISWAY 


CABINET SHOWERS 


Floor plans shown below reveal how Weisway Cabinet Showers 
combine with other fixtures to provide more bath facilities in lim- 
ited floor area. These plans will suggest to you many other ways 
in which these leakproof modern bath units can provide extra 
facilities in small homes as well as large. 

The Weisway line includes models suitable for every class of 
construction, from most luxurious to most economical. Every mod- 
el embodies the basic Weisway quality construction and service- 
proved materials. 

Outstanding quality feature of Weis- — 
ways is the receptor, formed in one | © 
piece of heavy enameling iron, with- | 
out seam or crack, with stainless vit- a 
reous porcelain enamel finish and 7 B i 
exclusive foot-grip, no-slip floor. | 

Weisway's dependable, leakproof í | | 
performance through the years protects * | 
your reputation, Mr. Architect. Specify 
Weisway and be safe! Write now for 
catalog and detailed information. 


HENRY WEIS MFG. CO., INC. 
603 Weisway Bldg., Elkhart, Indiana 


$4 LAVATORY 


One Weisway gives the practical effect 
of two bathrooms in this arrangement. 


Corner entronce mod- 
els save floor area for 
extra closets here, 


Weisways fit the 
trend tocompürtment- 
ized bathrooms. 
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eral manager, Famous-Barr Store, St. 
Louis; Kenneth C. Welch, A.I.A., Grand 
Rapids, Mich.; James A. Wares, A.I.A., 
Marshall Field & Co., Chicago; Harold 
D. Hauf, A.I.A., editor-in-chief, ARCHI- 
TECTURAL Record, New York; and 
Lawrence B. Anderson, Department of 
Architecture, M.I.T., Cambridge, Mass. 

Ecclesiastical — William Ward Wat- 
kin, A.LA., Department of Architec- 
ture, Rice Institute, Houston, Tex.; 
Ernest A. Grunsfeld Jr., A.I.A., Depart- 
ment of Architecture, Catholic Univer- 
sity, Washington, D. C.; Maurice Lava- 
noux, editor, Liturgical Arts Magazine, 
New York. 

On the Awards committee with Mr. 
Heino are: Alfred L. Aydelott, Memphis; 
Richard M. Bennett, Chicago; Samuel 
E. Lunden, Los Angeles; George F. 
Pierce Jr., Houston; Harold R. Sleeper, 
New York; Charles F. Cellarius, Cin- 
cinnati. 

The opening session of the convention 
also heard a report on the awards in the 
1950 Building Products Literature Com- 
petition conducted jointly by the А Т.А. 
and The Producers' Council; and at the 
same session special A.I.A. awards were 
presented. 


Special Awards 


These brought the Fine Arts Medal to 
Edward Steichen of the Museum of 
Modern Art, New York City, known for 
his creative talents in photography and 
for his outstanding work in connection 
with photographic records of both World 
Wars; the Craftsmanship Medal to 
Joseph Gardiner Reynolds of Boston, 
for his distinguished work in stained 
glass design and execution; honorary 
memberships to Miss Harlean James of 
Washington, executive secretary of the 
American Planning and Civic Associa- 
tion, and F. Stuart Fitzpatrick, also of 
Washington, manager of the Construc- 
ton and Civic Development Depart- 
ment of the Chamber of Commerce of 
the United States. An honorary corre- 
sponding membership was awarded to 
Jose Calderon, outstanding architect of 
Lima, Peru. 

In the Product Literature Competi- 
tion, Certificates of Exceptional Merit 
and Certificates of Merit were offered 
for three classes of literature: (1) basic 
technical and design literature; (2) 
product literature; (3) promotional lit- 
erature. The Jury of Awards was at 

(Continued on page 236) 
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T. "Burnham & Hammond, Inc., Architects 


MODERN DOOR CONTROL BY LI. CLOSER CONCEALED IN HEAD FRAME 


MEMORIAL HOSPITAL, SPRINGFIELD, ILLINOIS 


LCN CATALOG 11-E ON REQUEST OR SEE SWEETS e LCN CLOSERS, INC., PRINCETON, ILLINOIS 


Compact A. A Welded liberty to refrain from awarding Certifi- 


HIGH FIREBOX cates of Exceptional Merit if no entries 


| appeared to merit such recognition, and 
% T F EL H EAT | N G B 0 | LE R S such certificates were in fact awarded 
only in Class I. 


Product Literature Winners 


Acoustical Materials Association and 
American Institute of Steel Construc- 
tion received the only Certificates of 
Exceptional Merit given — these for 
their entries in Class I (manuals, hand- 
books, design data, application data, 
with primary emphasis on problem 
rather than product). The winning en- 
tries were Sound Absorption Coefficients 
of Archileclural Acoustical Malerials and 
Manual of Steel Construction. 

Honored with Certificates of Merit in 
Class I were: Portland Cement Associa- 

ln : tion; General Electric Co.; Westing- 
Titusville Boiler lustallation of three natural gas fired steel heating boilers house Electric Corp.. Elevator Div. $ 
in an important southern high school. Bell & Gossett Co.; Marble Institute of 

4 America, Inc.; West Coast Lumber- 
| men's Association; Painting and Deco- 
rating Contractors of America; Revere 
Copper and Brass, Inc.; Gymnasium 
Seating Council (for Modern Gymnasium 
Seating by Harold R. Sleeper, F.A.I.A.); 
and American Seating Co. (for The Co- 
ordinaled Classroom by Darell Boyd 


Cutaway view to show 
Type CC Compact Boiler 
(hand fired) 


. Large Grate Area 
. Large Furnace Volume 


. Large Steam Volume 


1 
2 
3. Large Disengaging Area 
4 
5 


. Long Heat Travel әт 


HUE Harmon). 

These Features Assure More Savings in Fuel Ти. Gies 11 Pali, чина 
uals, products data, or combination of 
ond Maximum Heat Output | product data with use and application 
"3 М 2 data, with primary emphasis on prod- 
1. Long Flame Travel uct), Certificates of Merit were awarded 
2. Max. Furnace Volume to: Armstrong Cork Co.; The Celotex 
Sy Reasonable Heap Release Corp.; Kaiser Aluminum and Chemical 
^ Инан Ее Sales, Inc.; Trimedge, Inc.; Pomona 

5. Longest Life | 


Tile Manufacturing Со.; Westinghouse 
Cutaway view to show | Electric Corp. Elevator Div.; Otis 


Type CM Compact Elevator Co.; Columbia Protektosite 
Boiler Co., Inc.; National Fireproofing Corp.; 
(mechanically fired) Tuttle and Bailey, Inc.; Minneapolis- 


Honeywell Regulator Co.; Anemostat 
Corp. of America; National Radiator 
Co.; The Clay Products Association, 


Write for complete informative fie: Popu Peons Div, Айыш 


| Bulletin B-3000B for CM & CC Types Gas Equipment; Owens-Corning Fiber- 

| glas Corp.; Smithcraft Lighting Div.; 

Titusville manufactures a Complete Line Century Lighting, Inc.; Unistrut Prod- 

of High and Low Pressure Fire and Water- ucts Co.; Inland Steel Products Co.; 

tube Boilers to meet all capacity and pres- Alhambra Foundry Co., Ltd.; The 
sure requirements. Request bulletin Producers’ Council, Inc. 


Also United States Gypsum; Julius 
Blum & Co., Inc.; Josam Manufacturing 
Co.; Speakman Co.; J. A. Zurn Manu- 
facturing Co.; Crane Co.; Aluminum 
Co. of America; The Barrett Div., Allied 

(Continued on page 238) 


"Meet the Titusville Family.” 


ТШЕ 


пром WORKS CO 
TITUSVILLE. PA 


THE TITUSVILLE IRON WORKS CO. 


TITUSVILLE, PENNA. 


division of 
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CUSTOMDESIGN Each Floor Plan 


with Exclusive y ATIA 


THEMETILE 


only available in 


RUBBER TILE 


by the makers of 


KENTILE. 7? 


No other Rubber Tile offers you these decorative, low-cost, 


AVAILABLE NOW in all these colors and sizes factory-made ThemeTile inserts. They are mass produced and 


9х9х%” FEATURE STRIP accurately cut in stock 9” x 9” sizes so they are installed as quickly 

India Black 1x36x'4" as standard rubber tile-no extra labor is involved. No other 
Waulsort | rubber tile gives you this opportunity to design distinctive, indi- 
vidual floors, complete with decorative themes that set your 

St. Amande rooms apart...floors custom-made for the room and purpose 
Bardilla i they are to serve. Ivy ThemeTile alone, for example, can be used 
Piastra ........ as border, traffic lanes, eye-directors in exclusive flower shops... 
Connemara not to mention its ideal uses in halls, foyers, dining rooms or 


Pavonazzo Cove Base 4х42х%” 


Rouge Royal Black, Onyx, Connemara, 
Medoux Rouge Royal Rubber Tile by the makers of Kentile offers your clients every 


Vert Maurin practical advantage of long wearing "cushioned beauty" and 
New England .... Exclusive 9х9х%” easy maintenance. Dirt and moisture cannot penetrate...it resists 
Lilas Colorful ThemeTile chipping, cracking, marring...does not support combustion... 


Brocatelle will not dry out or become brittle through years of use. 
Emperor's Red . . . . 


18х36х%” DAVID Е. KENNEDY, INC. 
Spoon & Fork 58 Second Avenue, Brooklyn 15, New York 
Write for catalog showing full e Kentile 


color line and made to order sizes 
*Kencork — «Rubber Tile 


lovely kitchens of fine homes. 


Connemara 
Rouge Royal 
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COMPLETE ARCHITECTURAL ALUMINUM SERVICE 


RCHITECTS and fabricators can 


now capitalize fully on the 
economy and utility of aluminum. No 
other architectural metal offers so 
many advantages—natural beauty, 
‘strength, light weight, freedom from 
rust—at so attractive a price. And 
Reynolds puts Aluminum “оп call” 
for every building application with a 
practical, fast moving distribution 
and sales service. 


For action on your aluminum needs 
call the Reynolds office listed under 
“Aluminum” in your classified phone 
book. There’s an architectural spe- 
cialist ready to work with you on new 
designs—to assist the fabricator in 
obtaining standard items from a 
Reynolds Distributor warehouse—to 
expedite procurement and shipment 
of specials. 


REYNOLDI 
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works for you 


Extruded Shapes for thresholds, jambs, sills, 
copings, etc. Both standard and special designs. 


Tubular Products, like other standard items, 
may be ordered from a warehouse in your area. 


Sheet is available plain or with embossed, 
corrugated and perforated patterns. 


Structurals in all forms; angles, channels, tees, 
etc. Also rod and bar stock. 


Ге] 


a Â 


ly 
|| 
oy 


Ornamental Castings produced to your specifi- 
cations by independent foundries from Reynolds 
Aluminum ingot. 


Other Aluminum Building Materials 
. . . Gutters, Downspouts, Reflective 
Insulation, Roofing and Siding, Built- 
up Roofing, Nails, Windows, Roll 
Formed Shapes. 


SEND TODAY 


Reynolds Architec- 
tural Folio includes 
complete data and 
drawings you сап use 
for direct tracing. 
Write to Reynolds 
Metals Co., 2572 
South Third Street, 
Louisville 1, Ky. 


: E 
OREYNOLDS 4 
EXTRUDED ALUMINUM — 


ARCHITECTURAL SHAPES | 


J REYNOLDS Аси ALUMINUM 
ad 
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Chemical and Dye Corp.; The Ruberoid 
Co.; The E. F. Hauserman Co.; Gate 
City Sash and Door Co.; Pittsburgh 
Plate Glass Co.; A. J. Bayer Co.; Ander- 
sen Corp.; The Kawneer Co.; Detroit 
Steel Products Co.; The Richmond 
Fireproof Door Co.; Timber Engineering 
Co.; Trucson Steel Co.; Barber-Colman 
Co.; The Alumiline Corp. 

Certificates of Merit in Class III 
(promotional material, reminders, an- 
nouncements, testimonials, case his- 
tories, etc.; primary purpose, sales pro- 
motion) were presented to The Kawneer 
Co.; E. L. Bruce Co.; Armstrong Cork 
Co.; S. Blickman, Inc.; California Red- 
wood Association; Timber Engineering 
Co.; The Herman Miller Furniture Co., 
Zeeland, Mich. 

Members of the Jury of Award for the 
1950 competition included: (for the 
A.L.A.) Lessing W. Williams, A.I.A., 
chairman, New York; Julian E. Berla, 
A.LA., Washington, D. C.; George 
B. Cummings, F.A.I.A., Binghamton, 
N. Y.; George S. Idell, A.L.A., Phila- 
delphia; Ossian B. Ward, A.I.A., Louis- 
ville, Ky.; (for The Producers’ Council) 
W. Н. Easton, Otis Elevator Co., New 
York; Charles M. Mortensen, executive 
secretary, The Producers’ Council, 
Washington, D. C.; Howard L. Spindler, 
American Radiator & Standard Sanitary 
Corp., New York. 


Urban Planning Talks 


The need for widespread citizen edu- 
cation as a basis for any real progress in 
redevelopment was reiterated again and 
again in the speeches and symposia on 
urban and regional planning. Architects 
were urged to take the lead in developing 
public interest and understanding in a 
problem which has come to hold the 
seeds of complete disaster with the ad- 
vent of the atomic bomb. 

Paul Windels, president of the Re- 
gional Planning Association since 1943, 
summed up the basic factors of that 
problem as “‘. . . an antiquated and 
outmoded city pattern, the slowing up 
of city growth, the escape of population 
to the surrounding areas, the spread of 
the monolithic structure of the central 
city over the surrounding countryside, 
a low birth rate, vulnerability to mili- 
tary attack and the crushing financial 
burdens of local government, all result- 
ing from the evils of excessive conges- 
tion." 


(Continued on page 240) 
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INEST in О), 


LATROBE HIGH SCHOOL 
Latrobe, Pennsylvania 


McElroy & Fenton, 
Elec. Con. 


Classroom and school lighting, like all other light- 
ing installations, must be "right" if eyesight is to 
be conserved and working efficiency achieved: Thi 
practical application of light is a science, but good 
lighting costs no more. Pittsburgh Permaflector 
Lighting Engineers stand ready with practical ideas 
and suggestions. They will work with you to help 
solve individual illuminating problems involving all 
types of applications. Send for details. 


"The Monroe" 
Fluorescent Luminaires 
DESIGNED FOR SCHOOL and OFFICE LIGHTING 


2 or 4-lamp units, using standard or slimline lamps, in 
a choice of steel, Alzak aluminum or framed-plastic 
side-panels. 


PiTTsBURGH REFLECTOR COMPANY 


MANUFACTURERS OF FLUORESCENT & INCANDESCENT LIGHTING EQUIPMENT 


WRITE FOR ‘‘PLANNED LIGHTING FOR MODERN 
SCHOOLS” It’s the picture story of how ''The 
Monroe'' and other Pittsburgh Permaflector Equip- 
ment has been used in schools. 


Permaflector Lighting Engineers in All Principal Cities 


PITTSBURGH PERMAFLECTOR LIGHTING EQUIPMENT IS DISTRIBUTED BY BETTER ELECTRICAL WHOLESALERS EVERYWHERE 


PROTECTION—Treating of 
lumber preserves it—just as 
alloys preserve metals. The pur- 
pose is to protect lumber against 
costly rot and termite damage. 


PRESSURE TREATMENT 
vs. Surface Application—Au- 
thorities say that pressure treat- 
ment provides the only sure, 
lasting protection to lumber. 


OTHER QUALITIES TO 
LOOK FOR—For greatest use- 
fulness, preservatives also should 
be clean, odorless, paintable, non- 
leaching and non-corrosive. 


For complete information about 
WOLMANIZED* Pressure-Treated 
Lumber, write for free booklet. 


*Reg. U. S. Pat. Off. 


WOLMANIZED Pressure- 
Treated Lumber combines all 
these requirements—lasts 3 to 5 
times longer than untreated 
wood, because it’s treated under 
150 lbs. pressure per square inch. 
Protection is deep in the wood 
fibers. It’s clean, odorless, 
paintable, non-leaching, non- 
corrosive. Wolmanized Pressure- 
Treated Lumber hasbeen proved 
in use for over 25 years. It will 
prove its value to you, too. 


AMERICAN LUMBER & TREATING COMPANY 
General Offices: 1650 McCormick Bldg., Chicago 4, Illinois 


Branch Offices: Baltimore, Boston, Jacksonville, Fla., Little Rock, Ark., 
Los Angeles, New York, Portland, Ore., San Francisco. 


NOLMANILED ` 


Nt LUMBER à 
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(Continued from page 238) 


Declaring that even though this coun- 
try seems to be committed to an urban 
civilization, it is possible to control the 
conditions under which the urban areas 
develop, Mr. Windels outlined some 
objectives: 

“Tt would seem that the greatest 
problem to be overcome is congestion. 
The basic aim of any new design must 
be to open up the overbuilt, crowded 
centers of cities to sun and air, to greater 
freedom and ease of movement for both 
people and vehicles and in the process to 
restore the smaller neighborhood pat- 
terns in the peripheral areas which now 
receive the major impact of population 
increases. 

"Why should we aim at this pattern? 
Because we know that for normal, whole- 
some living, people must have a share 
in community life and association — 


something of human scale and participa- 


tion to rekindle a sense of individual 
dignity and significance and social re- 
sponsibility. Lives based on the ano- 
nymity of the conglomerate urban mass 
create the problems, human, social and 
political, which continue to plague us, 
and the anti-social mass emotions which 
spring from such environment. 

“The blighted residential areas should 
be redesigned, based on a more even 
distribution and a generally lower den- 
sity of population and a pattern of local 
neighborhoods, each separated from the 
others by broad avenues which serve 
also as main traffic highways. Within 
these main highway borders each neigh- 
borhood should have its own interior 
street layout, its own schools, play- 
grounds, shopping centers, parking and 
garage facilities, public and community 
buildings and other neighborhood amen- 
ities — with harmonious architectural 
features as though each were, within the 
city, a separate village with its distinc- 
tive identity, interests and community 
life." 

Although the so-called garden housing 
projects represent "an enormous ad- 
vance" over what they have replaced, 
Mr. Windels said, they are “not the 
final answer." 

“We must now raise our sights," he 
asserted, ‘ара move on to the planning 
of entire neighborhoods with a variety 
of types of housing and more particu- 
larly we must attract families with small 
children by variations on the theme of 
one- and two-family buildings." 

(Continued on page 242) 
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“ORIGINATORS AND WORLD'S LARGEST MANUFACTURERS OF FOLDING PARTITIONS AND BLEA€HERS!” 


N° 
$ 
Сур 


FROM ..... 


banks to Capetown, 
Paris to Tokyo 
HORN FOLDING 
BLEACHERS AND 
PARTITIONS are 
specified. A HORN 
INSTALLATION 
~ carries the assur- 
9 ance of 40 years’ 
experience. 


CR n a n 


@ HORN FOLDING PARTITIONS are designed to utilize space and offer a long lasting, 
efficient operation. Manufactured in a new, modern factory according to specifications a Horn 
Folding Partition is factory installed to insure maximum operating life. There isa Horn Folding 
Partition for every problem! 


OMAHA UNIVERSITY 
OMAHA, NEBRASKA 
SELECTS HORN FOLDING BLEACHERS 


ез? - 


€ HORN FOLDING BLEACHERS are approved from 

coast to coast for their many features. You can meet the 
exacting requirements of present day gymnasium con- 
struction and operation when you specify the carefully 
engineered HORN FOLDING BLEACHERS. Ample leg 
room with approved safety construction offers maximum 
seating capacity when extended or maximum "playing" 
space when folded back. Compact, easily maintained and 
operated the Horn Folding Bleachers offer greater comfort 


and safety! 
The HORN 
FOLDING STAGES 
Ф Designed to save 
space and labor. 
OW 


Offices in all Principal Cities 


@ HORN FOLDING STAGES — Mobile open or closed. Non-marring wheels. Available 
in various widths from 6 feet to 16 feet. Heavy steel understructure, beautiful natural 
wood finished with two coats of Bakelite Sealer. WRITE FOR FREE DESCRIPTIVE 
FOLDERS. 1 


©. 


e HORN BROTHERS CO. e DIVISION OF HORN INDUSTRIES e FORT DODGE, IOWA, USA • 
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with Wing Draft Inducers 


Wing Draft Inducers are 
suitable for use with oil, gas, 
stokered, or hand-fired boilers, 
moderate sized high pressure 
steam plants and industrial fur- 
naces. Write today for a copy of 
Bulletin I-10. 


d 


"x rA 
pue 


The illustrations above show in striking fashion the 
difference in the appearance of the same build- 
ing after removal of the unsightly stack. With 
Wing Draft Inducers it is no longer necessary to 
mar the appearance of otherwise well designed 
buildings with stacks of this type. By utilizing a 
low chimney, together with a Wing Draft In- 
ducer, proper draft is assured—substantial sav- 
ings in building costs are registered. 


Adequate draft is assured regardless of weather 
conditions or high surrounding buildings. The 
trim lines of the architect's design can be retained 
intact . . . without sacrificing furnace efficiency 
... soot, smoke, and obnoxious gases are re- 
duced or eliminated. 


Wing Draft Inducers are available with man- 
ual controls, or they may be tied in with the con- 
trols of the combustion system for completely 
automatic operation. Their use assures positive, 
uniform, adequate draft for low pressure heating 
plants . . . thorough and complete combustion 
with high СО» content. 


L.J. Wing Mfp.Co. 151 Vreeland Mills Road, Linden, N. J. 


Factories: Newark, N. J. and Montreal, Canada 


INDUCERS 


A.1.A.. CONVENTION 


(Continued from page 240) 


As for suburban areas, Mr. Windels 
outlined some goals of the New York 
Regional Plan Association’s plan for the 
17 counties surrounding the New York 
area as ". . . First, that we deliberately 
set about to preserve the essential iden- 
tity and character of these small towns. 
Second, that we channel a major part of 
the region's growth toward a much 
larger number of centers. Third, that we 
deliberately design and create entirely 
new and distinctive self-sufficient com- 
munities to accommodate a substantial 
part of our regional growth.” 

Public interest and public understand- 
ing were placed first by Mr. Windels 
among steps necessary to achieve the 
objectives he outlined. 

“Every effort should be made,” he 
said, “to strengthen citizen organiza- 
tions for metropolitan planning and to 
establish them where they do not exist. 
Such agencies have already been estab- 
lished in New York, Pittsburgh, Chi- 
cago, San Francisco, St. Louis, Grand 
Rapids, Louisville, Cleveland, Toledo 
and a few other metropolitan areas. The 
complex problems of metropolitan areas, 
particularly those that straddle state 
lines, demand the existence of such un- 
official agencies which are ideally suited 
to deal with such problems free from 
limiting political considerations.” 

Intensive research in the field of urban 
development, described as "barely 
touched " so far, is another step needed 
for achieving development objectives, 
according to Mr. Windels, who said there 
should be established a National Com- 
mission for Urban Population Distribu- 
tion to study and report on trends and 
patterns of population movement to and 
within urban areas. 

State and federal cooperation in urban 
planning and policies must also be en- 
listed, Mr. Windels added. 

Lewis Mumford, author, teacher and 
town planning consultant, also urged 
the need for education in the aims of 
planning in his talk on regional planning 
and the small town. 

“Tf the small, biotechnic city is to 
come into its own, as the agent of a new 
civilization," he said, “it will have to 
learn the arts of regional planning, rc- 
gional culture and regional design; and 
create a life more highly organized and 
more purposeful and far more widely 
cultivated than that of the outmoded 
metropolis.” 

(Continued on page 244) 
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Steel pipe is first choice for radiant heating advantages 


Remember when a heating plant was just intended to keep folks warm? 

That day is gone! 

Heating needs of modern business now go far beyond that of merely 
providing for human comforts. Today's heating systems must often 
function in capacities involving such requirements as quality of heat, 
consistency of temperature, preservation of humidity levels, conservation 
of space, and even psychological factors of health and efficiency. 

Radiant heating has often proved the successful solution to such 
heating problems, and steel pipe, of course, is the logical choice for 
successful radiant heating systems. 

There are many good reasons why. For one, steel pipe has more than 
60 years of proved performance behind it in conventional hot water and 
steam heating systems. It has become almost standard material for this 
use. Then, too, steel pipe is economical, easy to form and weld, durable, 
and its expansion and contraction in concrete or plaster for all practical 
purposes may be considered the same. 

Yes, steel pipe is first choice for radiant heating in modern industrial 
buildings, public buildings, schools, churches and homes. 


This modern warehouse and operating building 
of The Peoples Natural Gas Company, Pittsburgh, 
Pa. incorporates a steel pipe radiant heating 
system for warmth, protection of delicate instru- 
ments and even for snow removal. 


COMMITTEE ON STEEL PIPE RESEARCH 


AMERICAN IRON AND STEEL INSTITUTE 


350 Fifth Avenue, New York 1, N. Y. 
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А.1.А. CONVENTION 


Mr. Mumford sees the approach of “а 
new economy that will supplant the 
metropolitan economy.” 

“Та this new economy,” he declared, 
"any overgrowth in urban centers, like 
any over-concentration of wealth and 
power, will be regarded as a serious dis- 
order, like the excessive functioning of 
the pituitary gland in the human body. 
The post-metropolitan economy will be 


(Continued from page 242) 


one in which the advantages of concen- 
tration will be achieved by organization 
and plan, not by a mere massing to- 
gether of population in a limited area; 
and in which the small community, kept 
close to the human scale, but subserving 
a wider range of human needs than any 
existing small town, will be the normal 
form of the city. This does not involve 
a step backward into the primitive and 
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Г * _ 
Г. == mm 
4 IE 
Р —_—_ 
a 


—A Very Important “Assist” 
in Satisfactory Dumb Waiter Service 


Dumb Waiter Doors are as important for efficient operation as is the selection of 
satisfactory dumb waiter units. Sedgwick Dumb Waiter Doors are of durable steel 
construction, have stainless steel sills and can be used with electric or hand power 
dumb waiters—or for protecting the landing openings of conveyors, laundry and 
package chutes and other types of floor-to-floor transportation equipment. 

Available with approved Underwriters’ Label where required, Sedgwick Dumb 
Waiter Doors are finished in appearance, easy of operation, sturdy and come 
in four general types, including bi-parting, slide-up, slide-down and hinged. 
Doors and frames are completely factory-assembled units, convenient for setting 
in place as hoistway walls are built. 

Specify Sedgwick Dumb Waiter Doors for best performance and ultimate 
economy. They are backed by Sedgwick's 55-year-old experience in planning, 
engineering, manufacturing and 
installing of dumb waiters and ele- 
vators for all purposes. 


Sedgwick Dumb Waiters are available for 
prompt delivery in a variety of standard 
sizes and types. The Electric Roto-Waiter 
and the Electric Traction Dumb Waiter, 
with capacities up to 500 Ibs., are leaders 
in the power-controlled field. Hand oper- 
ated units of unusual merit and ease of 
operation are designed for many uses 
where less expensive equipment is desired, 
or when frequency of use is less. 


Write for Illustrated Booklet 
and Complete Information 


Sedy 


ELEVATORS * DUMB WAITERS: 


= E em cu A жы. 
MACHINE WORKS 
142 West 15th Street, New York 11, N. Y. 
RESIDENCE ELEVATORS , STAIR-TRAVELORS 


THE MAXIMUM IN SAFETY ..» THE ULTIMATE IN ECONOMY — SINCE 1893 
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the undeveloped: it rather involves a 
step forward to a higher kind of organi- 
zation, more advanced even in its tech- 
nical facilities, and certainly far more 
economical, than the metropolitan econ- 
omy.” 

The conception of bigness as a goal for 
small towns to strive for must be laid 
aside first of all, Mr. Mumford said, in 
favor of an ideal of organic growth, 
socially controlled and limited. 

Summing up the principles which 
should underly planning for the towns 
of the future, Mr. Mumford said: 

“ Regional planning, insofar as it con- 
cerns itself with the small town, must 
address itself to the task of maintaining 
and multiplying small towns, not in 
furthering their indefinite growth. The 
small town of the future, once regional 
ideals and goals supplant metropolitan 
ideals, will have the following charac- 
teristics: First: it will be limited in area, 
limited in population and limited in 
density. In areas where clusters of small 
towns may be developed, the normal 
size of the small town will be between 
twenty thousand and fifty thousand 
people; in other areas, where because of 
topographical difficulties, perhaps, such 
clusters may be hard to achieve, as in 
the heavily dissected plateau of the 
Allegheny Valley, the small town might 
reach sixty, eighty, or in exceptional 
cases, perhaps a hundred thousand in- 
habitants; these would be normal varia- 
tions, like the variations in height be- 
tween human beings, variations which 
do not imply either dwarfism or giant- 
ism. Each town will be surrounded by 
a permanent greenbelt, either estab- 
lished by a state zoning law, or owned 
by the city; and since high land values 
are the main cause of deficient open 
spaces in the city, the smallness of the 
town and its restricted density — never 
more than a hundred persons per acre in 
the densest quarter — should permit 
sufficient garden space to give every 
family, and even such bachelors as may 
wish it, enough garden space to raise 
flowers and a limited amount of succulent 
vegetables. Such towns will have green 
cores within their superblocks, as well 
as greenbelts to define their outer limits. 
This pattern will both govern fresh 
growth and guide the internal recon- 
struction of the small town, as it seeks to 
develop its own qualities and resources.” 

Since all these conditions cannot be 
achieved by any single small town, Mr. 
Mumford said, a “regional equivalent" 
to metropolitan advantages must be 
found. 

(Continued on page 246) 
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DRY 


WALL CONSTRUCTION | 
has proved 
satisfactory. . . 


Su {© Carl G. Lans, Director, 
Technical Service Department, 
National Association of Home Builders. 


“When dry wall has once been ac- 
cepted and gotten a hold, it has be- 
come general. The Washington, D.C., 
Metropolitan area is such an ex- 
ample. Before the war, everything 
was lath and plaster; now it is a rare 
thing in residential construction. Dry 
wall has proved satisfactory — not 
only because it is much more eco- 
nomical, but also because it produces 
a true, straight wall . . . and elimi- 
nates the introduction of many gal- 
lons of moisture into the house. In 
addition, it is a time saver." 


Why build wet — when Dry Wall 
Construction is safer, faster, less ex- 
pensive? 

For 32 years Homasote has been 
used for Dry Wall Construction—in 
millions of dollars of private homes. 
Since 1936 its use has been supported 


by intensive research costing more 
than $500,000. 


Dry Wall Construction — with 
Homasote Big Sheets — offers many 
major advantages . . . The average 
wall is covered with a single sheet; 


SAYS MR. WETWALL 
"| wet and warp 
the studs in every 
house | enter. No 
wonder the owner 
has maintenance 
trouble and costs.’ 


SAYS MR. DRYWALL . 
(alias Mr. Homa- 
sote), "| keep the 
studs dry and 
straight and true. 
There's no cracked 
or falling plaster in 
my houses.” 


Peun N 
SWEET' 


SEND FOR 


batten strips and unsightly wall joints 
are eliminated. Joints are made at 
doors and windows, as desired . . . 
Labor costs are minimized; many 
fewer handling operations; many few- 


er nails . . . In a single material you 
provide lasting insulation value and 
great structural strength... You 
build a quieter home, free from 
dampness — with dependable insur- 
ance against musty closets and mil- 
dewed walls. 


Dry Wall Construction — with 
Homasote Big Sheets — means walls 
that are permanently crackproof, 
ideal for paper or paint, lending them- 
selves to modern decorating effects, 
modern mouldings and trim. 


Let us send you performance data 
and illustrated literature on Homa- 
sote and allied products. 


ILLUSTRATED LITERATURE 


HOMASOTE COMPANY • DEPT. 59, Trenton 3, New Jersey 


...in Big Sheets up to 8' x 14’ 


Oldest and strongest insulating 
and building board on the market 
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Send me literature as checked: 


Standard Homasote The Nova Roller Door 


( 


) 


(Big Sheets) C 3 ы 
Striated Homasote The Nova-Shingle and 
н the Nova-Speed 
(Tiles and Panels) C 29 Shingling Clip C) 
Wood-textured Homasote 
(Panels) 
Name. . 


(Please print in pencil) 


Address 


City & Zone State 
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OTIS BUILDS BULLET-PROOF HOISTWAY DOORS FOR MONEY CARRYING ELEVATORS 


Bullet-Proof 


or Standard 


A shaftway view of an Otis power-operated door installation. 


Otis all-steel, bi-parting freight doors are 
available for all size openings. Either power- 
operated, as illustrated, or manually oper- 
ated. They‘re all-steel construction. Angle 
iron frame. Vertical stiffener bars. Bolted 
steel panels that are easily removed for 
replacement when necessary. Otis freight 
doors have no easily damaged wood panels; 
no wood cores to rot. 

When required, Otis hoistway doors may 
be ordered with any of these optional fea- 
tures: Weather-stripping for exterior doors; 
special panels, including stainless steel, to 
match architectural treatments; extra heat 
insulation; non-sparking electrical equip- 
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ment for hazardous atmospheric conditions. 

All Otis standard bi-parting doors protect 
the building against the spread of fire into 
or out of the hoistway. Their construction 
conforms to the requirements of the Fire 
Underwriters’ Laboratories and may be fur- 
nished either with or without Underwriters’ 
labels. 

Otis freight doors are also made in a pass- 
type for limited floor heights. All doors open 
smoothly to full car opening. Lock indepen- 
dently for safe operation. For further details 
write for Booklet A-389-F or phone your Otis 
office. Otis Elevator Company, 260 11th 
Avenue, New York 1, N. Y. 


ALL-STEEL - BI-PARTING 


FREIGHT DOORS 
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(Continued from page 244) 


“Tf the growth of the small town must 
be limited," Mr. Mumford put it, "its 
limitation will be more acceptable if it 
becomes part of a regional constellation 
of cities, with a common regional gov- 
ernment for its overall activities, and 
with a capacity for mobilizing and dis- 
tributing its cultural resources into each 
small town, instead of concentrating 
them, in a fixed, static, immobile pat- 
tern in a single dominating center. 

“Let us not talk about regional plan- 
ning," he went on, “until we believe in 
the principles of regionalism with sufti- 
cient conviction to demand the political 
authority that will be necessary, on the 
basis of a progressive extension of the 
welfare clauses in our state constitu- 
tions, to carry them out. For we need a 
regional authority with the power to 
float bonds and to make investments in 
new communities which our housing 
authorities now have; we need a re- 
gional authority with the power to zone 
land for urban and rural uses, and where 
necessary to buy land for public uses of 
an undetermined nature; we need an 
authority that will be capable of plan- 
ning new cities, in order to keep the new 
towns under its jurisdiction from pass- 
ing, under continued population pres- 
sure, beyond the normal limits of their 
growth; we need a regional authority 
with the power to set aside primeval 
areas and to fix new industrial sites; so 
that recreational facilities and industrial 
opportunities will be planned with a 
view to the needs of the population as a 
whole. No single community, however 
enlightened — not even the biggest of 
metropolitan centers — can make such 
plans or carry them out." 

Areas where the kind of development 
he outlined would still be possible were 
listed by Mr. Mumford — the San 
Bernardino Valley in southern Cali- 
fornia, the Columbia River Valley, the 
"Tennessee Valley and the state of North 
Carolina among them. 

In conclusion, Mr. Mumford em- 
phasized that the conception he had 
outlined was a deliberate departure 
from the idea that "regional planning is 
merely a means of dealing in a coordi- 
nated manner with the natural back- 
ground." 

“The further purpose of regional plan- 
ning," he said, "is that of creating a 
balanced environment, with balanced 
communities, for people who are deter- 

(Continued on page 248) 


ARCHITECTURAL RECORD 


. Welding Cuts Structural Costs 12% 
Saves 7% on Steel 
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Fig. 1. Framework partially complete for the 5 story plant of Baltimore Sun, Baltimore, Md. 
Architects: Palmer, Fisher, Williams and Nes; 
Consulting Engineer: Van Rensselaer P. Saxe; General Contractor: George A. Fuller Co. 


By VAN RENSSELAER P. SAXE 
Consulting Engineer 
Baltimore, Md. 


SAVING of $68,522 has resulted from the adop- 
tion of welded design for the publishing plant 

of the Baltimore Sun and Evening Sun shown in 
Fig. 1. Structural weight was cut by over 7%. A 
sizable amount of money was saved also on concrete 
and form work, as well as on reduced building 
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WEB ConNNECTION 
For VERTICAL 
Reaction 


Fiero Burr Ме, 


PLare SriFFeEn- 


height made possible by continuous beam design 
involving shallower structural members. 


Typical framework connections illustrating the 
simple details for field erection are shown in Figures 
2—3. Beams are positioned on erection seats or clips 
and then field-welded with Lincolng ‘‘Fleetweld 
5" electrodes using 400 ampere Lincoln ‘“‘Shield- 
Arc" motor driven arc welders. In the design of 
frame members, bevel cuts for connections were 
so planned as to make 
maximum use of fast, easy 


Ре Wero downhand welding. 


The quotation of the low 
bidder for riveted construc- 
tion was $551,508. The 
actual cost of the welded 


-ers Were 


Erection Cue K3 
ERECTION Seat E3 
MADE BY JH WILIAMS R CO 
BUFFALO 7, N.N. 


frame was $482,986. This 
accounted for the $68,522 
saving in the structure. 
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Fig. 2. Typical beam to girder connection. Fig. 3. Typical beam to column connection. 


GET Write for Studies in Structural Arc Welding 
THE LINCOLN ELECTRIC COMPANY 
THE FACTS Dept. 151, Cleveland 1, Ohio 


Sales Offices and Field Service Shops in All Principal Cities 
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Beauty? Many beautiful styles 
bring scope and variety to your 
plans when you choose Ponderosa 
Pine windows. Window groups of 
any size are easily formed from 
stock designs. 


Quick Installation? Ponderosa 
Pine windows come as pre-assem- 
bled units in modular sizes—ready 
to install with a minimum of time 
and effort. Screens and storm sash 
are ready-made in sizes to fit these 
windows. 


Weather-Tightness? Precision 
construction, wood’s natural in- 
sulation quality, plus effective 
weather stripping—all combine to 


\ 


2 


You'll Want this Idea Book 
for Your Files, Send today for Name 
your copy of “Ponderosa Pine 
Woodwork forToday’s Home” 
—full of photographs showing 
actual installations of Pon- 
derosa Pine windows, doors 


and cabinets. Mail the coupon! Су геа 
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these wood windows асай it! 


assure greater year-round comfort. 


Easy Operation? Ponderosa Pine 
window units are prefitted and use 
modern mechanical sash balances 
to give lasting ease of operation. 
In addition, these wood windows 
minimize vibration and rattling. 


Economy? Modest in first cost, 
Ponderosa Pine windows save in 
maintenance costs because they 
take paint or any finish easily and 
hold it lastingly. 


Lifetime Service? Ponderosa 
Pine windows are available chem- 
ically treated at the factory to give 
further protection against decay 
and moisture absorption. 


FOR FRIENDLY LIVING... j 2 


WOODWOR K 


Ponderosa Pine Woodwork 
Dept. TAR-6, 38 South Dearborn Street 
Chicago 3, Illinois 


Please send me a copy of "Ponderosa Pine Woodwork 
for Today's Home." 
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А.1.А. CONVENTION 


(Continued from page 246) 


mined to lead an autonomous and bal- 
anced life, which will not merely re- 
capture traditional values that have 
often fallen by the wayside but will 
more fully utilize the positive advan- 
tages of an advanced civilization.” 

In an absorbing lecture which he 
illustrated with slides taken on the spot, 
Albert Mayer gave a vivid and exciting 
picture of the job he and his associates 
are doing with the new capital of the 
Punjab in India. 

Helmut E. Landsberg’s talk on “Cli- 
mate and Planning of Settlements" 
emphasized the change in man's attitude 
toward climate as a factor in planning — 
from the days when design of dwellings 
followed the dictates of climate through 
the recent era of considering it some- 
thing to be fought with "gadgets," to 
the present day when intelligent plan- 
ning takes advantage of desirable as- 
pects of climate (capitalizing on prevail- 
ing winds, heat and light from the sun, 
etc.) and shuts out the undesirable 
through site selection and planning and 
building design. 

Mr. Landsberg stressed also the new 
importance placed by planners on micro- 
climale — the climatic environment of 
a very small area, which may be in- 
fluenced by purely local factors to small- 
scale differences from another area only 
a few miles away. Microclimatic factors 
should be considered, he said, not only 
in design of individual houses or small 
subdivisions, but in large-scale city plan- 
ning. 

A joint luncheon meeting of the А Г.А. 
and the Joint Committee on the Na- 
tional Capital was held on Friday in the 
Presidential Room of the Hotel Statler. 
Maj.-Gen. U. S. Grant ПІ, former chair- 
man of the National Capital Park and 
Planning Commission, gave an address 
on “150 Years in the Life of the Federal 
City" and A.LA. President Ralph 
Walker spoke on “Fifty Years Hence in 
the Federal City." 


Lighting and Illumination 

Symposia on “Lighting and Illumina- 
tion," the convention's secondary theme, 
included addresses by R. L. Biesele Jr. 
(“Daylighting”); Willard C. Brown 
(“Developments in Light Sources"); 
C. L. Crouch (“Basic Factors of Vi- 
sion"); Stanley McCandless ("Dramatic 
Uses of Light"); and Howard M. Sharp 
(“Тһе Effect of Basic Light Distribu- 
tion"). 
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integrity built into a school 


Economy that con- 
siders only the first cost, may be 
false economy. This is partic- 
ularly true in the school, where 
concentrated traffic and hard 
usage tend to make almost any 
material expendable. Marble, 
however, meets the most exact- 
ing demands for a hard surface 
material that wears well, is 
easily cleaned and maintained 
and retains its initial beauty 


year after year. 


Marble spells refinement. It 
can create that atmosphere of 
culture and dignity in the 
school which is so necessary to 


proper education. 


Stepinac High School 
White Plains, New York 
Eggers and Higgins, Architects 


Marble Institute 
of America, inc. 


108 FORSTER AVENUE, MOUNT VERNON, N Y. 
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POINTED THE WAY... 


Since the first units of this communications 
laboratory were erected in 1945, performance 
has been watched closely. This was among the 
first of the parade of postwar, aluminum-clad 
buildings —industrial, commercial and resi- 
dential. In each, aluminum was used because 
it contributed either to lower cost, speedier 
construction or more efficient operation. 

Here aluminum-faced insulated wall panels 
have equaled or exceeded expectations; have 
required no maintenance whatsoever. 

Alcoa engineers have contributed to the 


planning of every major aluminum-clad 
building erected in America. Our fund of 
aluminum knowledge, gained through sixty- 
two years of research and development, is 
available to all architects and builders. 

For information on any application of 
aluminum, and for a forward look at alumi- 
num's place in building's future, ask to see 
the book or film, “The Davenport Story". 
Call your near-by Alcoa Sales Office, or write 
ALUMINUM COMPANY OF AMERICA, 1888F 
Gulf Building, Pittsburgh 19, Pennsylvania. 


Addition of a wing required removal of panels at north end of Insulation factor of walls has equaled that of masonry of 
one building. Microscopic examination of uncovered area revealed much greater thickness and cost. According to owners, greatest 
no evidence of air or moisture infiltration after three years. advantage is low maintenance. None required since erection. 
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ACOUSTICS 
(Continued from page 169) 


to the criterion sound level. If functional 
requirements of the building lead to 
“unusual” noise conditions, the criteria 
should be modified accordingly. A bowl- 
ing alley that can be put nowhere but 
under an auditorium requires especially 
high insulation above it. А band room 
adjacent to an auditorium but never to 
be used concurrently hardly requires the 
normally specified 50-65 db of NR. (But 
make the client sign an affidavit on that 
one!) 


General methods of noise 
control 


Noise control in buildings is achieved 
by means of: (1) proper planning, to 
segregate sounds; (2) proper design and 
detailing of structures, to block effec- 
tively the passage of sounds; and (3) 
proper utilization of finishes and furnish- 
ings, to absorb sound. Segregation re- 
duces noise by putting the source farther 
away; insulation reduces noise by pre- 
senting a barrier against its passage; and 


absorption reduces noise by draining off 


sound energy. These three techniques 


better control of. VENTILATION ^, 
better control of LIGHT i 


/ ем PROJECTED AWNING TYPE 
with / 
/ 


AUTOMATIC MULTIPLE WINDOWS 


7 
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Dalmo Windows give full control of ventilation 
from 1% to 100% of the window opening. The 
angle of the open sash directs air currents up- 
wards, eliminating drafts. The air diffuses from 
the ceiling and circulates evenly through the 
room. The open sash sheds rain, deflects wind 
and allows controlled ventilation under all 
weather conditions. 


Dalmo Windows allow the use of venetian blinds 
or ordinary shades. The sash can be operated 
without disturbing blind or shade. Ordinary 
shades may be attached to the sash itself to con- 
trol daylight illumination and give uniform light 
distribution without interfering with ventilation. 


Administration Building, Los Angeles City Schools 
А. C. Zimmerman, Architect 


у. йе 


1304 Wilshire Boulevard, Los Angeles 14, California 
Eastern Sal2s Office: Thorntown, Indiana 


seejour 
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Movie showing operation of Dalmo Automatic Multiple Awning Type Window 
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are based on distinctly different physical 
principles. A clear visualization of these 
differences is the first step towards rational 
acoustic designing. 

Mathematical statements of these ef- 
fects are sometimes complicated. But 
basically the equations express what one 
would expect intuitively: noise reduction 
increases with the distance of separation, 
with the insulating value of the structure 
(usually expressed as transmission loss 
of a given element), and with the 
amount of absorption in the room (ex- 
pressed in absorption units or sabins). 

Planning aspects of noise control were 
included in the previous article. The re- 
mainder of the present article deals with 
engineering methods for achieving noise 
control by insulation of structures and 
absorption of finishes. 


Calculation of noise reduction 


Consider a sound source of constant 
power output, such as a person talking 
at a uniform level or a steadily operating 
motor or fan. If this source is placed in a 
room, the average sound level through- 
out the room and more than a few feet 
from the source is dependent mainly on 
the number of sound absorption units in 
the room. But before we can calculate 
this effect we must become more specific 
about the physical quantities involved; 
in order to get answers with meaningful 
numbers we must agree on some basic 
definitions, such as the following: 

Decibel (db): a logarithmic unit ex- 
pressing the ratio of two quantities, or 
the magnitude of one quantity with re- 
spect to a specified reference magnitude. 
The decibel by itself is not an absolute 
measure of anything unless associated 
(explicitly or implicitly) with a particu- 
lar quantity and a particular reference. 

Intensity (D): the amount of sound 
energy falling on a unit area per unit 
time, usually given in watts/sq cm. 
Analogous to light intensity. 

Intensity level (IL) in decibels: IL = 
10 log (1/1075) where I is the intensity 
of the sound whose IL we are computing; 
and 10-5 watts/sq cm is the standard 
reference intensity, which corresponds 
approximately to the weakest sound the 
ear can hear. At the threshold of hearing 
the intensity level (IL) is approximately 
zero since the ratio I/10-* is unity and 
the log is thus zero. 

Sound level (SL) in decibels: a com- 
monly used measure of the physical 
magnitude of sound; in certain idealized 
cases SL — IL; in these articles SL is 
defined as the quantity read on a stand- 
ard sound level meler when properly 

(Continued on page 254) 
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FOR FUTURE LEGAL LIGHTS Consultant: E. 5. Burrows. 


Contractor: Robertson Electric Co., Inc. 


E. 
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NEXT TIME you see an unusual lighting job...such as this classroom with 45 foot- 
candles . . . check the manufacturer's name. Frequently you'll find it’s Litecontrol. 

Why? ... probably because the outstanding engineers who do the outstanding 
jobs are never satisfied with second best. They know that Litecontrol fixtures 
are optically engineered to give more and better-controlled light at the least cost. 


Lighting Equipment: 30 Litecontrol No. 
4124, 2-lamp fixtures, surface mounted. 


Lamps: 2-40 watt, white, fluorescent. 


Watts per fixture: 100. 


And they know that the extra-sturdiness means more years of service for their avercasiinisnsllyinseices4S teoteandles: 
clients . . . that other design features mean easier and cheaper maintenance. Watts per square foot: 2.7. 

So plan your next job around one or more of the many Litecontrol fixtures. Type of room: classroom. 
If you like, our lighting specialists will be glad to help you with new and differ- Dimensions: 27/-6" x 40’, W ceiling. 


ent lighting ideas or with complete layouts 


The LITECONTROL No. 4124 Fixture... 


> . . . has all those features so essential for good classroom and 
office lighting — low brightness, trim appearance, evenly illumi- 
nated louvres. Louvres are hinged for easy relamping and main- 
tenance. Spring loaded catches allow opening on either side 
without special tools. Designed for surface, continuous run or 


mi 


5328 and 5448 available for Slimline lamps. 3 
LITECONTROL CORPORATION AACE 


36 PLEASANT STREET. WATERTOWN 72, MASSACHUSETTS KEEP UPKEEP DOWN 


pendant mounting. 


No. of HOUSING Approx. 


Cat. No. Lamps length Width Height Ship. Weight 
4124 2-40W 49" 122 5%" 33 Ibs. 
4044 4-40W 49" 16" 514" 44 Ibs. 


DESIGNERS, ENGINEERS AND MANUFACTURERS OF FLUORESCENT LIGHTING EQUIPMENT DISTRIBUTED ONLY THROUGH ACCREDITED WHOLESALERS 
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(Continued from page 252) 


calibrated and used in accordance with 
standardized procedures. 

Absorption coefficient (a): the fraction 
of incident energy that is absorbed by a 
surface; the remaining fraction is re- 


Absorption units (a) in sabins: the sq 
ft area of a surface (S) times its absorp- 


absorption is sum (oS) over all surfaces. 

Transmission coefficient (т): the frac- 
tion of incident energy that is trans- 
mitted through a barrier (wall, floor, 
window etc.). 

Transmission loss (TL) in decibels: 
TL = 10 log(1/7); since т is always less 
than unity its log would always be a 
negative number; it has been found more 
convenient to take the reciprocal of 7 
which is greater than unity so its log, or 
its decibel value, is a positive number; 


Noise reduclion (NR) in decibels: 
NR = 10 log(L/I:) = IL, — IL; is the 
difference in sound level (or IL) between 
two spaces or conditions. 

With these definitions in mind let us 
return to the room with a steady noise 
source in it. Let I; be the average in- 
tensity in the room originally, and І, the 
intensity after some absorptive material 
has been added to the room. Of course 
there is always some sound absorption, 
even in a “bare” room. Let a; and a; be 


as TL increases the wall transmits less 
sound and becomes a better insulator. 


the number of absorption units before 
and after adding material. Then: 1/15 = 
а/а. In words, the intensity is inversely 
proportional to the number of absorp- 
tion units. 

Thus the introduction of absorption 
achieves some noise reduction whose 
amount is: NR = 10 log(l/L;) = 10 log 
(a2/ai). This equation is solved graphi- 
cally in Fig. 5, which is a general calcula- 
tion chart for all relations involving 
decibels. A few calculations by the 
reader will show that it is easy to get 
between 5 and 10 decibels of NR by 
adding absorption to usual rooms; but 
that it is difficult to get much more than 
10 db in most cases. 

We should not, however, underesti- 
mate the value of 5 or 10 db reduction 
by absorptive treatment. As a matter of 
fact, the subjective improvement of the 
noise environment is often much greater 
than the calculated NR would indicate. 
For one thing, absorptive treatment on 
the ceiling or walls reduces the spreading 
of the sound; makes the room more like 
the outdoors where sound diminishes 
with distance from the source instead of 
being uniform everywhere. This confine- 
ment of noise has a beneficial psychologi- 
cal effect, particularly in large offices or 
in factories with many noisy machines. 

Let us next consider noise reduction 
between two different rooms, and for 
simplicity place these rooms adjacent to 
each other with a common wall area 
having an S sq ft transmission coeffi- 
cient т. Let I, be the average intensity 
in one room which contains a noise 
source, and I, be the intensity in the 
other. If either т or S is increased, the 
transmitted intensity I, will obviously 
increase. In addition, Iy will vary in- 
versely with absorption ay in the re- 
ceiving room. In general: 

Is -2 n T тэ A T353 T EET 

Ix ay 
where Si, So, S; etc. are different areas of 
the common wall having different trans- 
mission coefficients similarly designated. 
These different areas might be a door, a 
window, and a portion of solid wall. 


tion coefficient; if several kinds of sur- 
faces are involved in a room the total 
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with this powerful 
straight-through 


Ject-0-Valve 


Soundly designed and built to stand long 
hard use, Ject-O-Valve gives maximum 
and economical service for smoke, fume, 
dust or heat problems that only power 
ventilation will solve. Air stream from fan 
holds top sections open—sweeps away 
all weather. With motor off, top closes 
tight—completely weatherproof. 

Write today for data on Ject-O-Valve 
and 6 other quality Swartwout Ventila- 
tors. Ask for Bulletin 338G. 


Entire top is hinged for easy 
servicing of motor-propeller 
unit. 


Industrial Ventilation Specialists Since 1904 


Equipment PILLA 
rr Air Circulation 
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‘To the men 
who build 


Between Joists IS Important 
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K A с 2 NAILING top lath to Macomber У Bar Joists saves 
BE time, labor and material. Competitive conditions 
today make these savings worthy of careful in- 
vestigation. 


FOR SPANS 4 TO 40 FEET 
MACOMBER NAILABLE 
V BAR JOISTS 


PATENTED 


When top lath is nailed into the steel top chord of 
the V Joist by driving a staple or roofing nail over 
the rib or mesh, a solid anchorage is the result. 


In place of a specified 2" slab sagging between 
joists to а 4" slab, you have only a very slight 
deflection between joists due to the solid anchorage 
of nailing compared to wiring or clipping top lath. 


While nailing is faster than other methods, the big 
saving is in the amount of concrete saved per 
square yard of floor area. These economies in 
both labor and materials can be the difference 
between profitable and dangerously close operation 
at today's close bids. 


Any architect who specifies Macomber Nailable V 
Joists and the contractor who installs them will 
safeguard profits forever after with the one steel 
joist that costs no more but saves so much on every 
job. Send for V Joist catalog. 


THE MACOMBER 
V BAR JOIST WAS 
APPROVED BY THE 
STEEL JOIST INSTI- 
TUTE ON OCT. 23, 1946 


MACOMBER - INCORPORATED 


CANTON, OHIO 


IN CANADA, SARNIA BRIDGE CO., LIMITED, SARNIA, ONT. 
IN MEXICO D. F.—MACOMBER DE MEXICO S. A. CEDRO 500 


V BAR JOISTS e LONGSPANS e BOWSTRING TRUSSES e STEEL DECK 
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ACOUSTICS 


(Continued from page 254) 


NR = 10 log(Ix/Iy) = 10 log(ay/ 
sum 7S). This equation is also evaluated 
in Fig. 5. Notice the reciprocal rela- 
tion between this equation and the equa- 
tion in the foregoing paragraph. The 
former, with I,/Ix, is in the form com- 
monly used in acoustics literature; but 
this ratio is always less than unity, so it 
is more convenient to invert it and get 
decibels directly as a positive number. 


Both forms can be read on Fig. 5, where 
the left hand side gives ratios greater 
than unity and the right side gives ratios 
less than unity (i.e., decibels). 
Insulation values of structural ele- 
ments are usually given in terms of 
transmission loss TL instead of 7; but 
the conversion from one to the other 
can be read directly from Fig. 5. It is 
sometimes convenient to calculate the 
average or “effective” TL of a compos- 
ite barrier, given by: Eff. TL — 10 log 
(sum(S)/sum(7S)), also in the chart. 
With the above definitions and for- 


Terne Metal 


йт long-lasting 
trouble-free ques 
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You can be sure your client will have maxi- 
mum roofing protection and economical 
metal roof construction when you specify 
Follansbee Terne Metal Roofing. 

Follansbee Terne Metal Roofing is really 
lifetime roofing—many installations made 
over a half century ago are still in service. 
This is just one of the advantages of terne 
metal roofing; others you will want to 
consider are 


Follansbee Seamless Roofing 


ders ear diese 


HISTORIC VIRGINIA M MANSION 
Roofed with Terne Metal 
over 25 years 


REPLICA OF MEDIEVAL ENGLISH HOUSE 
Design of Terne Metal Roof 
conforms to architectural 
treatment 


* design possibilities 
o fire-resistant construction 


• roof and trim color combinations 


Here’s a flexible metal roofing which you 
can specify with confidence because its 
record of permanence is well-known. De- 
tailed information on design and con- 
struction methods will be sent you promptly 
—just address Terne Metal Department, 
Follansbee Steel Corporation. 


OLD NEW ENGLAND HOUSE 
Terne Metal Roof installed 
almost 100 years ago 
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FOLLANSBEE STEEL CORPORATION 


GENERAL OFFICES, PITTSBURGH 30, РА. 
COLD ROLLED STRIP * ELECTRICAL SHEETS * POLISHED BLUE SHEETS * SEAMLESS TERNE ROLL ROOFING 
Sales Offices—New York, Philadelphia, Rochester, Cleveland, Detroit, Mil- 
waukee. Sales A gents—Chicago, Indianapolis, St. Louis, Kansas City, Nashville, 
Houston, Los Angeles, San Francisco, Seattle; Toronto and Montreal, Canada. 
Planis—Follansbee, W. Va. 


FOLLANSBEE METAL WAREHOUSES 
Pittsburgh, Po. . 


Rochester, N.Y. . Fairfield, Conn. 
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mulas one can calculate the NR achieved 
between any two spaces, and compare 
this with NR criteria values discussed 
earlier. Or starting with a criterion and 
with basic data on wall areas, room 
finishes, etc., one can calculate the re- 
quired TL values for particular ele- 
ments. It is usually necessary to make 
several successive calculations, with dif- 
ferent combinations of TL values, since 
there are usually several different paths 
or wall sections through which sound 
can travel. 

There remains one more important 
quantity to consider: the frequency. We 
have already seen that noises usually 
contain many frequency components. 
Materials and structures also are fre- 
quency dependent in their properties of 
transmission and absorption. Values of a 
and TL (or 7) are usually measured, and 
specified in standard bulletins and texts, 
at several different frequencies. A com- 
mon set of frequencies is 128, 256, 512, 
1024, 2048 and 4096 cps. These are es- 
sentially equivalent to the somewhat 
more çonvenient set 125, 250, 500, 1000, 
2000 and 4000 cps. 

The above formulas for NR can be 
applied to any frequency by using the 
corresponding values for а and TL. This 
may be important in special cases in- 
volving noises of unusual frequency 
characteristics. In usual cases (as dis- 
cussed in earlier sections) we need use 
only average values. In the case of ab- 
sorption, the most widely used average 
is the noise reduction coefficient (NRC) 
which is the average of the a’s for 256, 
512, 1024 and 2048 cps, taken to the 
nearest even 5 per cent. Values of NRC 
are given in bulletins on acoustic mate- 
rials. К 

Frequencies for averaging TL values 
are less standardized. Many references 
give averages for “‘low frequencies" and 
"high frequencies"; or for three fre- 
quency bands. In this article average ТЇ, 
is the average from 128 to 2048 cps incl. 


Sound insulating properties 
of structures* 


We are now ready to discuss sound 
insulation of general and particular 
structural components, in terms of thc 
average TL defined above. As long as 
the noises involved are of the common 
kinds encountered in buildings (traffic 
noise, speech, office machines, mechani- 
cal equipment, etc.) we need consider 
only this Av. TL and its effect on average 
sound levels. 

* cf. Noise Reduction in Dwellings, А. London, 
Architectural Record, October 1949. 
(Continued on page 258) 
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Junior High School, 
South Euclid, Ohio. 
Architects: Cherles 
Bacon Rowley & As- 
sociates, Inc., Cleve- 
land; General Con- 
tractor: Leo W, 
Schmidt Company, 
Garfield Heights, Ohio, 


by the aguane foot or бу tha alo footstep 


— there's no floor value like 


NORTHERN HARD MAPLE 


From kindergarten to college, time-proved Northern най 
Maple floors fight the scuffs and scars of hundreds of millions. 
of heedless footsteps...and stay bright, smooth, cheerful у 
resilient with minimum maintenance. 


And versatile Northern Hard Maple meets the most ad- 
vanced of modern styling trends with its blond beauty! 


In these cost-conscious days, may we suggest that you 
consider well another often-overlooked advantage of MFMA- 
graded Northern Hard Maple? Very important SAVINGS 
are assured without the slightest sacrifice of utility and endurance, SEE 
by specifying MFMA Second Grade, or Second-and-Better ЕЕТ'5 
Grade. Beauty, soundness, strength are all retained! SW Latest (1950) Editions 
—Architectural 13g-7; Engineering 


4j-21—for full details, dimensions 
standard specification data. 


And for school shops, equipment rooms and such areas, 
still further savings are feasible with Third Grade MFMA 


flooring—a thoroughly sound specification. 
| | | WRITE for special folders on second 
America’s leading architects and engineers and third grades, and on list of 


will be found to concur in these conclusions. MFMA approved finishes. 
MAPLE FLOORING MANUFACTURERS ASSOCIATION 


Room 363 —46 Washington Boulevard 
Oshkosh, Wisconsin 


jus WITH Wage н, Min NUM | 


ud AND BIRCH 
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In Fig. 3 several types of walls, floors 
and panels are illustrated and are ar- 
ranged according to their transmission 
loss values. In general the TL increases 
as the barrier becomes heavier and more 
complex. Unfortunately the cost also 
generally increases, so that economic 
compromises often become necessary. 
When high insulation is required, a 


variety of possible alternate solutions 
should be explored, with detailed and 
reliable information on sound insulation 
values. 

A homogeneous wall increases in TL 
as its weight increases. The average 
trend is shown in Fig. 4; the solid line 
gives the mean value and the dashed 
lines give the range within which most 
homogeneous walls lie. The slope is 
about 50 db increase for each doubling 
of weight. Above about 50 db the single 
wall reaches diminishing returns in db 
per dollar, and it becomes more economi- 


ENGINEERED ALL-WEATHER -Windlews 


FOR DRAFTLESS VENTILATION 


Louvered sections are placed at top, bottom or sides of stationary 


window pane, according to design requirements. Units may be 


used singly or in groupings. 


STOCK SIZES FOR A WIDE VARIETY OF DESIGN 


Adjustable baffle doors regulate circu- 
lation of fresh air, winter and summer. 
Screens concealed in air-flo section, may 
be removed from inside for cleaning. 
Solar Air-Flo units fit into all kinds of 
walls, masonry or wood . . . permit 
originality of design for all types of 
homes and buildings . . . provide 
weathertight insulation. 


SOLAR AIR-FLO, INC. 
DEPARTMENT 604, ELKHART, INDIANA 


Send free literature on Solar Air-Flo windows. 
lam O Architect C] Dealer О Contractor. 


Firm. 


Ol — — 8€ 1 Zen 


| 
| 
| 
| 
| 
| Name. 
| 
| 
| 
| 
| 
| 
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Solar Air-Flo windows allow the use 
of narrow mullions, come assembled 
with all exterior trim. Sill height and 
number of louvers may be varied to 
meet ventilation requirements. No pre- 
cision work or special tools are needed 
for installation. Frames and sectional 
parts are made of either treated wood 
or extruded aluminum, as desired. 


Beautiful Solar Air-Flo windows are 
in keeping with the modern trend . . 
give individuality and distinction to 
exteriors, lend charm and an air of 
spaciousness to interiors. WRITE 
NOW for free descriptive literature and 
specification data, without obligation. 


SOLAR AIR-FLO, INC. 
ELKHART, INDIANA 


ч MAIL COUPON NOW! 


cal to split the wall into two or more 
independent leaves. 

Thus, splitting a plastered 8 in. cinder 
block into two 4 in. leaves separated by 
a 4 in. air space gives about 55 db, which 
is about 8 db more than would be ob- 
tained from a solid, plastered cinder 
block of the same weight. Even if total 
thickness, instead of total weight, is the 
imposed limitation it will usually be pos- 
sible to get higher TL in a split wall 
than in a single one. 

Stud constructions, with wood or 
plaster facings, have similar properties. 
As long as the two faces are rigidly tied 
together, the TL follows the general 
weight law. But if the two faces are 
structurally separated, on separate rows 
of studs or on resilient mounts, the ТТ, 
increases beyond that expected from 
weight alone. 

In all cases, the values indicated in 
Figs. 3 and 4 will be obtained only if the 
wall is completely tight against air leaks. 
Thus, porous blocks are poor insulators 
when unfinished, but insulate more or 
less according to their weight when the 
faces are well sealed by plaster (see 
cinder block examples in Fig. 3). Any 
cracks which develop in a wall greatly 
reduce its insulation value. 

The common practice of referring to 
porous sound absorbing materials as 
"sound insulation" has led to much 
misunderstanding. Such materials are 
almost transparent to sound; by them- 
selves their TL is no more than 5 or 10 
db. In some cases these porous materials 
are useful in the space between light- 
weight faces of a double wall, where the 
few db they add might bring the wall up 
to a required value. But between heavy 
leaves of masonry the additional gain 
from an absorptive blanket is negligible. 

These brief considerations of sound 
insulating properties, and the associated 
figures, constitute only a general intro- 
duction to aid in visualizing the princi- 
ples involved. In any particular problem 
one should refer to more specific in- 
formation. 

Also, the present article has not dealt 
with insulating properties of doors, win- 
dows and associated details; or with the 
many tricks and special products that 
can be used to enhance the insulating 
properties of structures. Other impor- 
tant subjects omitted include noise con- 
trol of ventilating systems, effects of 
structure-borne vibration and impact 
generated noise, and vibration mounts 
and special housings to control noises 
from mechanical equipment at the 
source. These are all topics for a subse- 
quent article. 
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A DISTINCTIVE, NEW SIDING MATERIAL 
FOR LOW-COST ARCHITECTURAL — «9 
EXPRESSION | | 


THIS NEW VERSION OF 
WELDTEX* PLYWOOD IS 
FINDING FAVOR WITH 
ARCHITECTS 


Weldtex Siding is 
3-ply Exterior Grade 
Douglas Fir Plywood 34” thick. 

Panel size: 48" by 157%”. 


Chances are you've used Weldtex panels before... with 
striking effect. Now this popular material is available 


in a new form...convenient, easy-handling size for 4 STUDS 24 STUDS 
exterior siding. % PLYSCORD SHEATHING % PLYSCORD 

The deep striations give you all the beauty of the WELDTEX SIDING SHEATHING 
finest cedar shakes... plus a smooth, trim, modern line 13%" TO WEATHER WELDTEX SIDING 
that gives beauty to your designs. In ove material, you MAXIMUM 5% allen nd 
combine all the good points of shingles and clapboard AMON 
...and minimize the problems. ag le 

And look at the structural advantages. { STRIP "1% 

Only 22 pieces cover a square. You get a 137%” expo- ne 
sure and only a 2” lap. You have a minimum of seams, F 

i ш SHINGLE 
and those easily backed up. x ; 

With a combination like that, you can see why archi- 2 BLOG. PAPER 
tects who have used it are enthusiastic about Weldtex £ AT VERTICAL 
Siding. ^ ME 

Fast application saves substantially in labor costs. HORSEFEATHER Е 
Short laps and long exposure cut material requirements ic were Чот) € 
far below those of shingles. The easy, effective back-up a 
for the few seams makes weather-proofing simple and © 
certain. E 

Weldtex Siding is approved by F.H.A. on Federal № SEAL 
Housing jobs. 2 

Get complete information on this new siding material. 5 z 
It speeds, simplifies and improves construction . . . and @ >< 2 г 
adds beauty to any home. Write us today. We'll rush you E i 
full details. = B 
*U.S. РАТ. NOS. 2286068, 2363927, 2363492, TRADE MARK REG. = a 

= Ё 
že 3 
Detail 1 shows normal installation of Weldtex Siding. Detail = ne 


2 shows how simply and easily you can fair out the butt of 


the board to create a deeper shadow line, when desired. WATERTABLE 


WELDWOOD Plywood 


Manufactured and distributed by 
UNITED STATES PLYWOOD CORPORATION 
New York 18, N. Y. 
and U. S.- MENGEL PLYWOODS, INC., Louisville 1, Ky. 


Branches in Principal Cities · Warehouses in Chief Trading Areas * Dealers Everywhere 
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PRODUCTS 
(Continued from page 170) 


Electrically Conducting Glass 


The new Corning E-C Glass reportedly 
has a transparent skin that conducts 
electricity, but resists enough to heat 
the glass up to 660 F. This skin is said 
to be a metallic oxide, about 16 mil- 
lionths of an inch thick, applied to the 
glass at a high temperature. It is claimed 


to be more resistant to scratching or 
to chemicals than the glass itself. The 
glass can produce a wide range of 
temperatures depending upon the resist- 
ance of the film and the power of current 
used. The base material is the heat 
resistant Pyrex brand borosilicate glass. 
Specific articles will be sold under the 
Pyrex trade-mark. 

Currently, a coffee percolator and 
radiant heaters are being made. The 
latter are primarily for industrial use. 
Future additions to the line may include 
such items as household appliances, 


aa 
TO HELP YOUR CLIE ENTS 


roo leita roe 


L О 


water heaters, resistors, combination 
heating and lighting units, heat ex- 
changers, and various types of space 
heaters and driers.Corning Glass Works, 
Corning, N. Y. 


Sliding Door Hardware 


The Grant Silent Sliding-Door Hard- 
ware Series feature nylon outer race 
ball bearing rollers to prevent noise 
transmission. There is said to be no 
metal to metal contact between station- 
ary and moving hanger parts. The use of 
nylon is also claimed to assure longer 
track life. 


Nylon rollers allow smooth, noiseless 


operation of sliding door hardware 


Residence of Kemper Nomland, A.!.A.—Julius Shulman, Photo 
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Capitalize on the rhythmic pattern of Structural Corrugated Glass by 
Mississippi to create a dramatic, translucent separation of living and 
dining areas. Here’s beauty bathed in borrowed light, combining 
interesting texture with modern practicality to produce interiors high 
in interest. Soft, transmitted light dramatizes furnishings, provides the 
architect with an inspiring medium that accents his abilities, floods 
interiors with soft, flattering light, yet protects complete privacy. Use 
this versatile material to create an atmosphere of lasting freshness 
and beauty. And glass is simple to install and maintain, yet so rich 
in effect. 


Mississippi Glass offers an extensive 
selection of obscure glass patterns, 
surface finishes and light transmission 
characteristics to fulfill the require- 
ments of any design or specification. 
Available through leading jobbers of 
quality glass everywhere. 


Send for free literature. Use our cata- 
logs to plan the use of decorative 
glass in your installations. 


MISSISSIPR ДИ AT PR 


SAINT LOUIS 7, MO. 


NEW YORK „ CHICAGO e FULLERTON, CAL. 


See Sweets’ Architectural File for fur- 
ther details. Samples on request. 


'S LARGEST MANUFACTURER OF ROLLED, FIGURED AND WIRED GLASS 


There are two models available in the 
line: the No. 1600 single track series 
for center-hung interior doors and bi- 
parting closet doors up to 19$ in. 
thick, and the No. 1700 double track 
series for bi-passing doors. Three ad- 
justable hanger types are offered. Mini- 
mum headroom requirements are said to 
be necessary for the installation of the 
hardware. Grant Pulley & Hardware 
Co., Broadway at 57th St., Woodside, 
N. Y. 


Automatic Clothes Washer 


The Westinghouse Model L-5 Laundro- 
mal features a built-in scale mechanism 
in the loading door to show the user the 
correct amount of hot water and soap 
needed to wash a given load of soiled 
clothes. The weight indicator for the 
scale is on the slanting front panel 
of the washer and has markings to corre- 
spond with the settingsof a water control. 

(Continued on page 262) 
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Get Any Service Combination With 
YOUNG AIR CONDITIONING UNITS 


“YAC," Young Air Conditioning, Units are 
available in horizontal and vertical types. 
Eight sizes, ranging in capacity from 
400 cfm. to 16,625 cfm., provide simple or 
combination air conditioning service. 


Whether your requirements call for year-round or seasonal air conditioning . . . for 
heating, cooling, humidifying, dehumidifying, filtering, and circulating of air in any 
combination . . . Young Air Conditioning Units can meet them exactly. Young co- 
ordinated, sectional design makes possible complete versatility, compactness, ease of 
handling, and low original and maintenance costs. Specify "Y AC" Units made only 
by Young, specialists in the design and manufacture of heat transfer products for 
more than two decades. Coupon below will bring you further details. 


YOUNG 


LEARN HOW “YAC” SECTIONAL DESIGN CUTS 
HANDLING AND INSTALLATION TIME..... 


YOUNG RADIATOR COMPANY 
Dept. 610-F 


Heat Transfer Prod- Heating, Cooling, | Racine, Wisconsin 
ucts for Automotive and Air Condition- | , 
ond Industrial Ap- ing Products for Please rush me full particulars on: 
plications. =ru mguso Ноте dnd Industry. | Г] "YAC" Units [Г] Convector-Radiators 
| O Unit Heaters O Heating and Cooling Coils 
YOUNG RADIATOR COMPANY | 
DEPT. 610-D, RACINE, WISCONSIN | Name 
Plants at Racine, Wisconsin and Mattoon, lllinois | Address 
x 6 x Principal Citi 
Sales and Engineering Offices in All Principal Cities City Jona 


JUNE 1950 261 


ineering 


ыз? 
= 
[е] 
Ss 
k= 
= 
= 
w 
Ф 
= 
SS 
Sad 
Bu 
«ct, 


PRODUCTS | 


(Continued from page 260) 


мсн ы у 


== 
| 
| 
| 
| 


The latter varies the amount of water 
from 16 to 26 gal. An additional control 
dial determines water temperature and 
washing time. The machine automati- 
cally fills itself with water, washes, 
triple-rinses, spins garments to dry, 
cleans and drains itself, and shuts off. A 
new type snubber shoe is used to absorb 
vibration. The unit is powered by a 60- 


cycle, 115-volt, a-c motor, which is 
said to be lubricated for life. А limit 
control switch shuts the machine off 
under severe unbalanced load conditions. 
Westinghouse Electric Appliance Div.. 
Mansfield, Ohio. 


Apartment-Size Range 


The small Perfection Gas Range, Model 
920, was designed for use in apartments 
and small homes. The unit is equipped 
with one large and three standard size 
burners and an automatic lighter. The 
burner tray is said to be deep and easy 


A Complement to Your 


Doors | 
Distinction 


Y 


€ Consult our catalog when in 
need of conventional Builders 


Hardware. 


Our latest catalog 
No. 49 can be obtained 


€ Specify “Сірсо Built" for your 
special designs. Your Architec- 
tural Hardware Consultant will 
be happy to work with you on 
either need. 


from your Architectural 
Hardware Consultant 
or write us—Dept. R. 


Manvfacturers of 


Fine Hardware for 25 Years 


CIPCO CORPORATION 


22nd and COLE STREET e ST.LOUIS 6, MISSOURI 


t3 
D 
N 


to clean, the burners non-clogging. The 
roller drawer-type broiler has a special 
smokeless grid. The 16-in. oven features 
full insulation, non-tip oven racks, and 
automatic heat control. The range is 
adaptable for use with any type gas. 
Perfection Stove Co., 7609 Platt Ave., 
Cleveland 4, Ohio. 


Horizontal Sliding Windows 


The Pelerson Aluminum Window 
combines an integral frame and fixed 
sash, with a sliding sash which is sup- 
ported on two stainless steel rollers to 
open horizontally. There are said to be 
no sash balances, concealed sash springs, 
operating cranks or projecting hinges. 
Installation is claimed to be very simple, 
with no puttying or painting required. 
A high pile, woven weatherstrip is used 
to reduce friction, metal to metal con- 
tact and scratching. Sliding panels lift 
out for washing inside the room. Plastic 
screens cover the ventilating portion of 
the window. Storm sash panels are said 
to be easily installed in the aluminum 
extruded section from inside the room. 


Center panel of packaged aluminum win- 


dow slides open, uses no cranks or springs 


A stainless steel plunger-type lock with 
friction control is used to secure the 
window in a closed position. The win- 
dows are available in a wide variety 
of standard and special styles and sizes. 
Peterson Window Corp., 20500 Mound 
Road, Detroit, Mich. 


Refrigerator With Self- Sealing 
Magnetic Doors 


General Electrice two-door 
combination refrigerator and freezer 
features self-sealing magnetic doors. 
Plastic door gaskets lined with l-in. 
Alnico magnets are said to allow the 
doors to close almost without a sound, 
and to form a tight, uniform seal with 


А new 


(Continued on page 264) 
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Ten Years Ago... 


this test paving was laid in Minne- 
apolis—the first commercial use of 
Atlas Duraplastic air-entraining 
cement. Badly scaled background 
section was made with regular ce- 
ment. Foreground concrete was laid 
at the same time with Duraplastic. Here 
are both sections, photographed ten years 

later, after ten severe winters, heavy applica- 

tions of de-icing salts and many freezing-thawing cycles—convinc- 
ing proof of Duraplastic concrete's lasting durability. Longitudinal 
structural crack shows some raveling. Note perfect transverse joint. 


for extra durability ... 
modern structures 


are built with 
ATLAS DURAPLASTIC* 


'That first test paving began a new era in concrete con- 
struction. Аз successful installations with Atlas Dura- 


Promontory Apartments, 
Chicago, III. Duraplastic used 
throughout in concrete col- 
umns 12 feet deep with net- 
work of steel bars and beams. 
No sign of water-gain or seg- 
regation. Contractors report a 
smooth surface free of blem- 
ishes or air bubbles. Archi- 
tects: Mies van der Rohe; 
Pace Associates; Holsman, 
Holsman, Klekamp & Tay- 
lor; Structural Engineer: 
Frank J. Kornacker; Contrac- 
tor: Peter Hamlin Construc- 
tion Company—all of Chicago. 


plastic have multiplied, so have the number of engi- 
neers and contractors who rely on its extra durability 
and improved performance for structural work. An 
outstanding example is this new apartment building, 
designed for simple beauty, constructed with Dura- 
plastic by the most modern, economical methods. 
Over the last ten years, Duraplastic’s advantages 
have been applied to all types of mass and structural 
concrete—for foundations, walls, columns, and floors. 
It’s ideal for slip-form, gunite, stucco and similar uses. 
With Duraplastic, less mixing water is needed for a 
given slump. The resulting mix is more plastic, more 


workable, more uniform and more cohesive. It’s easy 
to place and finish. Water-gain and segregation are 
reduced. Surface appearance is improved and has 
higher resistance to the effects of weather-exposure. 

For structural concrete needs of today and tomor- 
row, Duraplastic offers better concrete at no extra 
cost. It provides the precise amount of air-entraining 
agent interground with the cement for satisfactory 
field performance. It complies with ASTM and Federal 
Specifications, sells at the same price as regular cement 


and calls for no unusual changes in procedure. 
Send for new free booklet, *A Decade of Duraplastic я Р 


Air-Entraining Cement." Write to Universal Atlas 
Cement Company (United States Steel Corporation OFFICES: Albany, Birmingham, Boston, Chicago, Dayton, Kansas City, 
Subsidiary), Chrysler Bldg., New York 17, N. Y. Minneapolis, New York, Philadelphia, Pittsburgh, St. Louis, Waco. 


*'* Duraplastic" is the registered trade mark of the air-entraining portland cement manufactured by Universal Atlas Cement Company. 
8 p 
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- ATLAS, DURAPLASTIC — 


- AIR-ENTRAINING PORTLAND CEMENT 
"MAKES BETTER CONCRETE АТ No EXTRA COST. 


face Tha al ———————M ЭУ ЕЕ СЕНУ 


“THE THEATRE GUILD ON THE AIR” — өнөт by U. S. Steel Subsidiaries — Sunday Evenings — NBC Май 
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(Continued from page 262) 


the cabinet. The fresh-food compart- 
ment door is said to close by itself 
when leveling screws under the front 
of the refrigerator are adjusted so that 
it is tilted slightly backwards. Both 
doors are opened by a slight pull on the 
handle. The fresh-food compartment is 
also equipped with a foot-pedal door 
opener. Other features include an im- 


proved ice-cube tray and a new rubber 
wheel mounting for fruit and vegetable 
drawers. The refrigerator will be avail- 
able in 8- and 10-cu-ft models. Appli- 
ance & Merchandise Dept., General 
Electric Co., Bridgeport 2, Conn. 


Light-Directing Glass Block 


Insulux Light-Directing Glass Block 
No. 363 is claimed to accept more day- 
light under many conditions which were 
formerly considered unfavorable, and 
to diffuse daylight more uniformly to 
all portions of the room. A major por- 


HAROLD MACKLIN 
Architect 


restaurants small and large 


respect this name 


@ All over the continent in fine restaurants you find the Van 
name plate . . . from small establishments like this YW cafeteria 
at Winston-Salem (15,000 meals a month) to large operations 
such as Mills Restaurant at Cincinnati serving three million meals 


а year . . . both winners of INSTITUTIONS national honors. 


@ Токе a leaf from these leaders’ experience . . . if you are 
planning food service equipment improvements, make full use of 
Van's century-accumulated skill. Ask for Van's new book showing 


illustrations of such installations. 


Jhe John Van Range © 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 
DIVISION OF THE EDWARDS MANUFACTURING CO. 
Branches in Principal Cities 


429 CULVERT STREET CINCINNATI 2, OHIO 
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Ribbed glass block diffuses light toward 
ceiling. Light source shown at right 


tion of the available daylight is said 
to be directed toward the ceiling from 
where it is reflected downward onto 
work surfaces. The glass block, espe- 
cially designed for school classrooms, is 
said to offer little surface glare when 
viewed from below normal eye level. 
This daylight control is accomplished 
by the addition оѓ“ azimuth-correcting " 
ribs on the outside and inside faces of the 
block; prisms on both inside faces direct 
the light upward. For use below eye- 
level, а companion block, /Vo. 365, 
diffuses light in the vertical and hori- 
zontal planes. American Structural 
Products Co., Box 1035, Toledo 1, Ohio. 


Aluminum Screen Frame 


The Kaiser Aluminum Screen Frame is 
claimed to have a very neat appearance, 
and exceptional strength and ease of 
assembly. The frame may be used with 
shade screening or conventional wire 
cloth screen. It is assembled from fram- 
ing sections measuring !?(e in. wide by 
94e in. thick; trim cover sections; and 
cast aluminum corners. Frame and trim 
sections are roll-formed from aluminum 
alloy. The trim cover slips over the 
spline and the selvage edge of the 
screening, and is held by grooves in the 
reverse of the frame section. No screws 
are said needed for assembly. With 
shade screening, the spline is used only 
at top and bottom. The cast aluminum 
corners, providing strength and rigidity, 
are held in frame sections by dimpled 
indentations. Sections for the frame are 
supplied in 15-ft lengths. Mullion 
assemblies, consisting of brace and cover, 
are available for very large windows. 
Kaiser Aluminum & Chemical Sales, 
Inc., 1924 Broadway, Oakland 12, Calif. 


(Continued on page 266) 
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“New Marlite Patterns perfect 
for matched panel work” 


—says registered architect Charles J. Marr, 


past president, architect's society of ohio 


"For the striking new Elk's Club at New Philadelphia, Ohio, we 
specified Marlite Wood Patterns for stairways, auditorium, ladies’ 
lounge and cocktail bar. Faithfully reproducing the beauty and 
grain of fine selected woods, these versatile plastic-finished wall 
and ceiling panels provide a permanent surface that will eliminate 
costly periodic painting and redecorating—mighty important to 
any customer." 

Learn how you can offer your clients smart, luxurious interiors at 
big new savings. Write for new Sample Folders showing wonderful 
design ideas possible with Marlite. You'll like this easy-to-work-with 
material. Mail coupon to: Dept. 605, MARSH WALL PRODUCTS, 
INC., Subsidiary of Masonite Corporation, Dover, Ohio. 


Interiors in the beautiful new 
Elk's Club, New Philadel- 
phia, Ohio, showing decora- 
tive possibilities of Marlite 
Wood Pattern wall panels. fe, ; i e 


PLASTIC-FINISHED 


T" — — à w^ WALL PANELS 
MAIL TODAY! 


Yes, | want to know more about Marlite. Please send my free set of Sample Folders. 


NAME. 
COMPANY 
ADDRESS 
CITY ZONE STATE = 
FO R CREATING BEAUTIFUL INTERIORS 
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PRODUCTS 
(Continued from page 264) 


Interlocking Building Block 
Hydro-Forged Stone building block is 
said to resemble cut stone, granite or 
marble, and is made in a patented tongue 
and groove design within tolerances of 
five one-thousandths of an inch. When 
laid, these moulded stones are claimed 
to lock snugly into each other to form a 


wall of high strength. In order to insure 
against seepage of moisture, a mastic 
material, applied with a hand-operated 
gun is spread on the grooves as the 
blocks are assembled. No mortar is 
necessary. 

The blocks are made from a number of 
materials, many of them normally con- 
sidered waste. These include sand, 
oyster shells, iron ore waste, crushed 
brick, coal mine tailings, stone dust, 
flue ash and pumice. Solid colors or 
veined appearance may be achieved 
through the process of mixing, the 


WEATHER STRIPS FOR SLIDING DOORS 


TRADE MARK 


ACCURATE 


REG. US. PAT. OFF 


VERY architect with his ear to 

the ground is aware of the na- 
tionwide demand for exterior slid- 
ing doors. Pretentious homes, mod- 
est houses, business places, insti- 
tutions, every where the insistence 
is for sliding doors. Perhaps, not so 
generally recognized is the part : 
played by "ACCURATE" in mak- 
ing the sliding door a practical } 
adjunct, by developing weather- | 
strip design and equipment to 
make sliding doors function better, 
Architects are now in a position to $ 
prepare plans with complete as- 
surance. “ACCURATE” weather- 
stripped doors ride smoothly, with 
least effort, close and seal tightly 
and never fail in the performance 
of their duty. You can depend 
upon "ACCURATE" precision right 
down to the last screw head. Write 
for working drawings, or 
ASK FOR ILLUSTRATED FOLDER 
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И. PHOTO М. Y. TIMES 


ACCURATE METAL WEATHER STRIP CO., Inc. 


215 EAST 26th STREET, NEW YORK 10, N. Y. 
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ingredients. No further finishing is said 
to be required. 

The standard block measures 8 in. 
wide, 4 in. high and 16 in. long. They 
are hollow in the center, providing dead 
air space for insulation. The blocks are 
formed on a specially designed hydraulic 
press under 150 ton pressure, and are 
said to be accurate and uniform. Cost of 
materials and labor for erection is 
claimed to be less than for concrete 
block. Hydro-Forged Stone Associates, 
Inc., 434 Bulkley Bldg., Cleveland, 
Ohio. 


Threadless Pipe Fittings 


Threadless Union Fittings were de- 
signed to rigidly connect black or gal- 
vanized pipe, new or used, without any 
threading of the pipe ends. Installation 
is claimed to be quick and simple, 
with no need for pipe cutters, thread- 
ing dies and other special tools; a 
hack saw and a monkey wrench are all 
that is required. The fittings are of 
steel with soft metal seals, manufactured 
in tees, couplings and elbows for use 
with L$ in. to 11% in. pipe. To break 
into an existing line with the fittings, 
it is said to be necessary only to cut 
the line with a hack saw, part it 16 in., 


SOFT METAL SEAL 


Threadless union simplifies installation 
and repairing of pipes and plumbing 


slip on a tee and tighten the sealing 
nuts. No removal of pipe is necessary. 
The units are said to be tested to 
pressures exceeding 2000 psi. Union 
Products Co., 54 S. Third St., Min- 
neapolis 1, Minn. 


Sidewalk Snow Melting System 


Sidewalks around the new office build- 
ing at 100 Park Avenue, New York 
City will have snow melting coils. Panels 
of 34- and 114-in. steel pipe coils were 
embedded in the concrete sidewalk 
slabs. These are warmed by a mixture of 
prestone and water heated to 180 deg by 
steam in a closed system. Foam glass 
insulation and a vapor seal of tar 

(Continued on page 268) 
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STEELSEAL 


Build Smokeless FIREPLACES 
without unnecessary supervision! 


HEATILATOR UNITS A PT THEMSELVES TO ANY DESIGN 


Compact Heatilator* Unit 
insures correct construction 


With the growing shortage of skilled 
masons, are you spending too much time 
supervising fireplace construction? 

Use a Heatilator Fireplace Unit, and in- 
sure a fireplace that draws properly and 
will not smoke. 

The Heatilator Unit is a complete fire- 
place from hearth to flue, around which the 
decorative masonry is built. It consists of: 


1. A scientifically designed firebox 

2. A properly proportioned throat to 
insure proper draft 

3. A removable damper with adjustable 
poker control 


4. Extra wide down-draft shelf made 
of heavy steel 


5. Complete metal smoke dome to speed 
passage of smoke into chimney 


By providing these parts in one compact 
form, with no extra parts to buy or build, 
the Heatilator Unit permits unsupervised 
construction. It eliminates guesswork and 
other causes of failure. 


Costs little, if any, more 
than ordinary fireplace 


Because the Heatilator Unit is ready to in- 
stall, it saves mason time and labor. It saves 
on expensive firebrick. Thus, a completed 
Heatilator Fireplace costs little, if any, 
more than an ordinary fireplace! In addi- 
tion to this original economy, your client 
can count the dollars-and-cents savings of 
smokeless, trouble-free operation. 


Heatilator Unit ups 
fireplace efficiency 


The Heatilator Fireplace draws in cool air 
from floor level, heats it, and circulates it 
to every corner of the room, and to other 
rooms as well. On cool Spring and Fall 
days, this use of heat ordinarily wasted 
makes furnace operation unnecessary. In 
mild climates, it is the only heating equip- 
ment needed. It saves the cost of expensive 
heating plants that are used only a short 
time each year. 

Heatilator Fireplaces are ideal for sum- 
mer camps and cabins, making them usable 
weeks longer in Spring and Autumn. It 
solves the heating problem in basement 
recreation rooms without unsightly pipes 


*Heatilator is the reg: trademark of Heatilator, Inc. 


MEAT ILATOR 
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“FIREPLACE” 
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A Colonial Fireplace built around 
a Heatilator Unit. Warm-air grilles 
are located in the bookshelf sides. 


A Heatilator — is the only 
heating equipment needed for 
many Florida homes, like this one. 


and radiators. Heatilator Units, made of 
boiler plate steel, are built for a lifetime. 

А Heatilator Fireplace permits any archi- 
tectural style and the use of any material. 
The air intake and outlet grilles are easily 
placed to blend with the general design. 
When the mantel projects, the grilles are 
out of sight. If the mantel is flush, the in- 
takes canbeplaced 
in baseboards on 
either side of the 
hearth . . . outlets 
high above man- 
tel,in ceiling, or in 
an upstairs or ad- 
jacent room. 

Give clients the 
advantages of a 
Heatilator Unit. 


Top of dome indicates 
chimney flue size 


Damper extends 
full width of throat 


Unobstructed 
throat opening 


One-piece firebox 


All heating surfaces 
of 3/16” steel 


Heating chamber 
at sides and back of fire 


Classic design, with the modern ad- 
vantages of a Heatilator Fireplace 
Unit. Grilles are located at sides. 


The grilles in this Northern field- 
stone fireplace are hard to find. 
An example of ingenious design. 


Write today for complete information and 
illustrations showing the variety of archi- 
tectural styles possible with Heatilator Fire- 
place Units. Heatilator, Inc.,616 E. Brighton 
Avenue, Syracuse 5, N. Y. 


Smooth metal 
smoke dome 


Extra-wide 
down-draft shelf 


Worm air outlet 


Convenient 
damper control 


Air intake 


Intake baffle 
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New York 1, N. Y. 


mopped over a layer of tar paper were 
used beneath the slabs. Steel pipe was 
said to have been used because 
is economical, forms easily, 
soundly, and its expansion and contrac- 
tion, for all practical purposes, may be 
considered the same as concrete. Ameri- 
can [ron & Steel Institute, 350 5th Ave., 


Underground Conduit 


Insulation 


Designed for insulating underground 
conduits for steam lines, The Z-Crele 
system forms a solid covering of water 
repellent insulation which provides both 
the insulating medium and the necessary 
structural conduit in the same operation. 
This insulating concrete is castin place on 
the job, with no structural joints or voids, 
and is composed of Portland cement, 
vermiculite aggregate, waterproofing 
admix and water, entirely wrapped in 


JOB DATA ON ANOTHER FIBERGLAS* INSULATED ROOF 


Building: General Electric Co. 
(Warehouse), Erie, Pa. 

Architect: McGeorge and Hargett 
Co., Cleveland, Ohio 

General Contractor: H. L. Platt 
Co., Erie, Pa. 


Roofing Contractor: Central City 
Roofing Co., Syracuse, N. Y. 


Roof Deck: Precast Concrete Slab 


Roof Insulation: Fiberglas Roof 
Insulation 
320,000 Sq. Ft. of 34" 
thick material 


Roofing: Tar and Slag 


a waterproof envelope of three moppings 
of hot pitch and 2 layers of tar-saturated 
felts. The Z-Crete is said to be a resilient 
material, similar to dry wood, which 
can be sawed or worked with ordinary 
hand tools. It can be formed after all 
piping operations have been completed, 
and supported on Z-Crete blocks at 
suitable spacings. It is said not to be 
necessary ordinarily to provide for 
drainage. The Zonolite Co., 135 S. 
La Salle, Chicago 3, Ill. 


Outdoor Floodlights 


A new line of low cost outdoor flood- 
lights, called Moldcast, have been intro- 
duced in aluminum alloy, finished in 
Lawn Green or Baked Aluminum out- 
door enamels for house or garden use, 
or in natural aluminum for industrial 
use. The simple, bullet-shaped housings 
extend beyond the bulb for protection 
of the lamp, and are said to be weather- 
proof and corrosion resistant. 

The home line includes a stake- 
mounted unit, a plate-mounted unit, 
and two additional types for permanent 
wiring installations. Extensions are 
available for the stake-mounted flood, so 
that the light can be brought up to а 
height of 12 ft. 


FOR TROUBLE-FREE ROOF INSULATION. .SPECIFY FIBERGLAS 


Modern design for the insulation of built-up roofs considers service- 
ability and durability as well as adequate protection against con- 
densation and the passage of heat and cold. That's why Fiberglas 
Roof Insulation is winning the approval of architects everywhere. 


Serviceability —Fiberglas Roof Insulation is specifically designed 
and manufactured for roof insulation purposes. It provides a firm, 
structurally sound material as the underlying layer of insulation in 
built-up roofs. 


Durability —Dampness will not rot ageless fibers of glass, the core 
material, nor cause them to shrink or swell. Life-of-the-building per- 
manency of the insulation is assured. 


Low Heat Conductance—For example, thermal conductance of 
Fiberglas Roof Insulation is 0.25 Btu at 75? F. for 1" thickness— 
exceptionally low for roof-insulating materials. 


New floodlights are available with either 
stake or plate mountings for outdoor use 


For further information also write us today for our А.І.А. 
File No. 37 "'The Design of Insulated Roofs’’ (36-page 
manual) or refer to Sweet’s Architectural . Files. Owens- The commercial or industrial line 
Corning Fiberglas Corporation, Dept. 68-F, Toledo 1, Ohio. features two units with and without 
ч cover plate for permanent wiring in- 
stallations. Par-38 bulbs, either flood 
or spot, are recommended for use with 
the floodlights — they are not supplied 
with the original units. Moldcast Prod- 
ucts, Inc., 68 Clifford St., Newark, N. J. 


(Continued on page 270) 


OWENS-CORNING 


FIBERGLAS [tune 


*FIBERGLAS is the trade-mark 
(Reg. U. S. Pat. Off.) of 
Owens-Corning Fiberglas Cor- 
poration for a variety of prod- 
ucts made of or with glass fibers. 


MATERIALS 


BUILDING INSULATION + ACOUSTICAL TILE * ROOF INSULATION * MEMBRANE FABRIC 


268 ARCHITECTURAL RECORD 


Bathers can really relax and enjoy a 

Powers regulated shower. No danger of 

scalding. No unexpected temperature 
changes 


ONLY ONE MOVING PART—SIMPLICITY and dur- 
able construction insure many years of efficient 
carefree operation. Mixer body is made of bronze 
and parts subject to wear have a hard chromium 


POL 


Thermostatic SHOWER MIXERS 


they are SAFE against scalding caused by 


a? PRESSURE oz e TEMPERATURE 


fluctuations in water supply lines 


TYPE H 
Thermostatic 
MIXER 
For exposed piping 
Dial diameter 314^ 


Just what every shower user has always wanted! 
... the perfect showers assured by POWERS mixers. 


Safer—because of their quick acting response to any change in tempera- 
ture setting, pressure or temperature variations in water supply lines. Users 


report control within 14°F. Greater Comfort —hower temperature remains 


constant wherever set. No jumpy temperatures. More Economical CPOWERS 
thermostatic mixers promptly deliver showers at just the right temperature 
. no waste of time, hot and cold water. 


For modern showers the 
Safety of Powers Mixers 
is indispensable 


For new installations or when modernizing obsolete showers . . . play safe, 
use Powers type H thermostatic shower mixers. May we send Circular H-48? 


CHICAGO 14, ILL., 2752 Greenview Ave. e NEW YORK 17, N. Y., 231 E. 46th St. 
LOS ANGELES 5, CAL., 1808 W. Eighth St. e TORONTO, ONT., 195 Spadina Ave. 


THE POWERS REGULATOR CO. 


OFFICES IN 50 CITIES e SEE YOUR PHONE BOOK 
Safest for use by children, _ Over 55 Years of Water Temperature Control 


the aged or infirm. 
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(Continued from page 268) | 


Carpeting 


The new Couturier nylon carpets fea- 
ture three relief design elements and 
plain carpeting, which may be custom- 
tailored to individual design specifica- 
tions. The three random patterns are 
called Elipse, Leaf and Chinese Cloud. 
They are woven in 27- and 36-in. widths, 


and have a 36-in. repeat. No allowance is 
said to be necessary for matching. 

The carpeting is available in 10 colors. 
Any combination of these is available 
for the patterns. The plain carpeting 
comes in 15-ft, 12-ft, 3-ft and 2-ft-3-in. 
widths. The pattern strips and wider 
widths of plain carpeting may be 
divided into various widths for the 
desired tailoring. The nylon is said 
to be long wearing, easy to clean or 
wash, soil resistant, non-inflammable 
and moth proof. Nye-Wait Co., Inc., 
Auburn, N. Y. 


How would YOU air condition 
the Kass Building? 


This, remember, is Washington, D.C. 
... Where mid-summer weather can wilt 
the bravest office worker long before 
noon. How, then, would you assure cool, 
refreshing all-day comfort for the hun- 
dreds of offices in the Kass Building? 

First, you need high-capacity air con- 
ditioning, of course. Second, you need 
individual control and variation of the 
air for each room—not mere zoning— 
because some of these large windows are 
in shade while others are getting direct 
sun. Third, you want an efficient, good 
looking system—as compact, modern 
and attractive as the building itself. 

Every requirement points to Modu- 
aire. And Modu-aire it is. 

Slim copper tubing is the framework 
of this marvelously flexible air condition- 
ing system. Through tubes, concealed in 
walls, each tenant receives the ingredi- 
ents for the very kind of weather he 
wants at any given moment. Big ducts 
—clumsy, unsightly, unsanitary—are 
gone forever! 
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Modu-aire is the “dream” system of 
the architect, the installer, and the 
owner—whether for new or existing 
buildings. It cools and dehumidifies in 
summer . . . heats in winter . . . makes 
friends every day of the year. Scores of 
fine buildings, here and abroad, are now 
demonstrating that Modu-aire is the 
world’s most luxurious air conditioning! 
United States Air Conditioning Corp., 
Minneapolis 14, Minn. 


usAlRco 


Engineers and manufacturers of air 
conditioning refrigeration, unit heaters, 
coils and ventilating equipment. 


Lavatory-Dressing Table 


The trim Dresslyn combination lava- 
tory and cabinet unit is designed to 
provide extra bathroom storage space, 
and counter tops to flank the flush 
mounted, roll front lavatory. The unit 
is manufactured in two styles: a closed 
front model with 2 drawers and 3 storage 
cabinets; and a variation which has a 


Treated-hardwood cabinet provides coun- 
ter and storage space for built-in lavatory 


knee-hole vanity section replacing one 
of the storage compartments. The lava- 
tories may also be purchased separately 
for single or dual installation in custom- 
built counters. Two sizes are available. 

The standard cabinet models are 31 in. 
high, 16 in. wide, and either 5814 or 
6214 in. long, depending on the lavatory 
size. A stainless steel union strip is 
said to form a water-tight seal between 
lavatory and counter. Bowl and cabinets 
may be had in a variety of colors. The 
cabinets are made of treated hardwood, 
which is reported to be moisture resist- 
ant. Counter tops come in a variety of 
plastics. American Radiator & Standard 
Sanitary Corp., Bessemer Bldg., Pitts- 
burgh 22, Pa. 


Rubber Emulsion Paint 


Satin Luminall paint, formulated with 
synthetic rubber, is said to dry in 20 
minutes, and to cover interior surfaces 
with one coat. It can be washed with 
soap and water 30 days after applica- 
tion. The rubber emulsion paint thins 
with water, one quart per gallon of 
paste emulsion, and can be applied 
with brush, roller or spray to painted 
or unpainted surfaces, plaster board, 

(Continued on page 272) 
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PLASTER SOFFIT 
METAL PLAS. STOP PLAS. CEILING 


SASH UNIT 
(SET FLUSH) 


GLASS 


A-A Canopy and window head. 


VITROLITE 
COVE TO CEILING 


B-B Base, showing Vitrolite wall. 


„PLATE GLASS 


5'CONC. SLAB 
DIVIDER STRIP 


C-C Bulkhead. Plate glass extends along 
bulkhead to Vitrolite wall. 


Architect: Karl B. Hoke, Toledo 


Ceiling 
Movastee | Lighting 


Details 


W PLASTER |; OUTRIGGERS 
5-2" J 4 


INVITATION TO ENTER. The principle of the 
Visual Front—to make it easy for people to see 
into a store—is effectively carried out in this auto 
showroom. Clear Plate Glass is used expansively 
to permit a full view from many angles. 

The large window is butted against a mahogany 
Vitrolite* wall. Note that the Vitrolite extends 


- |'-O-\ ate 1-6 
TO GLASS \METAL LOUVERS 


back through the plate glass window. This carries 
the eye inside, creating an illusion of being inside 
the showroom even when outside. Vitrolite adds 
a wall of color that doesn’t fade—doesn’t need 
refinishing. 

Write for our Visual Fronts book, which ex- 


plains many interesting uses of glass in storefronts. 
*® 


LIBBEY - OWENS: FORD 


JUNE 1950 


6665 Nicholas Building, Toledo 3, Ohio 
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| 


wall board, plaster, concrete, primed 
wood and metal. A gallon of paint is 
said to cover up to 700 sq ft on pre- 
viously painted surfaces. It is available 
in 20 standard colors, and is claimed to 
be non-inflammable and non-toxic. 


Luminall Paint Div., National Chemical 
& Mfg. Co., 3617 May St., Chicago 9, 
ПІ. 


Mechanical Curtain Operator 


A tiny, fully-enclosed electrical motor, 
the Vallen Midget Curtain Operator, has 
been developed for home use to move 
large or heavy curtains along a special 
heavy duty, double track. The motor is 
actuated by a push button which may 
be located at any convenient spot. 
Draperies may be stopped while travel- 
ing in either direction and may also be 
reversed at any point of travel. Once 
installed, the operator is said to require 
no further attention, and to insure 


OPEN and CLOSE 4 


the GARAGE DOOR 
by RADIO CONTROL 


Here is practical, time-proved 
equipment that offers conveni- 
ence and protection comparable 
in importance to other home 
utilities. The driver opens or 
closes the garage door by simply 


The Only. Manufacturer of NLTHREE 


Barber-Colman Company alone offers: (1) 
Overhead Garage Doors, (2) Electric Door 
Operators, and (3) Radio Control for Gar- 
age Doors — together with single-source, 


skilled installation and service by factory- 
trained men. 


pushing a button in the car. Our 
new model E Electronic unit 
operates on frequencies assigned 
by FCC for this service. Cost 
is very moderate. Can be in- 
stalled in new or existing garages. 


"SPECIAL 
SECTIONS" 
for the 


Barcol 
OVERdoor 


The Barcol OVERdoor — an im- 
proved overhead garage door — 
lends itself admirably to an almost 
limitless variety of decorative 
treatment. Consider this interest- 
ing example, which even includes 
curtains in the windows! For de- 
tails and advice, consult your 
Barcol representative. 


FACTORY-TRAINED SALES and SERVICE REPRESENTATIVES in PRINCIPAL CITIES 


BARBER-COLMAN COMPANY | 


102 MILL ST. * 


ROCKFORD, ILLINOIS 


tautness of the cable at all times. A 
built-in protective device is claimed to 
prevent the possibility of fire or damage 
to the motor or drapery. Operation is 
reported to be silent and smooth, and 
permits an overlapping of the drapery at 
the center for privacy. Vallen, Inc., 
Akron, Ohio. 


Electric Air Drier 


The compact Kelvinator Electric Air 
Drier is produced for either household 
or commercial use in closed areas where 
excess moisture may cause discomfort or 
property damage. The unit is also said 
to cause faster drying of clothes and 
rapid dehumidification of home laundries 
overloaded with moist air. The air drier 
is made of steel, finished in gray enamel. 
It measures 12144 in. wide, 201% in. 
high, and 2134 in. long. It may be 
connected to any 115-volt a-c electrical 
outlet. Major parts of the unit are a 
refrigerated drier coil, finned condenser, 


Compact new air drier will operate on 
any standard 115 volt electric outlet 


sealed refrigerating unit, fan and motor 
and removable 10-qt water container. 
A hose connection to a remote drain may 
be employed if facilities permit. Kel- 
vinator Div., Nash-Kelvinator Corp., 
14250 Plymouth Rd., Detroit 32, Mich. 


Metal Louvers 


A new system of industrial and com- 
mercial building louvers, called Air- 
louver, is claimed to have extreme sturdi- 
ness to resist the distortion effect of 
heavy air flow conditions. The heavy 
duty frame and overlapping blades, said 
to be weather proof in both open and 
closed positions, are fabricated in sizes 
ranging from 1174 by 12 in. to 7434 by 

(Continued on page 274) 
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Specify savings— 
specify adhesive-set 
clay tile! 


3M Ceramic Tile Adhesive 
goes on any dry-wall foundation 


Where do clay wall tile take more of a beating 
than in a school washroom? More repeated wash- 
ings? More punishment than from sky-larking 
school kids? 

The architect on the remodeling of the Cedar 
Knolls School, Cedar Knolls, N. J., had these 
service conditions in mind when 3M Ceramic Tile 
Adhesive was used in the washrooms. 

He specified “3M” knowing that this synthetic 
rubber base, oil-free adhesive remains resilient to 
absorb shock and impact—no save-at-any-cost sub- 
stitute but a quality product, worthy of the finest 
building. 


QUALITIES YOU GET WHEN YOU SPECIFY 
3M CERAMIC TILE ADHESIVE 


VERSATILITY—Brown coat or putty coat plaster, 
plasterboard and plywood are suitable foundations 
for adhesive-set tile, even in shower areas. 


STRENGTH— Adhesive test bonds resist shear forces 
up to 190 psi; still are not totally destroyed. 


LASTING RESILIENCY—3M Ceramic Tile Adhesive 
is a synthetic rubber base adhesive which contains 


no oils to dry out. 


WRITE TODAY for full information on this and other 
cost-cutting, quality 3M Building Adhesives—for 
all types of wall and floor covering materials. 


JUNE 1950 


FLOATING TILE on walls with 3M Ceramic Tile 
Adhesive, Cedar Knolls School. Tile can be set 
faster; there’s less cleanup needed than when mor- 


tar is used—further savings which enable the con- 
tractor to quote for less. 


BRAND 


BUILDING 
ADHESIVES 


Made in U.S.A. by MINNESOTA MINING & MFG. CO., ADHESIVES 
AND COATINGS DIV., 411 Piquette Ave., Detroit 2, Mich. Also makers of 
“Scotch” Brand Pressure-sensitive Tapes, "Scotch" Sound Recording Tapes, 
"Underseal" Rubberized Coating, "Scotchlite" Reflective Sheeting, "Safety- 
Walk” Non-Slip Surfacing, “3M” Abrasives. General Offices: Saint Paul 6, 
Minnesota. General Export: Durex Abrasives Corp., New Rochelle, N. Y. In 
Canada: Canadian Durex Abrasives, Ltd., Brantford, Ontario. 
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48 in. By varying the number of blades 
used, and cutting the frames to suit 
width requirements, it is claimed that 
any size wall opening can be fitted with 
a pattern of equal-size units. The 
louvers are made in adjustable and 
fixed types, the former operated by any 
of several optional methods. Galvanized 
steel is the standard material used, but 
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fabrication can be of copper, aluminum, 
monel or A.P.M. The Swartwout Co., 
18511 Euclid Ave., Cleveland, Ohio. 


Window Sills 


Bellinger porcelain enameled steel 
window sills have been developed to 
provide an acid-resisting permanently 
finished sill for bathrooms and kitchens. 
The units can be produced in almost 
any color desired and according to any 
specification. The manufacturers claim 
that they can be fabricated in virtually 
any size or shape. Features cited include 


economy, strong fade-proof colors, and 
resistance to weather and stain. The 
company provides personalized service 
in the production of standard porcelain 
enamel materials or step-by-step de- 
velopment of new applications. Bettin- 
ger Enamel Corp., Waltham, Mass. 


Electric Clothes Drier 


The low-voltage tumble-action Frigid- 
aire Drier, Model TJ-61, is said to 
operate on 115 volts as a plug-in ap- 
pliance for any standard household 
electrical outlet, eliminating the extra 


cost of installation in homes not having 
ra are ~ d Hu j | 220-volt systems. The manufacturers 


& e claim that such a drier became practi- 
AE To blend in with cable as the result of high water extrac- 
ө е 
functional design 


tion efficiency afforded by the high- 
speed tub spin of the Frigidaire clothes 
washer, companion product to the drier. 
The unit is housed in a counter height 
cabinet, and includes a timer, 1400 watt, 
115 volt heating element, appliance 
cord, and a revolving drum for tumbling 
clothes dry. Frigidaire Div., General 
Motors Corp., 300 Taylor, Dayton 1, 
Ohio. 


Light-Weight Roofing 

The Aluma-Life Roof utilizes alumi- 
num foil between cotton gum base layers, 
and a finish coating of light-colored 
marble or granite chips to form a roof- 
ing that is said to be lightweight, life- 
time, hail-proof, hurricane-proof, insul- 
ated and fade-proof. The roofing is 


How frequently do you find yourself limited in your 
recommendations by conflict in design? To assist archi- 
tects in overcoming this obstacle, TelAutograph Cor- 
poration engineers have designed the new TelAuto- 
graph telescriber Model "C"' to blend in with arrange- 
ments from the simplest to the most radical. 


Growing demand by business and industry for the 
certainty and control assured by TelAutograph tele- 
scriber handwritten communication formerly presented 
the problem of fitting the telescribers into surroundings 
which were in discord with the telescriber shape. The 
Model "C" by its fluid and graceful appearance elim- 
inates this problem and at the same time offers an 
instrument which adds color and interest to its en- 
vironment. 


In addition, the new telescriber Model "C", by 
the refinements made in its operational design, al- 
lows a greater scope of application for handwritten 
communication. 


Light-colored marble chips over aluminum 
foil forms lightweight roofing with good 


Literature, photographs and technical data are reflective insulation values 


available upon request. Kindly address your let- 
ters to Department A-3. 


A TELAUTOGRAPH CORPORATION 


16 West 61st Street, New York 23, N. Y. 


designed for bonding directly to wood 
sheathing, and is claimed to have excel- 
lent fire-resisting qualities. Insulating 
values are derived from the reflective 
qualities of the aluminum foil and the 
| (Continued on page 276) 
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WHATEVER YOU NEED IN AN ` 
ELECTRICAL RACEWAY .... 


Safety 
Strength of Steel 
Unbroken Corrosion: 


Resistance 
Economy 


SEE SWEET’S FILE 


or write us for detailed infor- 
mation on these Republic Steel 
Building Products: 


Pipe—Sheets—Roofing 
Enduro Stainless Steel 
Toncan Enameling Iron 
Electrunite E. М.Т. 
Fretz-Moon Rigid Steel Conduit 


Berger Lockers, Bins, Shelving 
Berger Cabinets for Kitchens 
Truscon Steel Windows, Doors, 
Joists and other Building Products 


ims 


LR EO AA minm 


' There are many reasons for specifying that wiring be enclosed in raceways 
of Republic ELECTRUNITE E.M.T.— the original lightweight rigid steel 
wiring raceway. Some of them are shown above. 


'Threadless ELECTRUNITE E.M.T. is approved by the National Electric Code 
and most local codes for exposed, concealed and concrete pan construction. 
It is easy to install in all locations — tight spaces between pans or narrow 
partitions. Every coupling and box connection is attached to the tube without 
disturbing the zinc coating. With today's demand for more and more outlets 
in offices, homes and factories, the ease of installation and economy of Republic 
E.M.T. will help meet these requirements within your client's construction budget. 


Your nearest Steel and Tubes Division representative will be glad to outline 
all of the money-saving advantages of modern ELECTRUNITE E.M.T. Or, 
if you prefer, write today to: 


REPUBLIC STEEL CORPORATION 
STEEL AND TUBES DIVISION ө CLEVELAND 8, OHIO 
Export Department: Chrysler Building, New York 17, N. Y. 


LIGHTWEIGHT THREADLESS RIGID STEEL RACEWAY 


JUNE 1950 
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PRODUCTS 
(Continued from page 274) 
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light-colored mineral chips. The foil 
also acts as a vapor seal. 

The bonding agent is a vegetable gum 
sealer made from cotton rubber and 
asbestos fibers. It is reportedly not 
affected by acid fumes or salt air; will 
not crawl, slip, crack, blister or bleed; 
and can be coated for finish in any color. 
The roofing is said to eliminate the 


need for felts and metal flashing on 
chimneys and valleys. Aluminum Build- 
ing Products, Inc., Route 1, Atlantic 
Blvd., Jacksonville, Fla. 


New Micarta-On- Plywood 
Panel Sizes 


A new range of sizes of Micarta-on- 
plywood panels is designed to eliminate 
waste. Sizes are included for various 
applications: 48 by 96 in. for walls, 
wainscots and general use; 30 by 96 in. 
for counterfronts, wide counter tops, 
sink tops with back splashes; 30 by 60 


in. for table and built-in dinette tops; 
and 24 by 96 in. for counter tops. 

The panels use Micarta, a high pres- 
sure plastic laminate, factory-glued to 
34-in. plywood panels. The bond is said 
to be guaranteed waterproof. Exterior 


Safe. 


Action photos of up and 
down stair traffic. Note 
points of foot contact which 
are also the points of slip- 
ping and of wear. 


GOING UP and DOWN 


Feralun* Safety Treads are made to pro- 


*Reg. U. S. Pat. Of. 


tect all“danger spots" fromslipsand wear 


Аз the illustrations show, feet hit different parts of a 
stair tread when walking up—and walking down. A 
glance at any worn stairway will show the results of 
this *up and down" wear. 

Feralun treads are made to provide full protection 
from this “double traffic" all stairways must serve. 
They always have abrasive granules in the nosings— 
for the down traffic, and should be wide enough (at 
least 4”) to protect the ир traffic as well. 

Not only do these sturdy cast iron abrasive treads 
give underfoot safety ир and down, but they also give 
protection from wear as well. Installations of Feralun 
treads are still giving maintenance-free safety after 
more than a quarter century of continuous use. 


For full information on Feralun and other underfoot safety products, 
see Sweet's File, Architectural, Sec. 


Te, or write to: 


AMERICAN ABRASIVE METALS CO. 


463 Coit Street ° Irvington, New Jersey 
USE FERALUN TREADS AND BE SAFE..."DOWN AND UP" 


Kitchen counter tops employ convenient 
new sizes of micarta-on-plywood surfacing 
ed A is 30 by 96 in.; B is 30 by 60 

; C is half of a 24 by Об in. panel 


grade rotary cut Philippine Mahogany 
Weldwood is used for the core. А backing 
sheet balances the construction for 
stability. The panels can be sawed, 
planed or drilled with ordinary tools. 
Edges may be treated with snap-on 
metal moldings, wood strips, or sealed 
with wood filler and stained or painted. 
United States Plywood Corp., 55 W. 
44th St., New York 18, N. Y. 


Electric Heater 


The electric Quickheler is being pro- 
duced in a new model with a built-in 
switch permitting the use of thermo- 
static control where desired. The wall 
unit combines radiant and convection 
heating. It is recommended as an 
auxiliary or emergency heater for bath- 
rooms, nurseries, bedrooms, etc. The 
heaters are 21 in. high, 315 in. deep, and 
either 9 or 19 in. wide. Units are avail- 
able for 120 or 240 volt service. The 
enclosing box is of 16 gage galvanized 
steel, with chromium finish front, and 
stain-resistant steel heat reflector. Heat- 
ing elements are Nichrome wire. An 
air space behind the reflector prevents 
overheating of wall and provides addi- 
tional air circulation. Frank Adam 
Electric Co., 3650 Windsor Place, St. 
Louis, Mo. 


Vinyl Carpeting 
The new Arrazin carpet is said to be 
made of a tough vinyl plastic over a 
layer of cellular rubber. 'The carpeting 
is designed for use in stores, theatres, 
hotels, etc., where floors are subject to 
constant heavy traffic. It is claimed to 
(Continued on page 278) 
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Architects Traditional Design 
faithfully preserved with Gold Bond Plaster! 


OWADAYS, with the trend toward modernistic 

churches, it’s a pleasant relief to see this fine 
example of traditional style. Actually, this beautiful 
edifice is as exquisite in detail as a painting by one of 
the great masters. 

An achievement indeed for the architect but no less 
an achievement for the general contractor and plaster- 
ing contractor who executed the design to the most 
minute detail. 

Gold Bond Building Products played a part соо- Gold 


Bond Metal Lath, Plaster and Super-White Moulding- 
the latter product for the arches and ornamentation. 

There is a definite advantage to the architect when 
Gold Bond products are specified and used exclusively. 
The entire responsibility for all these materials is cen- 
tered in one reliable manufacturer, National Gypsum 
Company. There are now over 150 trade-marked Gold 
Bond building materials, scientifically engineered to give 
the utmost in satisfactory results. They are fully de- 
scribed in Sweet's. 


NATIONAL GYPSUM COMPANY, BUFFALO 2, NEW YORK 


Fireproof Wallboards, decorative Insulation Boards, Lath, Plaster, Lime, Sheathing, 
Wall Paint, Rock Wool Insulation, Metal Lath and Sound Control Products. 


ST. PIUS CHURCH, LYNN, MASS. 
P. J. O’Connell, Boston, Mass. 
Patrick F. Beresford, Medford, Mass. 


Architect 


General Contr 


Plastering СОВЕ. das ad os James H. Boyle & Son, Cambridge, Mass. 


JUNE 1950 


You'll build or 
remodel better with 


Gold Bond 
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PRODUCTS | 
(Continued from page 276) 


be attractive, comfortable, and highly 
durable, with resistance to abrasive 
wear, chipping, cracking or buckling, if 
properly installed. The carpet is also 
said to be easy to maintain, sanitary, 
and the non-porous surface resistant to 
oil, grease and food stains. The sponge 
rubber base is claimed to impart great 
comfort and quiet in busy areas. The 


carpeting is available in ten colors. B. F. 
Goodrich Flooring Div., The Hood Rub- 
ber Co., Watertown, Mass. 


Television Projector 


A new television unit, called the 
Norelco Duo-Vue, projects the TV image 
on a home-movie screen or white wall, 
for a picture 3 ft high by 4 ft wide. The 
unit consists of a low wooden cabinet, 
2614 in. wide, 20 in. deep and 2315 in. 
high, which houses a Prolelgram optical 
system, auxiliary chassis and other nec- 


HERE'S AID TO ARCHITECTS 


and THEIR ENGINEERS in 
planning SOUND SYSTEMS! 


RCHITECTS and their engineers 
are invited to make full use of the 
experience of RCA Sound System en- 
gineers and the great RCA research 
andengineering laboratories, in plan- 
ning and engineering sound systems. 


You can get practical help on sound 
systems for every type of building: 
Schools... Hospitals... Hotels... 


Factories and Offices ... Churches... 

Department Stores . . . Airports and 

Terminals ... Warehouses and Ga- 

rages... Auditoriums... Recreational 

Centers ... Institutions... Stadiums. 
. . ЕД 

Call on RCA Sound System engi- 


neers while your plans are still in for- 
mative stage. No obligation, of course. 


| анас аа ааыа ананна рн араа ара аы P a n m n, t n n; e e i, p -— 
| SOUND PRODUCTS 3-F | 
| RADIO CORPORATION of AMERICA | 
| ENGINEERING PRODUCTS DEPARTMENT, CAMDEN. N. J. | 
| Please have one of your sound system engineers call оп us. | 
| МАМЕ | 
1 FIRM | 
| STREET. | 
| ат STATE | 
| ————————————————— | 
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essary components. It is used with 
almost any standard table model direct- 
view TV receiver, which is placed on 
top of the unit. Connections are pro- 
vided for attachment. When operated 
on direct-view, the unit serves as a base 
for the table model receiver. To produce 
the large image, the unit is pulled out 
about 9 ft from the wall on concealed 
ball bearing rubber casters. A switch 
changes over from direct-view to pro- 
jection. Focusing is accomplished by 
adjusting distance from the wall. Indi- 
vidual components of the system are 
available for custom installations. The 
pictures are said to be easily viewed at 
distances of 5 to 30 ft, and to be free 
from tube-face distortion and room light 
reflections. North American Phillips 
Co., Inc., 100 E. 42 St., New York, 
№ X. 


Roofing Cant Strip 


A new product in the Celolez line of 
roofing materials is a low cost Сат 
Strip for roof and parapet wall junc- 
tions. The strip has a truncated tri- 
angular section, extending 4 in. up 
the wall and 4 in. over the roof deck. 
The cut-off right angle corner is said 
to permit a snug fit to wall and deck 
by allowing space for asphalt, mortar 
or other material which accumulates 
along the angle. The strip is of fiber 
board, coated on all surfaces to reduce 
danger of moisture absorption. It 


is said to be lightweight, strong, easy to 
handle and cut, and protected from 
attack by termites, dry rot or fungus 


Cant strip of cane fibre board is light- 
weight, strong, easy to cut and handle 


growth. It is claimed that roofing felts 
are easily mopped over the strips to 
make a neat installation. The size of the 
angled surface is also said to reduce the 
possibility of cracking felt. The Celotex 
Corp., 120 S. LaSalle St., Chicago 3, Ill. 

(Continued on page 280) 
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for diplomats foo 


THE U.N. SECRETARIAT BUILDING USES 
NEW ANEMOSTAT SQUARE AIR DIFFUSERS 


In conference rooms, offices, corridors . . . in fact, 
throughout the United Nations Secretariat Building 
the new square Anemostat Type E Air Diffusers provide 
stimulating, draftless comfort. 


These new square Anemostat Air Diffusers offer 

for the first time . . . uniform circular air diffusion from 
a square outlet plus effective aspiration. This aspiration 
effect, the drawing of room air into the diffuser and 
mixing this room air with supply air within the outlet, 
is the important reason why Anemostats do a completely 
satisfactory job of eliminating annoying drafts and 
stale air pockets, equalizing temperature and humidity 
throughout the entire conditioned area. 


ANEMOSTAT. 


DRAFTLESS Aspirating AIR DIFFUSERS 


ANEMOSTAT CORPORATION OF AMERICA 
10 East 39th Street, New York 16, N. Y. 


REPRESENTATIVES IN PRINCIPAL CITIES 


"No Air Conditioning System Is Better Than Its Air Distribution" 


JUNE 1950 


Anemostat Type E Air Diffusers fit without modi- 
fication into the framework that holds standard 
size acoustic tile. At a “twist of the wrist," the 
inner assembly can be quickly removed for 
cleaning. 


SECRETARIAT BUILDING OF THE 
UNITED NATIONS 


Wallace К. Harrison, Director of Planning * Max 
Abramovitz, Deputy Director of Planning * James 
A. Dawson, Chief Constructing Engineer * Syska 
& Hennessy, Inc., Consulting Engineers * Fuller- 
Turner-Walsh-Slattery, Inc., General Contrac- 
tor * Almirall & Co., Inc.,. Sub-contractors for 
Heating, Ventilating and Air Conditioning. 


BULLETIN 29A 


Gives the complete story on the new 
Anemostat Types E and E-1 Air Diffusers. 
Write for your copy. 
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Shallow Well Pump 


The Fadden Shallow Well Water Sys- 
lem is said to eliminate the conventional 
water storage tank to permit direct 
drawing of fresh water from wells, 
streams, etc. Designed for rural and 
suburban use, the unit is said to be 
compact and easily installed. It weighs 
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36 lb, and measures 17 by 11 by 915 in. 
Flexible couplings are supplied to facili- 
tate installations under the sink or other 
locations. The system has a rated ca- 
pacity of 250 gal per hour at 25 ft suc- 
tion lift and 20 Ib pressure. It is said to 
be self priming and completely auto- 
matic, providing a steady flow of water 
with the opening of one or more taps. 
The unit is powered by a 14 hp heavy 
duty AC motor by flexible drive cou- 
pling to the pump. Operation is claimed 
to be very quiet. Fadden Pump Co., 
Minneapolis 15, Minn. 


the Balanced Door 
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in New England Telephone and Telegraph 
Company Building, Boston, Mass. 
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The Door that lets 
TRAFFIC through QUICKLY 


ELLISON BRONZE CO. 
Jamestown, New York 


representatives in 71 principal cities 


Ж BALANCED DOOR 


Self-Cleaning Shower Head 


. SPFA 


The Act-O-Matic Shower Head is said 
to have an automatic self-cleaning ac- 
tion which prevents shower heads from 
being limed or clogged, or from dripping. 
This is said to be accomplished by a 
special spray disc which moves down- 
ward when the water is turned on, de- 
livering a cone-like spray. When the 
water is turned off the disc moves up- 
ward into drain position, opening a free 
waterway for draining. 


Movable disc in shower head automati- 
cally opens channel for drainage, and 
self-cleaning action 


Each shower head is furnished chrome 
plated with ball joint and volume con- 
trol. Vandal-proof models are available 
on order. Sloan Valve Co., 4300 W. 
Lake St., Chicago 24, Ш. 


Plastic Roof Coating 


Cocoon Roofing is a vinyl plastic film, 
applied by spraying, which is said to 
allow roof repairs without removing the 
old roof coating. Through the principle 
of "continuous seal" from parapet to 
parapet, the roofing is said to provide 
complete waterproofing for a building. 
The roofing consists of four coatings. 
The first is a prime coating known as 
Flex-Seal Clear, used in a thin wash coat 
to provide an adhesive base for the 
plastic coat, which is applied next. The 
third coat is a mastic containing gilson- 
ite asphalt, used for durability purposes. 
'The final coating is a gilsonite vehicle 
with aluminum paste for insulation pur- 
poses. Drying times for the first two 
coats are said to be negligible. Cover- 
ages are said to average 250 to 300 sq ft 
per gal for the first coat, 214 to 3 gal 
per 100 sq ft for the second, and 6 gal 
per 100 sq ft for the third. R. M. Hollings- 
head Corp., 840 Cooper St., Camden 2, 
N. J. 


(Continued on page 282) 
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REASONS 
WHY 
SO MANY 


SCHOOLS 


ARE BEING 
BUILT OF 


WOOD 


JUNE 1950 


Pt а, СТИ нм ДЫ 2 sar m 
CROW ISLAND SCHOOL, Winnetka, Ill. Saarinen & Hedrich-Blessing Photo 


Saarinen ond Perkins, Wheeler & Will, Architects. 


FRIENDLINESS. Large, friend- 
ly classrooms, conducive to 
easy concentration on school 
work, take advantage of the 
natural beauty of wood as a 
finishing material. Schools of 
wood have an inviting, home- 
like appearance. They belong 
in a neighborhood of homes. 


FLEXIBILITY. Attractive schools, 
reflecting the natural beauty of 
wood, may be designed for 
any setting. Schools built of 
wood are the easiest to alter 
or enlarge in keeping with a 
community's changing needs 
and financial condition, 


HEALTH. Wood is the ideal 
building material when you 
design classrooms that give 
full consideration to the health 
of children and teachers. 


SAFETY. Wood frame construc- 
tion is inherently wind and 
earthquake resistant. Many 
modern schools of wood fur- 
ther reduce disaster hazards— 
and reduce building costs, too 
—through designs that feature 
direct exit from all rooms at 


ground level. 


Specify WEST COAST WOODS 


Douglas Fir * West Coast Hemlock 
Western Red Cedar * Sitka Spruce 


FOR THE SCHOOLS YOU DESIGN 


You plan soundly and for long building life, 
when you specify wood — especially West Coast 
Woods species—as the construction material. 
Wood is durable, adaptable to every architec- 
tural style—and always in style. Wherever it is 
used, inside or outside, it can be depended upon 
to serve exceedingly well with genuine economy. 
Schools of wood may be built quickly and 
economically. Wood is easy to obtain and crafts- 
men know how to use it effectively to build 
sturdy, solid structures of quality construction. 


WEST COAST WOODS 


DOUGLAS FIR « WEST COAST HEMLOCK « WESTERN RED CEDAR « SITKA SPRUCE 


Lumber of Quality Produced by Member Mills 
WEST COAST LUMBERMEN'S ASSOCIATION 


\ 


(] Send for This FREE Booklet 


Beautifully illustrated in full color, ''Today's Better 
Schools'' points out the many advantages of wood in 
school construction. This new booklet tells how schools 
of wood meet today's educational needs. Send the 
coupon (below) now for your free copy. 


| WEST COAST LUMBERMEN'S ASSOCIATION 1 

_ 1410 S. W. Morrison Street — Room 826 | 

Portland 5, Oregon | 

П Please send me my free сору of ''Today's Better Schools.'" | 
| Мате. | 
| Address. | 
l City. Zone— State | 
——€—————————AA^A^—^^A—————"———————— E 
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PRODUCTS 
(Continued from page 280) 


Built-In Radio- Phonographs 


Two Scott radio-phonograph chassis 
for custom installations or custom-built 
cabinets have been recently introduced. 
The Model 800-B has a 2-unit chassis, 
with 24 tubes including a rectifier and 
voltage regulator. Its audio frequency 
range is 35 to 20,000 cycles, with the 
AM range from 35 to 8500 cycles and 


FM from 35 to 15,000 cycles. It also has 
a short wave band and plug-in to the 
audio systems for outside units. The set 
can be operated with remote control 
keyboards, available as extra equip- 
ment. 

Second of the units is the Model 510, 
which has 14 tubes including 2 rectifiers. 
Tt also has the 2-unit chassis. With a 
12-in. speaker, it has a fidelity of 30 to 
20,000 cycles. Both sets have 3-speed 
automatic record-changers. Scott Radio 
Laboratories, Inc., 4541 N. Ravens- 
wood Ave., Chicago 40, Ш. 


lets the “help” off easy 


The hospital lobby floor illustrated is easy 
to keep spotless because it’s hard to hurt. 
TERRAZZO is practically mar-proof, so 
benches are pushed aside, not worked around. 
Highly stain-resistant, TERRAZZO requires 
only routine washing and cleaning. Marble- 
hard and concrete-durable, it’s easy on the 
“help.” 

Versatile as an architect’s imagination, 
TERRAZZO allows infinite combinations of 
patterns and colors. Specify colorful, long- 
lasting TERRAZZO—for individuality and 
trouble-free service. 


Write for free 
AIA Kit, the 
complete refer- 
ence work about 
'TERRAZZO. 


SEE\OUR 
CATALOGIN 
| ЖЫТ) | 

—— | 


THE NATIONAL TERRAZZO AND MOSAIC ASSOCIATION, INC. 


711 14th St. N.W. 
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Dept. R 


Washington 5, D. C. 


Porcelain- Steel Sink Tops 


Miratop sink tops are made of vitreous 
porcelain fused to heavy gauge steel, 
then laminated to waterproof cushion 
sheets and plywood. It is said not to be 
affected by alcohol, household acids or 
heat. The tops are made in 11 colors, 
and in any size. Excel Sales Co., 1026 
Reedsdale St., Pittsburgh 12, Pa. 


Baseboard Heater Changes 


The United States Radiator Corp. 
announces that one of its products will 
have the name changed from U.S. Com- 
fort Ray to U-S Radiant Baseboard. The 
new models will also have the ratings 
increased by about 15 per cent in ac- 
cordance with the proposed I-B-R rating 
code. United States Radiator Corp., 
Radiant Baseboard Div., Detroit 31, 
Mich. 


Water Heater 


Through use of a patented adjustable 
element, any of three volumes of water 
is heated in the new Smith 3-Way auto- 
matic electric home water heater. The 
C-shaped heating element is located in 
the lower part of the tank, and utilizes 
the immersion principle of water heating. 
Placed in upper. position, it heats 


Electric water heater employs adjustable 
element to vary volume of water heated 


the 50 gal strata of water above it. 
In horizontal — or intermediate — posi- 
tion, the element provides 60 gal of hot 
water, and in the lower position, it 
heats 80 gal. In addition to the change 
of position, the element may be set for 
wattages of 1000, 2000 or 3000, depend- 
ing on terminal connections. Units are 
available with zinc-clad tanks or glass- 
fused-to-steel. A. О. Smith Corp., 
Kankakee, Ill. 
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ir Conditioning in Textile Mills . .. 


hy P. L. Davidson, Philadelphia, Pa. 
and John deB. Shepard, Greenville, S. C. 
Consulting Engineers 


Philip L. Davidson de John deB. Shepard 
Question: Is a Central Station System more de- 
sirable than а Unit System? 


Answer: “Both have obvious advantages. In a 
central station versus units, the cost of the 
base mechanical system is approximately equal. 
'The former's cost exceeds that of the unit because 
it requires enclosure. This added cost, however, 
is offset by inherent easier maintenance and 
improved operating efficiency. Units, generally, 
should be limited to a capacity of 19,000 cfm. 
Central stations are often not practical beyond one 
floor of multistory mills, or to exceed 150,000 cfm.” 


Question: Does refrigeration have a place in 
textile mills? 


Answer: Definitely. Recent refrigeration installa- 
tions give quick opportunity to spot effects of 
constant temperature in improved machine oper- 
ation and handling of fibres. Current experiences 
with central systems reveal: (1) In a weave room 
operating on rayon fabrics with a modern central 
station humidifying system, the loom stops ranged 
from 2.3 to 5.4 per producing loom hour. The 
loom efficiencies averaged 92.6%, the seconds 


The big advances come from 


refugeration ORK 
air-conditioning f 


Aeadjuarters fy - Refrigeration and Air Conditioning 


ranged between 15 and 16%. When refrigeration 
was added, the loom stops over a period of two 
months dropped to a range of 1.2 to 2.9. The 
efficiencies rose to 9605; the seconds dropped to 
a range between 4 and 7%. 


(2) “А cotton spinning mill, after the installation of 
refrigeration, increased its spindle speeds 5% and 
its work load 1495 with no increase in ends down. 


(3) “A weave room running on combed broadcloth 
showed, after installation of refrigeration, an in- 
crease in production of 41% to 5%. 


(4) “А New England mill reported a 25% increase 
in production in a spinning room after the instal- 
lation of a central station air conditioning system 
with refrigeration. This was attributed primarily 
to a decrease in absenteeism and only secondarily 
to a decrease in ends down. 


“Records such as these highlight the results 
obtained with central station equipment where 
refrigeration is employed to fix temperatures con- 
stantly within a range of maximum efficiency and 
reasonable employee comfort. Advantages are 
frequently realized at an investment no greater 
than that required with straight or 100 per cent 
air systems. 


“This experience, proven in the textile field, should | 
be significant in setting the pattern for all industrial 
air conditioning.” 


YORK SALES POLICY 


York believes in channeling contract work through 
Architects, Engineers and Contractors. You are 
therefore assured of unequaled support toward 
providing the finest air conditioning systems 
for your clients. York Corporation, York, Penna. 


York’s complete line of refrigerating and air conditioning products 
is the result of 65 years of resultful research and encompass: 


1. a complete line of equipment 

2. competitive prices 

3. accurate, dependable product ratings 

4. technical assistance based on ‘‘case histories” 
5. 


cooperation with architects, engineers 
and contractors 


6. practical help from York-trained engineers 

7. a national organization 

8. continuous product research and development 
9. certified maintenance 


*This advertisement condensed from an article authored by these consulting engineers, and published in Refrigerating Engineering, February, 1950 
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A great time saver for 
your clients’ loading 
and unloading opera- 
tions. Globe Self-Level- 
ing Ramp permits 
material to be wheeled 
directly from dock to 
truck, regardless of varying truck bed 
heights. Loads are moved faster, with- 
out hand lifting and with less break- 
age. Time and work savings up to 50 %. 


ENGINEERED Ё 
EQUIPMENT 


Drawing shows operation sequence of 
both Direct-Air and Hydraulic type 
Self-Leveling Ramps: (1) Ramp ele- 
vated to receive truck. (2) Truck 
backed into place with ramp "Lip" 
lowered to truck bed. (3) Ramp" rid- 
ing" firmly with the truck when 
springs are compressed or expanded 
during loading or unloading. 


Globe’s experienced Lift Engineers 
will be glad to advise with you on your 
lifting or handling problems. Sugges- 
tions or estimates are yours for the 
asking without obligation. 


Mail coupon today for Bulletin A650 
giving full details and 
illustrating many other 
types of Globe Indus- 
trial Lifts. 


MAIL COUPON 


NOW 
Ї i ч 
| GLOBE HOIST COMPANY l 
1000 E. Mermaid Lane, Philadelphia 18, Pa. 
| Please send Bulletin 4650 showing illustrations, | 
| specifications on Self-Leveling Ramps, OiLift l 
Freight Elevators, Sidewalk Elevators and Lifting 
| Platforms. + 1 
| COMO воо еа etx iet ата йе кй» x оа Hee Be | 
| Мате... Title | 
l UNCER Cus iet за сөз КОЙШ Sas pss бом SUME. ге is, sv 1 
L———— — — —À —À —À —À —À —À .——_/ 


GLOBE HOIST COMPANY 


Philadelphia 18, Pa. 
Se е с сыы де сас 26 


Des Moines б, lowa 
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trated. Many charts, graphs, diagrams 
and pictures are included. 32 pp., illus. 
National Association of Fan Manufac- 
turers Association, Inc., 2159 Guardian 
Bldg., Detroit 26, Mich. 


Metal Doors and Roofing 


(1) Overly Architectural Metal Prod- 
ucls; (2) Overly Goodwin Batten Metal 
Roofing and Coping. The first of these 
bulletins illustrates and describes combi- 
nation metal door frames, jamb and 
trim; and kalamein and tin clad doors. 
Features, suggested specifications, de- 
tails and dimensions are given. 

The second bulletin presents a pre- 
fabricated batten type of metal roofing 
and coping. The component parts of the 
system are illustrated. Details show 
methods of installation and jointing. 
Suggested specifications are included. 
8 pp., 4 pp., illus. Overly Manufacturing 
Co., Greensburg, Pa.* 


Panel Heating 


Hoffman Specially Co. Engineering 
Vews. A series of 13 bulletins on home 
panel heating prepared for the use of 
contractors, wholesalers, engineers and 
architects. The subjects covered include: 
(1) Panel Heating; (2) Calculations for 
Panel Heating; (3) Structural Details of 
Heating Panels; (4) Supplementary 
Calculations for Panel Heating; (5) Air 
Vents for Heating Systems; (6) No. 79 
Air Vent for Hot Water Lines; (7) Re- 
setting Series 90 Controller for Panel 
Heating; (8) Resetting Controller after 
installation; (9) Pressure Reducing 
Valves (out of print); (10) Radiator 
Vent Valves; (11) Resetting Tempera- 
ture Control for Standing Radiation and 
for Panel Heating; (12) Ratings of Low 
Pressure Float and Thermostatic Traps; 
(13) Specifications for Panelomatic Hot 
Water Control System. Hoffman Spe- 
cialty Co., Indianapolis 7, Ind.* 


Architectural Aluminum 


Reynolds Architectural Aluminum. 
Portfolio covers a line of extruded 
shapes, embossed sheet, perforated 
sheet, plain sheet and plate, tubing and 

(Continued on page 286) 
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^ OHIO ~ 
WHITE FINISH 


It’s in the northwestern part of Ohio 
that the world’s purest deposit of dolomitic 
limestone is found. 

And it's here that Ohio White Finish is 
scientifically produced from hand picked, 
kiln burned rock, to offer the building in- 
dustry a lime that’s. always uniformly 
right, guaranteed 99⁄2% pure. 

For finished plastering it makes a 
pure white putty of great plasticity, easy 
to work, smooth spreading. There's none 
better. 

Look for the Zigzag Bags, our trade 
mark. 


The OHIO HYDRATE & SUPPLY Co. 
WOODVILLE, OHIO 


*k and its twin brand: 
HAWK SPREAD 
WHITE FINISH 
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EMPLOYERS INSURANCE COMPANY BUILDING.. АВ 


Tenant Appeal 


because of 


-FLOORS 


EMPLOYERS INSURANCE CO. 


DALLAS, TEXAS 


GEORGE DAHL 
ARCHITECT 


JAMES STEWART AND CO. INC. 


CONTRACTOR 


GEORGE DAHL, ARCHITECT 


ee cct TRU al 


Architect George Dahl knows Q-Floor is not the lowest-priced floor on the market, 
but the best interests of a client are served by examining the final cost of a building 
and by specifying that material which brings about the best end result. 

The quoted price of Q-Floor should be considered in relation to all other factors 
which are changed by the use of Q-Floor: 


lightweight Q-Floor construction saves other materials in foundation and frame; 


dry construction saves time, avoids winter delays and makes possible a variety of 
economies during erection; 


earlier completion date effected by Q-Floors shortens financing time and permits 
earlier revenue... brings quicker cash benefits; 

quick, inexpensive, easy electrical change attracts tenants, helps fill building quickly; 

electrical flexibility protects your client's investment from electrical obsolescence. 

Floor so influences other elements of a building, structurally, that the cost of a 
square foot of Q-Floor can be properly judged only in regard to its ability to decrease 
the cost of other component parts of the building. However, Q-Floor is more than 
economical—it is a modern essential for any building which must earn a living in this 
age of electricity. 


WRITE FOR NEWEST Q-FLOOR LITERATURE H. H. ROBERTSON CO. 


JUNE 1950 


2404 Farmers Bank Building / ^ Offices in 50 Principal Cities 
Pittsburgh 22, Pennsylvania \_ 7 * ® World-Wide Building Services 


285 


Specify and use 


WEATHERCAP 


* For new or old structures, its 
use in coping and cornice joints, 
etc., assures years of weather-tight 
protection. 


SEND FOR YOUR SAMPLE 


Minwax Company, Inc. 
11 West 42nd St., New York 18, N.Y. 


Please send me free sample of Weather- 
cap with descriptive folder and specifi- 
cation data. 
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pipe, and other aluminum products for 
architectural use. Full size cross sections 
and assembly drawings are shown for all 
items. In each instance, the various al- 
loys, tempers, sizes and lengths available 
are detailed. Among the items shown 


are: suspended aluminum ceilings; 
thresholds; sills; jambs; mouldings; 
partition framing sections; copings; 


gravel stops and fascia plates. The port- 
folio is available to architects, designers, 
engineers, and other company officials 
requesting it on their company letter- 
head. 61 pp., illus. Reynolds Metals Co., 
2500 S. Third St., Louisville 1, Ky.* 


Exhaust Fans 


Emerson-Eleclric Exhaust Fans For 
Business, Industrial and Institutional 
Buildings (Catalog Unit No. X6559). 
Illustrates a line of direct-drive and 
belt-drive exhaust fans, window fans, 
and ventilating fans. Information is in- 
cluded on the selection, installation and 
use of exhaust fans. Details of design, 
construction, specifications and per- 
formance data are given for the entire 
line. А copy of the catalog will be mailed 
to those requesting it on company sta- 
tionery. 16 pp., illus. The Emerson 
Electric Mfg. Co., 8100 W. Florissant, 
St. Louis 21, Mo.* 


Radiator Valves and Traps 


Marsh Radiator Valves and Traps 
(Catalog Sections 10 and 11). Features 
various patterns available in the line 
of valves and traps. Notes and diagrams 
explain construction, operation and use. 
Each type is covered with illustrations, 
details, roughing-in dimensions and 
capacities. Details of radiator valve 
accessories are also included. 16 pp., 
illus. Marsh Heating Equipment Co., 
Skokie, Ill. 


Slate 
Buckingham- Virginia Slate Specifica- 
lion. Folder lists characteristics, color 
and texture of the slate. Tables give sug- 
gested combinations in random widths 
and lengths, the number of pieces to 
the square in each size of slate, and the 
length exposed when laid standard 
(Continued on page 288) 


GAS OR OIL 


You'll be amazed how Todd Burn- 
ers cut your fuel and maintenance 
costs. Savings up to 10% . . . in- 
creased power capacity can be yours 
with Todd Burners. In replacement 
of obsolete equipment or in new 
installations, skilled specialists — 
backed by 35 years of Todd expe- 
rience—engineer your job individ- 
ually to assure you utmost economy 
in burning of liquid or gaseous 
fuels. 


Oil Burners 
Gas Burners 


Combination 
Oil and Gas 
Burners 


COMBUSTION EQUIPMENT DIVISION 
TODD SHIPYARDS CORPORATION 


81-16 45th Ave., Elmhurst, Queens, N. Y. 
See the Classified Telephone Book 


NEW YORK * BROOKLYN • ROCHESTER • BUF- 
FALO» HOBOKEN * NEWARK • PHILADELPHIA 
HARRISBURG • YORK • PITTSBURGH + CHICAGO 
RALEIGH + CHARLESTON, S. C. • BOSTON 
SPRINGFIELD, MASS. • BALTIMORE • WASHING- 
TON • RICHMOND, VA. • ATLANTA • BIRMING- 
HAM • CLEVELAND • DETROIT • GRAND RAPIDS 
TAMPA * GALVESTON * SAN ANTONIO 
DALLAS HOUSTON • TULSA • MOBILE » NEW 
ORLEANS • SHREVEPORT • DENVER • SALT LAKE 
CITY «LOS ANGELES • SAN FRANCISCO • SEAT- 
TLE • MONTREAL • TORONTO • BARRANQUILLA 
BUENOS AIRES * LONDON 
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FOU ND 602 sq. ft. of floor space 


It was a small plant Mr. Williams was building— 
150’ x 250’. Instead of the usual 12" thick wall of brick, 
an alert young engineer suggested the new 3"-thick, 
insulated Fenestra* “С” Panels he'd heard so much about. 
Same function. . . same insulating value... same outside 
building dimensions. But instde—602 sq. ft. more floor 
space than he'd have had with the old-style wall. Floor 
area equal to a 20’ x 30’ room. 
He also discovered: 
That the installation speed of these panels cut construc- 
tion costs... helped get equipment under cover quickly. 
That they are lightweight, strong . . . reducing require- 
ments for structural steel. 
That they are noncombustible. 
That they are good-looking and so smooth that dirt and 
grease can't get a grip. 
And he will discover, when he wants to expand, that 


Jen esita 


Panels • Windows , Doors 


"Use Our 25 Years’ Experience in Metal Panel Engineering” 


JUNE 1950 


E hidden ta the wal! 


they are easily dismantled, moved and reinstalled. 


Fenestra Insulated “C” Panels are standardized 3" deep, 
16” wide, 18 gage painted steel or 16 B&S gage alumi- 
num, 6’ to 14’ in length. Those of steel weigh only 6.50 
lbs. per sq. ft. Aluminum, 3 lbs. Two formed members, 
joined to form a structural unit. Asphaltic impregnated 
felt inside full length of the joints to prevent metal-to- 
metal contact. Vapor-sealed, with felt stripping between 
formed sides and end closures. Double tongue and groove 
joints make a wall of “С” Panels an integral load-bearing 
unit. 3 positive bearing surfaces per panel for easy erec- 
tion. Smooth surface permits easy flashing details. 


Check into Fenestra “С” Panels right away ... they save 
you time, money and won’t waste floor space. 
Mail the coupon, or have one of our engineering 


representatives call. Also ask about “D” Panels for floors 
and ceilings, and Holorib Roof Deck. 


"Trademark 
————— — —À —À —À —À —À —À —À —À —À —À MÀ —À — — — — — — i 
DETROIT STEEL PRODUCTS COMPANY 
Building Panels Division 
Dept. AR-6, 2252 E. Grand Boulevard 
Detroit 11, Michigan 


Building Panels. 


Name 


Company 


Address 


Е 
| 
| 
| 
| 
| Please send me, without obligation, information on Fenestra 
| 
| 
| 
| 
| 
| 
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treatment with 
.. DU PONT 
COPPERIZED CZC 


You'll think of wood as a differ- 
ent structural material after it's 
pressure-treated with Du Pont 
Copperized CZC. And here's 
why. Copperized CZC gives 
long-lasting protection against 
termites, fire and decay without 


changing the inherent structural 
characteristics of wood. 


This salt-type wood preserva- 
tive makes lumber and timber 
unpalatable to termites... kills 
decay-causing fungi... gives a 
high degree of fire retardance. 
Copperized CZC does all this 
while leaving wood clean, paint- 
able, odorless and safe to handle. 
Sound reasons why you should 
specify pressure-treatment with 
Du Pont Copperized CZC. 
Full technical details on Copper- 
ized CZC available for the ask- 
ing. Write: E. I. du Pont de Ne- 
mours & Co. (Inc.), Grasselli 
Chemicals Dept., Wilmington 
98, Delaware. 


REG. U. s. РАТ OFF 
BETTER THINGS FOR BETTER LIVING 
+ + . THROUGH CHEMISTRY 
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headlap. The specifications cover the 
following items: general and guarantee, 
slate and application, roofing felt, 
cement, nails, hips, ridges and valleys. 
4 pp., illus. Buckingham-Virginia Slate 
Corp., 1103 E. Main St., Richmond, 
Va. ` 


Flue Pipe 

Johns-Manville Transite Flue Pipe 
For Venting Domestic Gas-Burning Ap- 
pliances (Form TR-84A). Pictures and 
describes the asbestos and cement flue 
piping. Drawings give sectional details 
of round and oval pipe and fittings. A 
table gives dimensions and weights for 
all types. Installation methods аге 
shown, along with several combinations 
possible with the fittings. Johns-Man- 
ville, 22 E. 40th St., New York 18, 
N, Y;* 


LITERATURE REQUESTED 


The following individuals and firms 
request manufacturers’ literature: 

Jack Z. Baruch, 1665 S. Central Park 
Ave., Chicago 23, Ill. 

Dennis B. Behrendt, Architect, 2144 
Melrose, Chicago, Ill. 

Charles B. Belinky, Architectural 
Student, 3971 Blaine St., N. E., Wash- 
ington 19, D. C. 

David S. Booth, Student, 256 For- 
sythe Ave., Girard, O. 

L. L. Doney, Draftsman, 1035 W. 
13th St., San Pedro, Calif. 

Dean M. Du Boff, Architect and 
Engineer, 106 E. State St., Peoria, Ill. 

Robert W. Etheredge, Jr., Draftsman, 
2114 Pine Dr., Raleigh, N. C. 

Alexander H. Girard, 379 Fisher Rd., 
Grosse Pointe 30, Mich. 

Samuel Horn, Architect, 
29th St., Brooklyn 29, N. Y. 

M. Michael Kane, Registered Archi- 
tect, 1457 E. 68th St., Chicago, Ill. 

Lucille H. Murawski, Architect, 3219 
Hudson Blvd., Jersey City, N. J. 

J. W. Sinnott, Sperry Gyroscope Co., 
Great Neck, L. Т., N. Y. 

Jack Turner, R.F.D. No. 2, Wilton, 
Conn. 

John J. Zecca, Jr., Student, 24—41 81st 
St., Jackson Heights, N. Y. 


2075 E. 
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The geníal, fríendly host 
ín the HEART of 
Cleveland 


Whether you come 

by train, plane or 

motor ... for business 

or pleasure... you'll 

like the convenience of 
comfortable, friendly 

Hotel Cleveland. Only a 

few steps by covered 

passage from Union Terminal 

trains and garage. Close 

to theatres, sporting events, 
stores, office buildings. Quiet, 

j sleep-inviting rooms .. . 
spirited, colorful new decora- 
tions . . . attentive service 


and sincerely warm 


re 
[! 


hospitality will greet you. 


2. 

=; 
5 
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All rooms with radio... 
many with television. 
Singles from $4.50, 
doubles from $6 
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2- 
ae 
NEM 
RII Lu 
cu Р 


Е 75 
a 
— o nme == 


d d i A эхее E t 


— ———4» 


HOTEL CLEVELAND 
Cleveland, Ohio 
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Bethlehem Longspan Joists in garage of Crossman Cadillac, Inc., Great Neck, Long Island 


No wasted floor space with longspans 


When you incorporate 
Longspan Steel Joists into 
designs for warehouses, 
factories, garages, and 
<=. similar structures, you can 
— plan on using all possible 

floor space through mini- 
mizing the number of interior columns. 

Bethlehem Longspan Joists are ideal for supporting 
the roofs of small industrial buildings because they 
eliminate interior columns in floor areas up to 64 ft 
across and greater. Besides, they reduce the need 
for pilasters. They permit pipes, conduits and ducts 
to be run through the open webs of the joists. They 
are suitable for use with plaster ceilings, and can 


also be used to good advantage in floor construction. 

Bethlehem Longspans are time-savers, as well, for 
they reach the job completely fabricated and clearly 
marked, ready for installation. They come in under- 
slung construction with top-bearing ends, or in 
bottom-bearing construction with square ends, and 
with cambers of approximately 1/2 in. for 30-ft spans, 
34 in. for 40-ft spans, 1 in. for 50-# spans, and 
110 in. for 60-ft spans. 

Bethlehem Longspan Joists are now in good supply. 
Plan to use them in your next industrial building. 
Meanwhile, we'll be pleased to answer any question 
you may have about the use of steel joists. Just get in 
touch with the nearest Bethlehem sales office, or 
write to us at Bethlehem, Pa. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, РА. 


On the Pacific Coast Bethlehem products are sold by Bethlehem Pacific Coast Steel Corporation 


JUNE 1950 


Export Distributor: Bethlehem Steel Export Corporation 


BETHLEHEM LONGSPAN JOISTS 
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7 
Heres a way to give your clients 


at little or NO extra cost! 
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finest 2222-2222, air conditioning 


These simple economies 
can offset its cost— 


Many of the customary features in a 
home no longer have functional value 
when All-Year Air Conditioning is in- 
cluded . . . such things as porches, fire- 
places, screens, etc. So in your prelimi- 
nary planning you leave them out. This 
way you'll generally save enough to 
make up the cost of the Servel system. 
And clients feel they’re making a mar- 
velous exchange. For while the things 
that are omitted provide comfort for 
only portions of the year, Servel pro- 
vides them with ideal comfort all year. 


JUNE 1950 


a = 


NO ATTIC FAN 


LOWER-COST 
WINDOW CONSTRUCTION 


OPS in new-home comforts today is All-Year 

Air Conditioning. Year round, the air is 
healthfully conditioned all through the house. 
Year round, the humidity is carefully controlled 
to eliminate stickiness in summertime and the 
drying-out tendencies of winter. Year round, 
the air is filtered clean—free of dust, dirt and 
pollen. Bracing in summer. Cosy in winter. The 
flick of a finger brings instant results. And by 
making the decision to include Servel All-Year 
Air Conditioning early in the planning stages, 
you can give your clients this ultimate in com- 
fort at little or no extra cost. 


Recent studies indicate that the additional ex- 
pense of the All- Year Air Conditioner—over and 
above a conventional heating plant—can be off- 
set by eliminating some of the usual features in 
a house. For instance, a house designed for All- 
Year Air Conditioning needs no porch, no fire- 
place, and no attic fan. Outside doors and win- 
dows may be kept closed; in fact, in many cases 
the glass may be fixed which permits the use of 
a simple wood frame. Therefore screens are not 
needed. And in most parts of the country, the 
total of these savings will enable you to include 
Servel’s All- Year system at little or no extra cost. 


The Servel A/l-Year Air Conditioner can be 
easily adapted to any size, type, style or shape 
of home your client wants. Ask your local Gas 
Company for all the particulars or write to Servel, 
Inc., 8006: Morton Avenue, Evansville, Indiana. 


210-4622 AIR CONDITIONER 
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to be truly modern a building must be air conditioned 


3 BASIC SYSTEMS TO FIT EVERY AIR CONDITIONING NEED ~ 


When you select air conditioning for 
your new building, remember the 
words—-'Air Conditioning by Chrys- 
ler Airtemp” mean much more than "UNITEMP' 
they say. They mean that the building 
will embody all of the indoor comfort 
made possible by modern science . . . 
that it will have the ideal system to ` 
meet the air conditioning require- 
ments of its occupants—year-' round! 


CENTRAL SYSTEMS 


INDIVIDUAL ROOM UNIT 


That’s because Chrysler Airtemp 
builds a range of products and sys- 
tems sufficient to meet every air con- 
ditioning need—for every type and 
size of building. And architects, 
builders and contractors can rely on 
Chrysler Airtemp's skilled engineers 
for experienced technical help and 
unprejudiced advice in selecting and 
installing the best system for the job. 


When desired, Airtemp Construction 
Corporation—subsidiary of Chrysler 
Corporation-—will handle all or any 
part of the air conditioning operation 
—from making the original recom- 
mendation to the final installation. 
Let us send you a detailed outline of 
Chrysler Airtemp's products and 
services. You'll find it interesting and 
rewarding. Write today for the facts. 


Chrysler Airtemp 


AIR CONDITIONING • HEATING • COMMERCIAL REFRIGERATION 


, AIRTEMP DIVISION OF CHRYSLER CORPORATION 
| DAYTON 1, OHIO 
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STOP HEAT LOSS with 
KORK-PAK...The INSULATING 


VAPOR SEAL 


е NON-EXTRUDING 
ASPHALT TFS: € WATERPROOF 

; @ GREATER RESILIENCY 
@ LOW MATERIAL COST 


DOUBLE LAYER 
ASPHALT PAPER 


Instal 


at the slab-footing joint to 
prevent heat loss through con- 
crete floor slabs in basementless 
houses and structures on grade—get maximum 
joint filling efficiency PLUS the highest insulating 
factor of any similar material. KORK-PAK’s low cost 
and easy handling make it ideal for many applications 
such as Sill Vapor Seal, Glass Building Block Seal, Joint 
Filler, etc., in every type of construction. 


Write for complete details, 
illustrated circular and samples. 


SERVICISED PRODUCTS CORP. 
6051 W. 65th ST., CHICAGO 38, ILL. 


КО -|-NOOR- 


PRODUCTS 


62 Years Ago KOH-I-NOOR 


made the FIRST Drawing Pencil . . . in 
17 DEGREES, 6B to 9H. Since that time 
no other pencils have approached 
Koh-l-Hoor's Record for Unfailing 
Uniform Performance. 


No Matter What Your Requirements ... 


you will find a KOH-I-NOOR 
Product to satisfy you completely 


DRAWING PENCILS 


N OW COPYING PENCILS 

a WRITING PENCILS 
Availa ble. "н CHECKING PENCILS 
No. 1600 KOH-I-NOOR 01 


Polycolor Pencils OFFICE PENCIDS 
with IMPORTED Leads Ex pier 


а HOLDERS and LEADS 
in 66 colors 


PENHOLDERS and ERASERS 


The RIGHT pencil for the RIGHT job 


KOH-I-NOOR PENCIL COMPANY, INC., BLOOMSBURY, NEW JERSEY 
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STRENGTH, BEAUTY AND PERMANENCE THAT NO OTHER CONSTRUCTION CAN EQUAL.. 


Stainless Steel Storm Windows 


CONSTRUCTED or U-S-S, Stainless Steel strip, these welded, 
reinforced and precision-built combination storm windows 
will give low-cost, lifetime service. They are produced by 
Corry-Jamestown Manufacturing Corporation, Corry, Pa. 


Other U-S:S Stainless Steel applications:—Gutters, down- 
spouts and flashings Copings and cornices * Window 
frames, sashes and screens Show windows * Sculpture- 
relief or free-standing * Elevator doors and cars * Heating 
panels * Stair and door nosings * Hardware fireplace fac- 
ings * Multistoried building pilasters * Store fronts * Para- 
pets and spandrels * Curtain walls * Chutes and conveyors · 
Doors, interior and exterior * Kick plates and push plates · 
Sills * Stair rails * Escalator housings * Interior and exterior 
trim * Shower stalls * Grilles, plaques, louvers > Revolving 
doors * Cold-formed sections * Decorative trim. 


Corrosion resistant . . . won't warp, bend 
or twist... never need painting...require 


virtually no upkeep last a lifetime 


Tuis rather recent development — Stainless 
Steel Storm Windows—should be of interest 
not only to home owners but to architects and 
builders as well. For itoffers a highly desirable 
combination of advanta$es hitherto not obtain- 
able in storm window construction . . . super- 
lative $ood looks, permanent freedom from up- 
keep expense, and service that will outlast the 
building itself. The life-long performance that 
Stainless Steel assures, means lowest cost in 
the long run. 


RCHITECTURALLY, the important thing to remember about 
A Stainless Steel is that it is not a luxury material. Actually 
it is as practical as it is beautiful—is probably the most per- 
manent, and therefore the most economical, of all structural 
materials. 

Consider these facts:—Stainless Steel provides the highest 
strength-to-weight ratio of any structural material. It remains 
practically unaffected by corrosive attack, by extremes of heat 
or cold. It offers unsurpassed resistance to abrasion, wear and 
severe service. It is incombustible. It is easy to clean. It does 
not stain or discolor adjacent areas. It retains its lustrous good 
looks and superior strength indefinitely with the minimum of 
care and maintenance. With Stainless Steel, first cost is vir- 
tually last cost. 

In U- S.S Stainless Steel—a perfected, service tested stainless 
—all these advantages are available in material form in sheets, 
plates, strip, bars, wire, tubing and piping of practically any 
dimension; in structural sections and special shapes of great 
variety; and in all standard architectural surface finishes. 

Our representatives will gladly cooperate with you in devel- 
oping your designs to include U-S-S Stainless Steel to insure 
optimum performance at minimum cost. 


AMERICAN STEEL & WIRE COMPANY, CLEVELAND • CARNEGIE-ILLINOIS STEEL CORPORATION, PITTSBURGH 
COLUMBIA STEEL COMPANY, SAN FRANCISCO : NATIONAL TUBE COMPANY, PITTSBURGH • TENNESSEE COAL, IRON & RAILROAD COMPANY, BIRMINGHAM 
UNITED STATES STEEL SUPPLY COMPANY, WAREHOUSE DISTRIBUTORS, COAST-TO-COAST - UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


JUNE 1950 


U-S-S STAINLESS STEEL 


SHEETS - STRIP - PLATES · 


UNITED 


BARS - BILLETS - PIPE - TUBES - WIRE - 


STATES 


SPECIAL SECTIONS 
0-993 


STEEL 
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THIS VIEW of the new terminal building at the 
South Bend, Indiana, airport, presents a spec- 
tacular scene—by day as well as at night. The 
whole effect is heightened by the use of more 
than 195 Twindow units which glaze almost the entire 
area of this side of the building. The built-in insulation of 
Twindow adds to the comfort and convenience of the 
patrons by eliminating cold downdrafts at windows. Be- 
sides, Twindow units afford a clear view of the airport 
activities. Architect: Roy A. Worden, South Bend, Ind.; 
Associate Architect: Vincent Е agan, South Bend, Ind.; 
Consulting Architect: Frank Montana, Detroit, Mich. 


CUTAWAY shows the construction of a Twindow unit, with 
two panes of Pittsburgh Polished Plate Glass. The her- 
metically-sealed air space between the panes provides 
effective insulation which minimizes downdrafts, cuts 
heat losses through windows, reduces condensation. 
When three or more panes are used, insulation is even 
more efficient. Forty-five standard picture window sizes 
are available, adaptable either for wood or steel sash. 


OF GLASS 


РПН 


РЕЛЕНІ 0 
= певати ги 


PITTSBURGH DOORWAYS cut corners for architects. They 

eliminate time-consuming calculations. There is no setting 

or fitting to worry about. From the twelve standard and 

four free-standing designs, you select the one for your job, 
ately by specifying the number and size needed. The frame reaches 
the job complete and ready for bolting into the building opening— 
in one “package.” The massive Herculite Doors are then hung, and 
the work is done. Architect: Horace Coy, Toledo, Ohio. 


ARCHITECTURAL RECORD 


IN CURRENT DESIGN 


GLASS HAS TRULY HELPED to open new vistas 
in store front design. With large panels of 
Pittsburgh Plate Glass, architects have 
given merchants the greater benefits that 

come from “ open vision.” For this makes the entire 

interior a gigantic display, presenting the merchan- 
dise to the best possible advantage. In this group 
of two stores, Carrara Structural Glass, Herculite 

Doors, Pittsburgh Plate Glass and Pittco Store 

Front Metal were combined to create structures of 

immediate appeal and distinction. Architect: 

Myrle E. Smith, South Bend, Ind. 


HERE'S AN ELEGANT and dramatic setting 

in the reception room of the New York 

beauty salon of Michael-of-the-Waldorf. 

Along with other striking features are the 
walls of multi-paneled, beveled Pittsburgh Mirrors 
which pick up and reflect all the beauty, brilliance 
and subtlety of the furnishings and illumination. 
Designers: Earnshaw, Inc., New York and Phila- 
delphia. 


DESIGN IT BETTER WITH 


ur "2 inshurgh Glass 


| 


Your Sweet’s Catalog File contains a complete listing and descriptions of Pittsburgh Plate Glass Company products. 


PAINTS + GLASS · CHEMICALS : BRUSHES · PLASTICS 


G " 
PITTSBURGH PLATE GLASS COMPANY 
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PLUS INSULATION AND 
GREATER BRACING STRENGTH 
AT NO EXTRA COST 


Fir-Tex Sheathing, like all Fir-Tex products, 
provides full coverage. There is no loss in 
matching as with ordinary wood sheathing. 
Furthermore, waste incidental to trimming 
is reduced to the absolute minimum. In ad- 
dition, Fir-Tex Sheathing provides greater 
bracing strength.. It is 
integrally waterproofed to form a vapor 
barrier. All Fir-Tex Insulating Board prod- 
ucts are termite-proof. 


.and it insulates. 


THE MODERN BASE 
FOR PLASTER 


Fir-Tex Plaster Base Lath 
builds insulation into the 
home...provides a per- 
fect bond for plaster. 
Reduces plaster cracking. 


Dant & Russell, Inc. 
Portland, Oregon 
Exclusive 
Sales Distributors 


INSULATING BOARDS 
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$pecify 
неу? VAN-PACKER 


PACKAGED CHIMNEY. 
VAN-PACKER gives your client a better 
chimney at lower cost. 


1. Costs 20% to 50% less than brick. 
2. Proven better draft...Quicker starting dratt. 
3. Built to last as long as the house. Er 
U. L. tested and approved for all fuels. QU 
FHA acceptance. S 
VAN-PACKER gives you freedom of design. 
One Story 


Utility 
Room 


1. Hang chimney from 
ceiling or floor and 
use valuable space 
underneath. 


2. Locate heating unit 
independent of fire- 
place flue. 


Write today for full de- 
scriptive literature on 
chimney and other types 
of installations. 


VAN-PACKER 


CORPORATION 
Rm. 1749, 126 West Adams St. 


Chicago 3, Illinois 
SILICONE 


CRYSTAL WATER REPELLENT 


PROTECTS THIS BUILDING 


mme VAN PACKER 
CHIMNEY INSTALLATION 


Tuts administration building of Concrete, Inc., St. Louis, of Monolithic 
reinforced concrete, is protected by CRYSTAL against the harmful effects 
of water for years to come. 
CRYSTAL actually penetrates to prevent moisture and water damage — 
gives two important benefits — 
1. Original Beauty Retained — Invisible after application, CRYSTAL 
does not change the color or surface texture . . . makes surfaces stainproof 
and prevents efflorescence. 
2. Materials Last Longer — CRYSTAL repels water throughout entire 
depth of penetration ... provides lasting protection to all man-made 
masonry and most natural stones. 
One Coat Of CRYSTAL is all that's needed, applied at any temperature 
- saves money . . . saves time on the job! 


Send for your free copy of "Exterior Masonry 
Waterproofing Manual" 


Инста 


4952 Fyler Ave., St. Lovis 9, Mo. 
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Some houses 


ont need siqns 


Ever notice how some houses never bear a sign like 
this? Check up, and you will find, in many cases, they 
are the homes where Bryant automatic gas heating is 
one of the modern features. 


Somehow, people sense quality. They seek out Bryant 
heated homes because they are confident of each being 
a quality house from inside out. That's why—for archi- 
tect, builder and real estate man—the very presence of 
Bryant equipment means greater demand for any 
property, a quicker deal and a better satisfied client. 


No matter what your heating requirements, there's a 
Bryant to fit your needs. Call the Bryant representative 
in your locality. Let him help you. Then, specify Bryant 


and see for yourself why some houses don't need signs! 


Let the pup be furnace man 
... and water boy, too! 


AUTOMATIC HEATING 


The most complete line of gas heating equipment in the nation 


Bryant Heater, Dept. 233, 

17825 St. Clair, Cleveland, Ohio 

( ) Send me the new booklet that tells 
the Bryant story. ( ) Have your dis- 
tributor call on me. 


Name 


Company. 


Address. 


City. State. 


e9000000000000000000000000007 
a e990009000900090020909009099992€ 
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Send for this handsome NEW 48-PAGE CATALOG 


Available, for the asking, to architects and builders who 
are interested in— 
@ AUTHENTIC HISTORIC PATTERNS 
@ CREATIVE REPRODUCTIONS OF NEW DESIGNS 
@ HIGHEST QUALITY OF MATERIALS AND WORKMANSHIP 
@ EXCELLENCE IN ARCHITECTURAL TASTE 
All of the famous New Orleans designs and many new 
ones are illustrated in this 1950 Lorio Catalog. And 
beautiful, large, photographic reproductions of various 
installations throughout the United States are shown. 


the beautiful, original lacework 
of historic OLD NEW ORLEANS 


WE PRESENT A COMPLETE PICTORIAL CATALOG OF 


ORNAMENTAL 
CAST IRONWORK 


Every known pattern to be found among historic 
Vieux Carre (New Orleans) buildings and ante- 
bellum homes are faithfully reproduced by 
LORIO master craftsmen...cast in the finest 
quality iron obtainable. 
LORIO IRONWORK installations can be seen 
on homes, hospitals, university buildings, doctors’ 
clinics and other types of buildings...in the very 
finest of modern or traditional architectural taste. 
WE OFFER A COMPLETE SERVICE IN 
PRODUCING CUSTOM-MADE PATTERNS 
FROM YOUR OWN DESIGNS... OR 
SPECIAL CASTINGS OF ANY KIND. 


LORIO IRON WORES 


738-756 South Gayoso Street e New Orleans 19, Louisiana 


DERUTU 
VERSATILITY 


STRENGTH 


Sash No. 58—With 
Sill Section No. 80 


For strength with beauty, durabil- 
ity with modernity—specify Natcor 
Fully Extruded Alumilited Alumi- 
num Moldings, the increasingly 
popular Natcor Moldings that have 
won acceptance all over the world. 
Send for full or V2 size details. 


ACO Store Fron 


NOW IN TAUNTON, MASSACHUSETTS 
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NEW LOW GLAZING COSTS! 
NEW HIGH GLAZING QUALITY! 


SPECIFY 


TREMGLAZE 


MASTIC GLAZING COMPOUND 
IN COLORS 


Requires No Painting 


€ Specify Tremglaze Aluminum color. 
It bonds to aluminum, requires no paint- 
ing—ever. Proven on actual jobs for 
over ten years. Meets Aluminum Window 
Manufacturers Association standards. 


€ Specify Tremglaze yet pay no more 


r М for completed window installations 

| 0 А : h $ 

stee $ than with a putty job. Save on the paint 
do" contract; specify —"Paint first then 


Tremglaze”. Put paint on the window 
where it belongs—Tremglaze requires no 
paint. Save on cost of cleaning glass also. 

NC-102 


Consult your local Tremco Representative or write to: 


THE ТРЕ СО MANUFACTURING СО. 


CLEVELAND 4 * TORONTO 
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High efficiency in lighting glassware is always 
important. It can mean fewer fixtures, better 
foot-candle values, a more harmonious environ- 
ment in which to work. It was for these reasons 
that Corning ALBA-LITE was specified for the 
Crowell-Collier Building. 

ALBA-LITE diffusely transmits 60 to 65% of 
the light and diffusely reflects 25 to 35%, making 
its efficiency greater than 90%. Yet its diffusing 
qualities assure maximum obscurity of light 
source and minimum panel brightness. In the 
new Crowell-Collier Building offices illustrated 
above, 45-50 foot candles of illumination are 


CORNING, NEW YORK 


FOR EFFICIENT, ATTRACTIVE LIGHTING... 


Crowell-Collier Building, New York, N.Y. 
Architect: Leonard Schultze Associates, New York, N.Y. 
Fixture Manufacturer: Miller Company, Meriden, Conn. 
Electrical Contractor: L. K. Comstock, New York, N.Y. 

Glass: CORNING ALBA-LITE in 2,600 Reflector Sections 


CORNING GLASS WORKS 


Сбор meant reseach tit См 


(©? мәү» 


ine 
ree 


Corning ALBA-LITE for Crowell-Collier Building! 
Affords efficient control of fluorescent lighting, 


accentuates color quality 


maintained. The even light transmission and 
negligible color distortion contribute to har- 
monious decoration. 

High efficiency is only one advantage of ALBA- 
LITE. It can be bent as required, affording un- 
limited design flexibility. Widths vary from 2" to 
24", lengths from 8"to 100". ALBA-LITE will not 
warp, discolor, scratch or attract dust. The smooth 
surface of ALBA-LITE makes cleaning easy. 

Bulletin LS-17 gives you complete details on 
Corning ALBA-LITE and illustrates many ways 
it is being used. It is yours for the asking. Sign 
and return coupon below today for your copy. 


CORNING GLASS WORKS 
Dept. AR-6, Corning, N. Y. 


Please send me a free copy of your bulletin LS-17 describing 


| 
| 
| 
i CORNING ALBA-LITE. 
1 


р, 7. a | 


Firm. 


| 
| Address 
l 
I 


CORNING ALBA-LITE for diffusion of fluorescent light ... CORNING FOTA-LITE for high level illumi- 


nation ... CORNING brand LENS PANELS and PYREX brand LENSLITES for prismatic light control State 


Cy. — Fone 
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~ TITLE TILT OR CLASS GYMNASTICS? 
| Wayne Rolling Gymstands Take Care of Both 


Next to the SAFETY FACTOR, probably the most 
important advantage of Wayne Gymstands is the 
VERSATILITY they afford. 

No matter whether you have to prepare a gym 
for mass crowds attending a title tilt or provide 


sufficient space for a large class of student. 


gymnasts, you can do it with ease—with Wayne 


Rolling Gymstands. Just roll the stand back, out - 


of the way, during classes. Roll them out to take 
care of that capacity crowd in the evening. 


Шер Й 7 WAYNE ‘aaa zz 
| / ом — ЕЗ 
| WORKS fF 


| | REPRESENTATIVES IN 42 CITIES 
PME \ M8 N. PEMBROKE AVE. 
S WAYNE, PENNA. 


^ Uu" QD F ^ = 


=. ee - 
~ SES 


` Write for a copy. We'll be prompt to reply. 


a 


Both types of Wayne: Gymstands, the perma- 
nently located type and the moveable type, offer 
numerous advantages. The Moveable Rolling 
Type needs no wall supports—can be moved to 
any desired location on the same floor level at 
will. And, both types of Gymstands have con- 
struction features which combine to give you 
maximum durability, comfort and convenience. 
But, our catalog gives you all these details. 


Illustration shows sec- 
tional view of ''Na- 
tional's'' underfloor 
disappearing tube in- 
stallation. Note that 
tube disappears without 
entering main trunk 
line— for balanced 
flow of air through main 
duct and perfect exhaust 
gas removal. Write for 
complete literature and 
costs. 


COMBINED. LITERATURE AND FULL INFORMATION ON REQUEST. 


Dept. 9D, 318-330 N. CHURCH STREET 
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The Approved Garage 
Ventilation Equipment 


Standardized engineering simplicity that lends perfectly to new garage 
buildings — efficiency, appearance, economy of installation and shop 
working conditions. The method of exhaust gas removal used by 
“National” is recommended by health departments, insurance com- 
panies, architects, building contractors and building codes in most 
cities and states. 4 different types of systems to choose from. Complete 
packaged units — ready to install. Nothing else to buy — low in cost. 


THERE ARE МОКЕ "NATIONAL" SYSTEMS IN OPERATION IN THE UNITED 
STATES AND CANADA THAN ALL OTHER TYPES OF SIMILAR SYSTEMS 


THE NATIONAL SYSTEM OF GARAGE VENTILATION 


World's Largest Manvfacturers of Exclusive Garage Ventilation Equipment 
DECATUR, ILLINOIS 


Get 
Accurate 
Results 


with the right shape 
for the job! 


Specify nationally-distributed CHROMTRIM metal 
mouldings and be sure the mechanic will carry out 
your plans perfectly . . . with more than 200 stock 
shapes quickly available, including price tag mouldings 
for stores. 


e in aluminum—a choice of rolled and extruded 
shapes 
e in stainless steel most shapes have tough 


stainless steel cladding over easy-to-cut non-cor- 
rosive aluminum core 


e wider, thinner flanges for easier nailing and 
greater contour smoothness on wallboard and 
linoleum 

Individually wrapped in red-striped jackets to protect 
the finish and to identify genuine CHROMTRIM. Adds 
beauty in product design, too. Special shapes made to 
your order. 


WRITE FOR NEW 1950 CATALOG, 
OR SEE CATALOG 14b/3 IN SWEET'S 


In Canada: R. D. WERNER CO., Ltd., Oshawa, Ont. 


ARCHITECTURAL RECORD 


R. D. WERNER CO., Inc., Dept. А В, 295 Fifth Ave., New York 16, М. Y. 


New beauty for school and college installations 


LOW COST Inexpensive to buy...to 


install...to maintain. 


BEAUTY Colorful Kentile floors can 
be designed in a wide variety of 
rich colors. 


DURABILITY Colors can’t wear off. 
They go clear through to the back 
of each tile. 


At Mt. Holyoke College, 
economical Kentile adds 
beauty to this new dining hall. 


at lower cost- with KE 


6 Reasons Why Leading Architects Specify KENTILE 


SAFETY Provides a confident footing 
for all. Virtually fire-resistant. 


QUIET Kentile is a resilient material 
that cuts down noise and clatter of 
footsteps. 


EASY TO CLEAN Mild soap and 
water keeps Kentile clean...occa- 
sional no-rub waxings keep it 
gleaming. 


* For institutions, and for private homes, Kentile offers unique 
advantages that are quickly appreciated by your clients. 

Kentile can be installed on concrete in direct contact with 
the ground. It can be laid over double T&G floors, or directly 
over plywood...and is also ideally suited for installation 
on radiant heated concrete slabs. 

Kentile is laid tile by tile — meaning installation and 
labor costs are cut to a minimum. And you're sure of 
enthusiastic public acceptance when you specify Kentile, 
because of the large-scale advertising, with big color ads in 


leading magazines. 


NTILE | 


^ ү 
Моге and more architects are specifying Kentile for school 
corridor walls, as well as floors. 


P KENTILE; 


(^ 


b 


NS 
СЭ 
The Asphalt Tile of Enduring Beauty “47? 


<> 


DAVID E. KENNEDY, INC., 58 2nd Avenue, Brooklyn 15, N.Y. 
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equipped with... 
SOSS INVISIBLE HINGES 


“the hinge that hides itself” 


THE ULTRA-MODERN HOME OF THE NORTH 
AMERICAN LIFE AND CASUALTY COMPANY 
—Minneapolis 4, Minnesota 
THE ARCHITECTS: LANG & RAUGLAND 
—Minneapolis 3, Minnesota 


Lang & Raugland, Minneapolis Architects, by 
using SOSS INVISIBLE HINGES, succeeded in 
creating modernistic interior effects in this build- 
ing that could never have been realized with old 
style, butt type hinges! 

These remarkable SOSS HINGES have NO UGLY, 


BULKY, PROTRUDING hinge butts to mar the 
graceful lines of modern design. They’re the only 
hinge that absolutely assures the architect of the 
soft, smooth, streamlined, harmonious interiors 
that are so very necessary to really modern archi- 
tecture. There’s a weight-rated SOSS HINGE, 
operating on hardened steel links and roller bear- 
ings, for every type of installation. 


Write for FREE CATALOGUE that gives 
complete details, blue print templates, and 
the many uses of this modern hinge to... 


INVISIBLE 
HINGES 


SOSS MANUFACTURING COMPANY 
21769 HOOVER ROAD * DETROIT 13, MICHIGAN 


"SWITZERLAND 
BUILDS” 


ITS ARCHITECTURE 
MODERN AND NATIVE 


by б. E. Kidder Smith 


Introduction by 
Sigfried Giedion 


"SWITZERLAND BUILDS", an extraordinarily beautiful and 
important book, for architect and student. 


"SWITZERLAND BUILDS” is the only book ever published 
in English which depicts one of the most important sources of 
contemporary architecture. 


"SWITZERLAND BUILDS" is written and illustrated by a 
renowned architect. Contains 500 superb illustrations 0 in 


full color), 40,000 words of authoritative $75 
text. Order your copy of this impressive I 
source of vital architectural concepts. each 
aw BONNIERS 
ond... madison ave., new york 22 
6 O 5 plaza 9-7985 
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The West Dodd System 
of Lightning Protection 
is inconspicuous. Leaves 
nothing to mar the ar- 
chitectural beauty of any 
building. When installed 
by factory trained experts 
it provides aimost 100% 
protection from lightning. 
West Dodd Systems are 
fully approved by all au- 
Adds to the safety of iot nee Under- 
idences writers’ Laboratories and 
Suburban resi 1. American Institute of 
Schoots Electrical Engineers. 
tacks 


_ Churches. - 


..Power plant $ 


uildings on request. Write for com- 
..Farm b plete information. 


FREE estimating and engi- 
neering service to architects 


WEST DODD 


LIGHTNING CONDUCTOR CORP. 
Goshen, Indiana 


ARCHITECTURAL RECORD 


The cafeteria of a large insurance company in New York City. » Architect: 
T. H. Engelhardt « Engineer-Contractor: Buensod-Stacey, New York, N. Y. 


...Solved by kno-draft adjustable air diffusers 


The air-conditioning problem in this company 
cafeteria was to select air diffusers that would 
"go" with its rich design and, at the same time, 
balance the great heat differential between the 
serving and the dining area. 


Kno-Draft Adjustable Air Diffusers solved 
both problems. 


Notice how well Kno-Draft's clean, concise 
lines harmonize with paneling and chandeliers. 
Take a satisfied user's word for it that the pat- 
tern of air flow provides equalized temperature 
and thorough distribution — without draft— 


W. B. CONNOR ENGINEERING CORP. 


114 East 32nd Street, New York 16, N. Y. 


Air Diffusion * Air Purification • Air Recovery 


In Canada: Douglas Engineering Co., Ltd., 
190 Murray Street, Montreal 3, P. О. 


throughout the entire area. 
With Kno-Draft Adjustable Air Diffusers, 
both air volume and direction are completely 
and easily controlled after installation. A screw 
driver is the only tool needed. Kno-Draft Air 
Diffusers are as much “‘at home" in modern as 
in traditional surroundings...and there are 
types and sizes to meet every requirement. 
KNO-DRAFT DATA BOOK: Complete specifi- 
cations, engineering and installation data on 
Kno-Draft Adjustable Air Diffusers. To get your 


copy, simply fill in and mail the coupon. No 
obligation, of course. 


W. B. CONNOR ENGINEERING CORP. 
Dept. E60, 114 East 32nd Street, New York 16, N. Y. 


Please send me, without obligation, my copy 
of the Kno-Draft Air Diffuser Data Book. 


COMPANY a ==. а hrs mueates miei eren Varia ap ra var ts 


Street. ......... SSS had Г Л Ss E 
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To harmonize with 
any decorative motif 


There’s a choice of over a hundred standard Hendrick 
Grilles in distinctive designs, available in a wide 
range of overall dimensions, bar sizes, and number 
and size of perforations. Ample open areas assure 
good air flow. They are made with clean-cut per- 
forations in heavy-gauge aluminum, bronze, copper, 
Monel, steel and stainless steel. Illustrated is design 
M No. 9, with 67% open area. Write for detailed 
information. 


з soem 
ү 


ЯЗ 


Perforated Metals H E N D R [ C K 
Perforated Metal Screens 
Architectural Grilles Р E 
Mitco Open Steel Flooring, ng 


““Shur-Site’’ Treads and 
Armorgrids 
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38 DUNDAFF STREET, CARBONDALE, РА. 
Sales Offices in Principal Cities 


"After a year this department looks as it did the day we opened... 
chairs and wall show no wear." Morton С. Baruh, Gen. Mgr., Goldman's, ' 
Oakland, Cal. Mario Gaidano, Architect, San Francisco. 


Upholstered with 


asian 


uran 


all plastic 


Because they are the finest winter air conditioning systems . . . 


easiest to install . . . and nationally advertised 


- the Beautiful | 
MOR-SUN 


OIL OR GAS-FIRED 


FURNACES 


WS S 


For larger homes... - 


MOR-SUN “TOASTER” Models For small homes... 


MOR-SUN "UTILITY" Models 5 


Shipped completely assembled--ready 1o install! 


Write for free literature and the name of our 
representative in your territory. k 


MORRISON STEEL PRODUCTS, 
BUFFALO 7, N. Y. 


the 


ARCHITECTS sreciry ano BUILDERS approve 


INC. 
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128 pages, 
Fully indexed 
196 illustrations 
Stiff, cloth binding 

Size 8% x 11 

Includes list of 

Breuer's major works... 
full bibliography . . . 
excerpts from speeches. 


ust Published! 


The Inspiring Life Story of a Great Contemporary Architect... 


“Marcel Breuer: Architect and Designer" 


by PETER BLAKE 


"In addition to being a most accomplished artist in his own right, Marcel Breuer has formed a link 
between the turbulent days of the early cwenties, when many of the technical and esthetic ideas that 
have produced the new architecture were first formulated, and the present day with its increasingly 
widespread acceptance of those ideas in this country and abroad. This book is an attempt both to 
document Breuer's own work and to emphasize the main points in the message he is trying to convey."' 


Peter Blake 
Curator of Architecture and Design, Museum of Modern Art. 


Perer BLAKE'S “Marcel Breuer: Ar- 
chitect and Designer" is that rare publish- 
ing achievement — a biography which 
captures wholly the essence and spirit 
of its subject. 

The essential meaning of Breuer's 
career is made clear in this significant 
and well-documented book as his life 
and works are traced from his initial 
contributions to architecture and design 
at the famous Bauhaus School in Ger- 
many to the present time. Considerable 
space, incidentally, is devoted to the 
Bauhaus experiment under Walter Gro- 
pius which has been responsible for so 
many notable advances in architecture 
and design. 


Includes Many Reproductions 


Fortunately, the author realized that 
actual reproductions of Breuer's work 
would explain his growth more graph- 
ically than words. Thus, the book is 
profusely illustrated with plans, draw- 
ings and designs made at every stage of 
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the architect's career. In all there are 196 
illustrations, giving fascinating glimpses 
of Breuer's talents in action; showing 
his increasing interest in architecture, 
as distinguished from furniture design, 
and his later pre-occupation with Amer- 
ican techniques. The illustrative material 
includes not only Breuer's designs, but 
also the works of those who inspired 
him: the expressionists, Kandinsky and 
Klee as well as the rationalists, Maholy- 
Nagy, Albers and Gropius. 


* * * 


It is inconceivable that any- Г 
body could read Peter Blake’s | 
book without learning a great | 
deal. But instruction is not its | 
main concern, nor does it ac- | 
count for the book’s intrinsic | 
charm. That charm, rather, | 
lies in its magical unfolding | 
of the drama of a great human | 
being — in the development | 
of a talent which ripened with | 
each new challenge. 1 


Enclosed is $f for 
Breuer: Architect and Designer," by Peter Blake, at the price of 
$4.00 per copy. (For N. Y. C. add 2% sales tax.) 


Whether you read “Marcel Breuer: Ar- 
chitect and Designer" out of professional 
interest or for sheer enjoyment, your 
time will be well invested. Handsomely 
bound in stiff, cloth binding, distinctively 
illustrated, this 128-page book will be an 
important new addition to your library. 

To obtain your copy, simply fill in and 
return the coupon below. Just off the 
press, printed in a limited edition, the 
book is now available to you at the price 
of $4.00, including postage. 


BOOK DEPARTMENT, ARCHITECTURAL RECORD 
119 West 40th Street, New York 18, М.Ү. 


copy(s) of "Marcel 


.in Minneapolis 


3 ENTERPRISE BURNERS 


provide dependable heating for 
the modern Star-Tribune Building 


In 1948, after six year’s experience with 
Enterprise Oil Burners, the Star-Tribune installed 
two more burners to boost their heating, air- 
conditioning and hot water capacity. The choice 
again was Enterprise—based on high satisfaction 
with this quality equipment—its remarkable de- 
pendability and economy. 

When you specify Enterprise you can be sure 
of the finest in oil burning equipment. 


Enterprise Full Automatic Oil Burners, like the K2G's 
installed in the Star-Tribune building, are widely used 
to secure the lowest cost heating performance without 
need of more than occasional inspection. 


Sold by Grudem Brothers Co., distributor, Minneapolis, Minn. 


BURNER DIVISION OF ENTERPRISE ENGINE & FOUNDRY COMPANY 


18th & FLORIDA STS., SAN FRANCISCO 10, CALIFORNIA 
DISTRIBUTORS IN PRINCIPAL CITIES 


Sn 
SP 


| seeour 
CATALOG 


Get All 5 


С L A $ S І C SWEET'S FILE 

STYLING FE c 

SOUND 

CONSTRUCTION 

MODERN The First Five Minutes. More can be done 

SELLEVISION in the first five minutes after a FIRE 

h starts than in the following five hours. 

with Stop FIRE...in the first five minutes 


. with GLOBE Automatic Sprinklers. 
GLOBE AUTOMATIC SPRINKLER CO. 


NEW YORK...CHICAGO...PHILADELPHIA 
Offices in nearly all principal cities 


THEY PAY FOR THEMSELVES 


STAINLESS STEEL 
à ANODIZED ALUMINUM 


BRASCO MANUFACTURING Co. 


HARVEY • (CHICAGO SUBURB) e ILLINOIS 
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"Great Caesar's ghost .. . 


JUNE 1950 


don't forget us!” 


For every new home custom-designed to meet the 
owner’s needs and wants, there is a home-planning 
family with money and a hunger for specific buying 
information. This is the quality owner-occupy market. 


For every manufacturer interested in selling building 
materials, equipment, appliances or home furnishings 
in this profitable market, there is a service that 
effectively and economically delivers specific buying 
information to verified home-planners— at the right 
time and in the right manner. This service is Home 
Owners' Catalogs. 


Your consumer sales literature belongs in Home 
Owners’ Catalogs if you want the money that be- 
longs to home-planners to belong to you! 


Dri o) 
Home Chines CATALOGS 


119 West 40th Street, New York 18, N. Y. 


F. W. Dodge Corporation's Consumer Catalog Distribution Service . . 
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Plans by 


New St. Ferdinand's Church, 
San Fernando, California 


In this beautifully designed church interior, you 

see a typical Wurlitzer Electronic Organ installation. 
Note the small amount of space the instrument 
requires—how it simplifies planning. Then hear 
what the architect says about its performance. 

“Т feel that... I can fully recommend Wurlitzer 
Organ installations,” says Mr. Violé. “I have taken 
good musicians to the San Fernando Church to 
test the sound of this organ, and all comments 
are very satisfactory." 


Wurlitzer makes a complete line of electronic or- 
gans—models for every type of installation. May 
we send you complete information? 


WURLIIZER 


World's Largest Builder of Organs and Pianos 
Under One Name 
е 


THE RUDOLPH WURLITZER COMPANY, NORTH TONAWANDA, NEW YORK 
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EMPLOYMENT OPPORTUNITIES AVAILABLE 


Advertising rates on request 


Positions Open 


ARCHITECTURAL SALES ENGINEER: For aluminum 
window manufacturer. To call on architects in the New York 
area. Secure specifications and follow up project work. Write 
full details first letter. Salary and bonus. Our employees know 
of this ad. Box 492, Architectural Record, 119 W. 40th St., New 
York 18. 


ARCHITECTURAL DRAFTSMEN : Experienced men, many 
excellent openings in various parts of the country for experi- 
enced Draftsmen, Designers & Detailers. Top salaries. Write 
The Engineering Agency, Inc., Est. 1893, 53 W. Jackson Blvd., 
Chicago 4, Illinois. 


SPECIFICATIONS WRITER: Engineer with degree in 
Architecture or Architectural Engineering preferred, but not 
mandatory. Capable of writing modern streamline type of 
specs with minimum of five years experience in specs writing. 
Must be familiar with all types of building material and con- 
struction, capable of specifying materials and methods of 
installation from civil, structural, architectural, mechanical, and 
electrical engineering drawings; also outline, coordinate and 
dictate specs for complete turnkey jobs from sub-surface soil 
investigation, site preparation for complete plants. Must be 
familiar with and capable of correctly interpreting building 
code requirements and recognized standards. Write, giving full 
particulars, salary required and availability. Box 495. Archi- 
tectural Record, 119 W. 40th St., New York 18. 


Position Sought 
REGISTERED ARCHITECT: Formerly in practice. 25 


years’ experience on major projects. Now connected with 
Engineering Corporation. Considering partnership with busy 
N. Y. or N. J. Architect. Address Architect, 705 Linden Ave., 
Teaneck, N. J. | 


REGISTERED AIR COND. HT’G. & VENT. ENGINEER: 
with full nation-wide experience in Commercial, Industrial, 
Institutional and Mass Housing. Thoro fast clean production 
by self and assigned staff. Client clearance contact. Wide suc- 
cessful experience supervising and training small as well as 
large groups. Experience also includes HP steam, refrigeration, 
fume, dust collecting and reclamation systems. Locate any- 
where. Mel J. Stevenson, 2970 Sheridan Road, Chicago 14, Ш. 


ARCHITECT DRAFTSMAN: holds pilots license. Desire 
position in Architect’s Office. Received B.S. in Arch. from 
Univ. of Illinois. Veteran, Age 26, short on office experience 
but long on ambition. Box 493, Architectural Record, 119 W. 
40th St., New York 18. 


AVAILABLE AUGUST FIRST: Owners representative or 
Architects Clerk of the Works. 15 years’ experience as Archi- 
tects Clerk of the Works, Owners Representative and as Chief 
Building Inspector for construction with the United States 
Government. Can also handle Project Engineers Position. Box 
494, Architectural Record, 119 W. 40th St., New York 18. 
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THONET INDUSTRIES INC., DEPT.W6,ONE PARK AVENUE, NEW YORK 16, N. Y. * SALES OFFICES: NEW YORK * CHICAGO « STATESVILLE, М. С. 


bentply ... лт princeton 


Attractively designed Thonet chairs, tables and 
stools lend themselves to clever planning, 
practical usage—and meet the most rigid tests for 
durability. Write today for illustrations and 
detailed information on Thonet Bentwood 

and Bentply furniture. 


Princeton University, Princeton, New Jersey * Thonet Chair 1216, Table 3118, Stool 8418 


AIR CONDITIONING 


uelut — 


AEROFIN ниту 


HEAT-TRANSFER UNITS 
do the job Better, 
Faster, Cheaper 


AEROFIN CORPORATION 


410 South Geddes St., Syracuse 1, N. Y. 
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INSIDE AND OUTSIDE 
s —AT LOW COST! 


E So beautiful . . . yet so inex- 

pensive! So light in weight... 
yet so strong! A smooth, lus- 
trous enamel finish in 14 dec- 
orator colors, permanently 
bonded to sturdy aircraft 
aluminum. Ideally suited for 
use in homes, institutions... 
for in or on business buildings 
and theatres. 


FIREPROOF * RUSTPROOF 
WATERPROOF 


EASY TO CLEAN. 
WILL NOT CRACK, 
PEEL OR CHIP. 
Permits modernization of old buildings without introducing 
structural stress problems. Easy to apply. with a decided 
saving in labor hours. Complete information on request. 
MAKE FRIENDS—MAKE MONEY WITH ALUMITILE 


METAL TILE PRODUCTS, INC. батаар 


DEPARTMENT 602, HASTINGS, MICHIGAN бор Housekeeping 
T, 


у 
- И " s AS Abvnmisto WS 
Send me additional information regarding alumitile. 


lam [] Distributor Dealer [] Architect [ ] Contractor. 


NAME — наанаа аа RM 


ADDRESS SS ONE 


ii ——————— гу г | ———— 
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Моге and more 


р 


architects 


SS 


2 Г 


IY 


. are making f 
| SCULPTURE | 
ARCHITECTURALLY | 
acu towerionnacconoms || IMPORTANT by designing | 
aante са | in ENDURO “inna corra 
tions—seats more students in less space, maintains | 


| 
| 
f 
better discipline, eliminates storage area. [ Write for facts Construction detail, 


Multiple use of space means economy. Hundreds of 
schools in cities from coast to coast now use and 


data, color samples, estimates, advice 
on preliminary sketches, will be fur- 
nished without charge. 


ка А. эщ ча = — — n "M 
FEDERAL SEABOARD TERRA COTTA CORP. 


EET, NEW YORK 16, N. Y. 
MORE TH AN 85% | i ciate Агни AY AND sam дин, CES | 


OF LEADING 
| IMPROVES 
SCHOOL ARCHITECTS MECHANIC 


SPECIFY а AE erriciency 
"IN-WALL" | 


Kent-Moore 


Sturdy, welded, long-life metal construction, sanitary M Oo N Оо X I V E N T 
composition surfaces, oil-less bearing rubber casters.| 


EXHAUST ELIMINATING FIXTURES 


Consult Sweet's Catalog or write direct for complete 


details and name of nearest representative. Р . 
You'd be surprised at what an improvement vidual "T's" or branch ducts required. Keeps 


| there is in mechanic efficiency and morale. for any underfloor system. 
S C H і Е B E R when you lake the toxic carbon monoxide f түт T 
| away from the air they breathe. And when 
it comes to eliminating exhaust fumes, you'll £ А 


a 
M anu f ac t urin g [e о. „Бе equally surprised at how conveniently, how 


n "E efficiently it's done with Kent-Moore's J 2980 
12728 Burt Road, Detroit 23, Michigan MONOXIVENT Set. It's designed for use with 


underfloor exhaust eliminating systems . . . 


features a special tailpipe adapter, an asbestos 
packed stainless steel tube, and a virtually 
airtight floor outlet assembly. Smart idea there 
too. You see, the adapter and tubing slip down 
into the underfloor duct for safe keeping when 
not in use. Fully protected, can’t get lost or 
"borrowed". And it gets rid of unsightly hoses 
hanging from overhead. Important, too, from So if you're looking for effective means of 
a cost point-of-view, is the simplified installa- eliminating exhaust fumes at low installation 
lion. Readily installed in an upturned “Y" cost, write today for complete information on 
section of the main underfloor duct. No indi- (ће Kent-Moore J 2980 MONOXIVENT. 
^h. 


TU @- = 
| p. KENT-MOORE ORGANIZATION, inc. 
| а GENERAL MOTORS BUILDING © DETROIT 2, MICHIGAN 


=> Engineers and Manufacturers of Special Sales and Service Engineering Represent- 
Automofive Service Tools and Equipment atives in Principal Cities Coast-to-Coast 
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Motor is OUT of airstream. 


Positive air expulsion using 
squirrel-cage fan. 


Negative air flow through 
motor hood prevents forma- 
tion of explosive or corro- 
sive fumes. 


Heaviest construction of any 
similar device. SPECIAL 
metals for unusual condi- 
tions. 


Streamlined inlet design 
ELIMINATES turbulence — 
aids quiet operation. 


mut TOR 
Pat. 2188741 Pat. Pend. 


RATING CERTIFIED by in- 
dependent testing agency 
under direction of a nation- 
ally recognized authority. 


GALLAHER 


Company 


OMAHA, NEBR 


For full information contact your 
Gallaher representative or write: 
The Gallaher Co., Dept. R, 4108 
Dodge Street, Omaha 3, Nebr. 


OWATONNA, MINN. 


SPECIFY 


the Paint that meets 


GOVERNMENT 
SPECIFICATIONS 


* Durable, Cement-like Finish 
* Will Not Peel, Chip, or Crack 
* Made by a Cement Company 
э Lasts 4 Times Longer 


* 12 Harmonizing Colors— 
plus Black and White 


FOR CONCRETE FLOORS 
* Bounces Off Wear 
* Unaffected by 
Cleaning Compounds 
* Luxurious Finish 
e 8 Beautiful Colors plus Black and White 


Ne, 

hy : 
к, E 

E А PRODUCTS prvisio’ 
єн Maj AND € EREK ¥ 


Coy gj tnd Building 


Write for color chip folders 


BEST for Masonry Surfaces 


MEDUSA PRODUCTS DIVISION 
of MEDUSA PORTLAND CEMENT CO. 
1015-5 Midland Building * * Cleveland 15, Ohio 
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ARCHITECTS AND BUILDERS QUIZ 
ROLY...GIVE HIM THIRD DEGREE 


As a result of the national advertising being done by the 
Morrison ROLY-DOOR, the new four-sectional, all-steel 
overhead residential garage door, architects and builders 
interviewed ROLY, and released these answers to the 


QUESTION: What's your price set-up? 
ANSWER: Precision engineering and mass pro- 
duction methods in one of the country's most scien- 
tific modern steel stamping plants—plus new design 
principles make possible the industry's lowest cost 
for the world's only residential all-steel four- 
sectional over-head garage door. No extras to buy 
—its complete even to stops, rubber astragal, 
hangers and low headroom brackets. 
QUESTION: How many Philadelphia lawyers do 
you need to install a ROLY-DOOR? 

ANSW'ER: It is only necessary to install the tracks, 
drop sections in place with rollers inserted, snap 
pivot points of adjoining sections together, and 
connect springs. There are no holes to drill, no 
hinges to apply. No skilled workmen or special 
tools necessary. Because of the simple installation, 
the Morrison Roly-Door is installed in a fraction 
of time required for other overhead doors. 
QUESTION: Wharll happen if an atomic bomb 
hits a ROLY-DOOR? 

ANSW'ER: Made of steel roll formed into a rigid 
cross section, it is sag-resistant with rugged all- 
welded steel construction. Nothing to rot or warp; 
no knots or panel splays to fall out as it weathers; 
no soft metals to dent, pit or corrode. 
QUESTION: How many men are needed to paint 
a ROLY-DOOR? 

ANSWER: It needs no painting—because its finish 
is baked on in enduring neutral grey; no priming 
or finish-coat painting after installation (it will 
take ordinary paint, should the home-owner prefer). 
QUESTION: What do we have to do to get it 
O.K.'d to meet building codes specifications? 
ANSWER: Because it operates completely within 
the garage, it does not operate through the jambs. 
Installation is self-contained and completely inside 
the garage; settling, shifting, sagging, or out-of- 
square building «conditions cannot interfere with 
the "Touch and Go" operation of the Roly-Door. 
It does not require air rights (it can be installed 
on lot line openings), and conforms to nationwide 
building code specifications. 

QUESTION: Can we buy ROLY-DOORS “whole- 
sale"? 
ANSWER: 
distributor ! 


MORRISON STEEL PRODUCTS, INC. 
647 AMHERST ST. • BUFFALO 7, NEW YORK 


Sure—write us for name of nearest 
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Aiii: 177 
NO MATTER WHAT TYPE HOUSE YOU DESIGN... 


a Lowest Initial Cost 
f Lowest Installation Cost 


| Tm Frat TRUSSES 
SARI Baldi THE COMMON SENSE STRUCTURE 
PA C E MA KER FOR FLAT ROOF BUILDINGS 


Clear floor space, economical construction, strength, 


Y О U R F | Р S T C H О | С Е durability, good appearance, negligible maintenance 


costs — Tim-Flat parallel chord trusses have all these 
qualities required of a truly satisfactory roof structure. 


How to cut costs—that’s your big problem today. And Chords are formed of structural quality lumber, kiln 
PACEMAKER is the answer. This new Burnham oil dried and permanently welded together by glued lami- 
burning boiler shows the way to substantial savings. nation. They will not check, twist, warp or shrink. 


Tim-Flat trusses are available in spans of from 40 to 
over 100 feet. For dimensions, sizes and details of con- 
struction, see your nearest Timber Structures office, or 
write us for catalog "Timber Members for Enduring 
Construction”. 


TIMBER STRUCTURES, INC. 


Р. О. Box 3782-A, Portland 8, Oregon 
Offices in Boise, Idaho; Eugene, Oregon; Lawrenceville, N. J.; 
Chicago; Dallas; Kansas City; New York; Seattle; Spokane. 
TIMBER STRUCTURES, INC. OF CALIFORNIA — Oakland, Sacramento, Santa Roso 


TIMBER STRUCTURES OF CANADA, LTD.— Peterborough, Ontario 
Local Representatives Coast to Coast 


Its the lowest priced cast-iron 
boiler on the market...but it's 
built to Burnham quality stand- 
ards. And better yet it's factory 
assembled. That cuts costly in- 
stallation time practically in half. 


HIGH EFFICIENCY—T'wo crown sheets 
and vertical fire travel . . . to scrub 
more heat from fuel. Features usual- 
ly found only in expensive boilers. 


PRE-CAST CONSTRUCTION CHAMBER 
— Refractory is built into base be- 
fore you get it. 


BOILER SHIPPED ASSEMBLED — А big 
cost-saving item in these days of 
high labor — Factory tested at 100 
Ibs. working pressure. 


ELEVATOR 
SELECTION 
MADE 
EASIER 


DOMESTIC HOT WATER — Delivers 
abundant hot water, Summer and 
Winter, at low cost. Built-in copper 
water heater — tankless or storage 


type. 


CONTROLS — АП mounted on front of 

boiler directly above oil-burner, for 

easy wiring. 

GAS-TIGHT CONSTRUCTION — А1] sec- 

tions machine ground for tight fit— 

no air leakage or escape of oil fumes. 
Get all the facts on PACEMAKER — the 


oil burning boiler that simplifies instal- 
lations and delivers what you promise! 


» Here's “what you should look for” elevator in- 
orporalion, formation for all architects. 


“PIONEERS OF RADIANT BASEBOARD HEATING” "Elevator and Dumbwaiter Planning"—complete selection 
DO and standards information in a new 58 page booklet. 
IRVINGTON, N. Y., Dept. AR-60 


"Vertical Transportation For Modern Hospitals"— specific 
YOU features which should be incorporated in hospital elevator 


253€ V0 ыыы ыды ыны д шышы а мыз фе ш) БАЛЕ; 
Io» PUMA een Dept. AR60 d y H AVE "Shepard RAM LIFTS" —low-first cost, low operating cost oil 
RADIANT HEATING ` e Irvington, New York e | h haps 
: б я JE ydraulic lifts for four floors or less. 
PONAM e Please send me literature on PACEMAKER. ] 
Е B. NOE: aov edes RIA S R3 We a RR d .. | WRITE FOR YOUR COPIES TODAY 
LANE • e 
bi ПАГ ous заав е паана ава Sen a 
ü 5 City Shite = SHEPARD ELEvator COMPANY 
: ee СМУ....................... Оаіе........ JU 
$6e0sWeNVé0e900906060040€490 099 2442 COLERAIN AVENUE, CINCINNATI 14, OHIO 
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in a class-room by itself 


Grant No. 1 Residence Type Sliding Door Hangers 
provide a lifetime of perfect operation. They are 


Pri Uni Я 
Tineston; Untversity precision fitted with a twin row of continuous ball 


Firestone Hall Library 


bearings, upper row carrying the weight, lower set 
Architect — O'Connor 


taking care of any up-thrust or twist load. The No. 1 


& Kilham hangers are especially suited for schools. They can 
Ердоан Richard be applied to libraries (as illustrated), wardrobe 


doors, supply closets, and numerous other types of 
school doors. 


Pictured here is an actual installation of the Grant No. 1 Residence Type Slid- 
ing Door Hangers, at Princeton's Firestone Hall Library. Four hundred and 
ninety-six carrels were equipped with Grant hangers. Besides saving precious 
space, the No. 1 hangers eliminate costly fitting of doors, by the use of an 
adjusting nut which provides for the raising and lowering of the door by 
the mere turn of a wrench. 


GRANT also Manufactures: 


No. 16 and No. 17 Silent Sliding Door Hangers Sash Pulleys 
Stage Curtain Hardware Drawer Slides 
Curtain & Drapery Hardware Sheaves & Track 


Hospital Cubicle Hardware 


Write Dept. R5 for complete illustrated information 


GRANT PULLEY & HARDWARE CO. 


33-37 F 57th Street Woodside, L. I., N. Y. 


representatives in all major cities 


SOLVE SPACE PROBLEMS 


IN CUSTOM KITCHEN PLANNING 


ES 


436 RANGE 621-02 OVEN 621 RANGE 


; with AKRON ELECTRIC EQUIPMENT 
NOW 1s the time to make | Flexibility in kitchen design is yours when you specify 


Akron engineered electric ranges, ovens, griddles and 


1 | fryers. oe 
the L AVO | L E T Built-ins — special finishes — extra service facilities can 
. : be included in your kitchen planning and economically 


"m overcome the limitations imposed on architectural plan- 
a part of your planning ning by standard equipment. 


АП Akron Electric Cooking Equipment is quality made 


The bedpan . . . for generations the most unwelcomed, and has the finest automatic controls for convenient, 

unwanted, uncivilized piece of equipment in the hos- economical electric cooking. | 

pital . . . is on the way out! It will have no place Submit your sketch or specifications outlining your 

in tomorrow's hospitals. Jt has no place in today's kitchen equipment needs or write today for full details on 

planning. The LAvOILET eliminates the bedpan. It is a Akron's custom service for architects. 

blessing to patients, nurses and doctors. It saves space 

and money . . . reduces bathroom requirements. ASSOCIATED PRODUCTS, INC. 

Write for the complete story of the LAVOILET 2nd National Bank Bldg. 20 S. Ontario St. 
Ў Б; 

AMERICAN HOSPITAL SUPPLY CORPORATION Mess, ile eee 


EVANSTON * ILLINOIS 


JUNE 1950 313 


HORIZONTAL SLIDING WINDOWS OF ALUMINUM 


In keeping with the 
modern design trend 


in... DORMITORIES 
APARTMENTS 
HOMES 
OFFICE BUILDINGS 


* Recent major installations 
of this modern window in- 
clude a $4,000,000 men’s 
dormitory at Michigan 
State College, men's and 
women's dorms at Western 
Michigan College, men’s 
dorm at Hillsdale College 
and women’s dorm at Hope 
College. Available in stand- 
ard and special sizes and 
styles. 


ADVANTAGES 

Occupants wash their own windows from inside of the room. 
Install storm windows and screens from inside. Low mainte- 
nance, no putty or painting. Weatherstripped. Smooth friction- 
less roller operation. Ideal for continuous span installations. 


Write for our catalog 
or consult Swee?’s 
under G. D. Peterson 
Company. 


ALUMINUM 


Windows 


Read how 
can save money 


You owe it to your client to inves- 
tigate this modern system of key 
control. It saves money year in 
and year out by eliminating ex- 
pensive repairs and replacement 
of locks and keys. What’s more, 
it guarantees security, conve- 


“TELKEE 


*TRADE MARKS @ 


Mail Coupon 


today for 
Free Booklet 
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MOORE KEY 


r 
P. О. MOORE, INC., Dept. А-1 
300 Fourth Ave., New York 10, N. Y. 
Please send me special architect's man- 
ual for my A.LA. file on MOORE KEY CONTROL. 


I OTR АНУС РЕВ. esr кредит rm 


WHERE ARE 
THOSE "Hil 


KEYS? 
THIS 1S AN 


EMERGENCY! 


CONTROL* 
and man-hours 


nience and privacy. No wonder 
more architects every year now 
specify Moore Key Control for 
use throughout schools, institu- 
tions, hospitals, hotels... in all 
factories and buildings where 
keys are used. 


for Highest | 
Quality 


* Sanitary Drinking Fountains € Electric Á 
Water Coolers е Drinking Faucets, Equip- 
ment, Filters and Accessories. 


А reputation for reliability since1909. 
Check in Sweet's or write for com- 
plete HAWS catalog. 


d у; 


HAWS DRINKING FAUCET CO. 


1441 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 


Agents and Sales Representatives in All Principal Cities 
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You'll get fine results with this extra white 


as white \ 
e 


cement. It's true Portland Cement made 

to ASTM and Federal Specifications. If your 
dealer does not have it, write the office 
nearest you: Trinity Portland Cement Division, 
General Portland Cement Co., 

111 West Monroe St., Chicago; Republic Bank 
Bldg., Dallas; 816 W. 5th St., Los Angeles. 


Sais? 
NS as snow 
АШ 


This FREE BOOKLET 

...just off the press, brings You 

NEWLY-APPROVED 
REM SPECEFECATIEONS 


covering industrial lighting units utilizing the 
NEW, LONGER-LENGTH SLIMLINE 


FO 


Fluorescent Lamps... 


STANDARD SPECIFICATIONS 
R INDUSTRIAL LIGATING UNITS 


also IMPORTANT REVISIONS of RLM Specifications 


Everyone who buys, sells and 
specifies lighting equipment should 
have a copy of this up-to-date, 
officially-revised RLM Specifica- 
tions Booklet. It brings you 44 pages 
replete with new and revised speci- 
fications for 18 different fluorescent 
and incandescent industrial light- 
ing units which carry the RLM 
Label. Especially important are 
Specifications No. 28 to 31, because 
they bring you complete data on 4 
new Industrial RLM Units that have 
been approved for most efficient 
utilization of the new 72” and 96" 
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Slimline T-12 Lamps, the most 
powerful fluorescent light source! 


You will find this booklet invaluable 
in helping you measure construc- 
tion and performance factors vital 
to lighting efficiency, economy and 
ease of maintenance. Take steps 
now to get UP-TO-DATE on the lat- 
est in lighting! Send for your com- 
plimentary copy of the REVISED 
RLM SPECIFICATIONS BOOKLET... 
no cost or obligation, of course. 
Address: RLM Standards Institute, 
326 W. Madison Street, Suite 827, 
Chicago 6, Illinois. 


DIVIDE SPACE — 
Multiply Efficiency... 


with *"Moderufold" doors 


м 


Rooms do double duty with ``МоЧдегпо14” 
doors. By folding them against the walls, the 
entire area is usable as one unit. Close them— 
and you have private rooms for separate func- 
tions. And their efficiency doesn’t stop there. Use 
small "Modernfold" doors in normal openings 
instead of swinging doors. Their accordion-like 
action will save you up to six square feet per 
opening. 

Remember, a "Modernfold" door is zo£ a cur- 
tain buta strong, durable folding door. Its sturdy 
metal frame is a firm foundation for beautiful, 
flame-resistant, washable plastic fabrics. Avail- 
able in a variety of colors to match any color 
scheme. Mail coupon for full details, or look in 
your telephone book under "Doors" for the 
name of our installing distributor. 


" Modernfold"' doors are priced from the door that folds 


$26.00 ( F.O.B. New Castle) and up. 
NEW CASTLE PRODUCTS, New Castle, Ind. 


In;Canada: Modernfold Door Company 
of Canada, Ltd., Montreal, Quebec 


New Castle Products 
P. O. Box 812, New Castle, Ind. 
Gentlemen: 


Please send me your architects’ catalog giving full details on 
"Modernfold" doors. 


| 
| 
| 
[ NAME oss qum Ius s Dates VERE пава паа ванга зан араа aig ен аена агатай уш 
| 
| 
| 


- oe e 
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like an accordion 


- 
by NEW CASTLE 4 
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Chapel, Forest Lawn Memorial Park, Glendale, California 


c... IF you specify 
HILLYARD products 


Because it’s the original treatment you specify 
that protects those floors. And when Hillyard 
products are used you can be sure of the best 
protection possible . . . sure that months and 
years later your floors will be in top condition 

. a credit to you and a joy to your clients. Hill- 
yard products for floor treatment are approved 
nation-wide by contractors, builders, architects 
and flooring manufacturers. 


... а specialized Product 
for every Floor 


Whatever the type floor—wood, terrazzo, 
cement, magnesite, tile, linoleum, asphalt 
tile, rubber tile, marble, cork—there’s a 
Hillyard product ready and right for treat- 


SEE\OUR 
CATALOG IN 


т 
SWEET 5 ing and maintaining that floor. And be- 
ж cause specialized for the job at hand, Hill- 
yard products save you and your clients 
unnecessary dollars. 


... FREE Consultation Service 


Hillyard maintains a staff of trained 
floor experts in key cities throughout the 
nation. The Maintaineer in your vicinity 
is eager to help with your floor problems. 
Consult him while your buildings are in. 
the planning stage—he can show you 
how to save on labor time and construc- 
tion costs. His advice is FREE. 


WRITE FOR Hillyard’s A.l.A. Specification 
File. Gives handy reference data on floor treat- 
ments. Free to architects on request. 


St. Joseph, 
Missouri 


THE MODERN HOUSE 


by F. В. S. YORKE, АВІ.В.А. 


This home building classic, with its collection of 
the finest examples of modern residential architec- 
ture, from the United States, England and Con- 
tinental Europe, has undergone an up-to-the-min- 


ute revision. 


Photographs, plans and construction details of 
most recent, most interesting, most successful 
modern houses have been added, and an entire 


section is devoted to systems of prefabrication. 


FOR ARCHITECTS, STUDENTS, HOME BUILDERS 


Although it is illustrated with hundreds of fine 
photographs, this book is no mere collection of 
startling pictures. Materials and construction 
methods are analysed for each house, and pre- 
liminary chapters discuss walls, windows, roofs 
and planning in relation to twentieth century 
homes. Architects, students and home owners 
alike will find this new edition of THe MODERN 


Housk a source of ideas and inspiration. 


Published in England by the Architectural Press, 
Tue Морекм Hovsk is available to you by sim- 


ply filling in and returning the coupon below. 
Price: $6.50 


(E: SE SE EE EE EE E E E E E E E E E E E E e E E E a e E e ө ө ө 


THE ABOVE BOOK WILL BE MAILED POSTPAID ON RECEIPT OF PRICE 
Send your order and payment direct to 

Book Department, Architectural Record 

119 West 40th Street, New York 18, N. Y. 


Please send сору(ѕ) 


THE MODERN HOUSE 


Money order or check for $ enclosed 


(For N. Y. City Delivery add 2% Sales Tax— $6.63 in all) 
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Natural Slate for many college uses 


You'll find new college buildings using natural slate in ever increasing quantity 
today. It’s a “natural” for today’s buildings, because it means low upkeep, maximum 
ease of use, and maximum serviceability and length of life. Slate possesses a 
durability that makes it ideal for blackboards, roofs, stair treads, toilet partitions, 
laboratory table tops, and many other uses. It's tough, but with an elasticity that 
makes it resistant to strain, shock, blows and the effect of settlement. 


SPECIFY 


NATURAL SLATE BLACKBOARD Play Safe 


with slate 


NATURAL SLATE BLACKBOARD COMPANY 
THE STRUCTURAL SLATE COMPANY 


Laboratory tables Pen Argyl, Penna. 


Make it 
Lifetime 
Trouble-free 


! , ENT ri 
| v» = D S. 


Use SPOT 
SASH CORD 


The one trouble-free method of hanging 
windows is with Spot Sash Cord, weights 
and pulleys. With this method there are no 
adjustments, no metal to metal contacts, no 
noise, no early replacements, nothing to get 
out of order. Proper installation, using Spot 
Sash Cord, means reasonable installation 
cost and lifetime service. 


Specify Spot Sash Cord—identified by the Col- 
ored Spots, our trademark (Reg. U.S. Pat. Off.) 


Jerome Robert Cerny, Archt. 
To be assured of the widest 
choice of artistic designs, 
finest materials and supe- 
rior workmanship in every Р ^ 
detail — Paul W. Drake, Archt, 


Specify "Metal Work by FISKE" 


Visit our show room display of Ornamental Iron Work: Verandas, Balco- 
nies, Railings, Entrances — or write for catalog. 
ESTABLISHED 1858 See our catalogue in Sweets 6e/8 


J. W. FISKE Iron Works 


80 Park Place * ` Dept. 10 · New York 7, N. Y. 


CORDAGE WORKS 
BOSTON 10, MASSACHUSETTS 
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“He says he wants double cheese to 
help wire anything but P&S outlets!” 


0. S. P&S devices have been 
dinky years. One good reason, GÀ any 
one knows, th that PES devices last 
longer, але easy to wire, and there- 
fore cost less to install. 


here is an easy-to-install T-slot duplex outlet 


Large-head No. 8 binding screws — spaced far apart 
one screw on each side 
backed out to speed wiring . . . plate screw hole tapped 


— take No. 10 wire easily ... 


in strap — no rivet to twist or turn . . . washer type 
plaster ears , . . compact one-piece bakelite body is 
recessed at the ends to allow more room for cable 
clamps and locknuts . . . phosphor bronze double-grip 
contacts are built to last. Rated 15 amps, 125 volts; 
10 amps, 250 volts, this 
typical P&S outlet has 
Underwriters’ approval, 
meets or exceeds all 
Federal and R.E.A. 
specifications. For fine 
materials, sturdy con- 
struction and easy, 


Catalog No. 1530 
(available through all P&S Distributors) 


time-saving installation 
— depend on P&S. 


PASS & SEYMOUR, Inc. 


12 Boyd Ave., Syracuse 9, N. Y. «<> 


Maker of the famous P&S-Despard Line 
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See Our Catalog in Sweet's 


JAMESTOWN METAL. 
CORPORATION 


104 BLACKSTONE AVENUE JAMESTOWN, NOY 


USE this 
treasury of 


TIMESAVER 
STANDARDS 
SMS 


authoritative planning data 


Architectural Record’s 
monumental 10-year 
collection of 


29 


*'Time-Saver Standards 


@ the manual of essential architectural data on: Architectural 
Design; Engineering Data; Materials Technology; Building 
practice. 

Bi 277 complete “Time-Saver Standards," as selected month by 
month from the masterworks of the nation's leading architects 
and engineers. 

Ш 656-page encyclopedic volume with 
— 1,000 illustrations _ 

— a 4-page ClassifiediTable of Contents 
— a 12-page Master Index of 1,700 subjects! 


SA V E T | ME ARCHITECTURAL RECORD BOOK DEPARTMENT 
SA VE MO 1119 West 40th Street, New York 18, N. Y. 
N E Y Enter my order for........ copies of the 656-page 
d esigning "Time-Saver Standards" at $12.00 a copy. | 
j inclose $........... (For New York City delivery 


. drafting 


add 24c for sales tax— $12.24 in all.) 
. specification 
writing 


START NOW p> 


Name. 


Address 


City. State Zone. 
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ВЕАПТҮ— STRENGTH— ee 


SINCE 1888 


MATOT 


DUMB WAITERS 


ELECTRIC AND HAND OPERATED 
FOR 


HOTELS * RESTAURANTS 
INSTITUTIONS * CLUBS 


СРИ 7230 à CATALOG IN 
Extruded Alumilited Aluminum Storefront Metals | SWEET'S 


* * * ж 


| 
Extrud-a-line Factory Assembled Entrances and Narrow CATALOG 


Stile Aluminum Hollow Metal Doors. 


ALUMILITED FINISH iom. 


For further information, write to: D ü A = M AT О Т I | N С ГЫ 


THE ALUMILINE CORPORATION 1533 W. ALTGELD STREET • CHICAGO 14, ILLINOIS 
339 Eldert Street Brooklyn 27, М. Y. 


OR WRITE ТО... 


L HEATING UNITS 


DELIVER UNIFORM, AIR-CONDITIONED WARMTH 
ECONOMICALLY WITH OIL-GAS-COAL 


@ Certified Furnaces are made of heavy boiler plate steel. (No 
heavier steel used in any furnace.) Every Certified furnace body 
is electrically welded at all seams to make it leakproof. Furnace 
Cut-a-way front is permanently welded to main body to prevent gas leakage 
photo showing and cut installation costs. Easily changed filters remove dust, dirt 
Counterflow and pollen from the air. Large capacity blower with self-aligning 


////////11 
ZUNE 


Principles. bronze bearings is driven by rubber-mounted motor. This pro- 
vides efficient, trouble-free operation without noise or vibration. 
Attractive enameled cabinet takes up very little floor space. 
Certified Counterflow Heating Units are engineered for high 
Certified MAMMOTH efficiency. Large fuel savings are effected by pre-heating the cold 
Heating Units for schools, air in the heat saver before it is filtered and forced through the 
churches, factories, audi- main heating chamber. Manufactured in a full line of sizes from 
toriums, commercial build- 90,000 to 1,750,000 B.T.U.’s 
ings. Six sizes ranging i a "n dp a P Т 
from 390,000 to over For more information about these high quality trouble-free 
1,750,000 B.T.U.'s. units, just mail the coupon below. 


ee - 
^ STAINLESS & STEEL PRODUCTS CO., 1000 Berry Ave., St. Paul 4, Minn. | 
Send literature on the following Certified Counterflow Units: | 
C E RTI F j E E F U R М АС Ё со OIL FIRED HEATING UNITS MAMMOTH STEEL FURNACES | 
$ Ў e. COAL FIRED HEATING UNITS CONVERSION OIL BURNERS | 

GAS FIRED HEATING UNITS CONVERSION GAS BURNERS 
DIVISION OF | І 
МАМЕ | 
STAINLESS & STEEL PRODUCTS СО. гоа | 
ADDRESS | 
1000 BERRY AVENUE ө ST. PAUL 4, MINNESOTA Сту Zoner STATE | 
——————————————— ® | 
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Century open reflector 
downlites, flush type 


Series 970 and 960 (Prices start at $55) 


These larger Century Downlites accommodate 500, 
750, and 1000 wait lamps, and are recommended for 
ceilings over 20' high; level or sloped not more than 
7% degrees. 


Century Downlites offer these important features: 


1 A specially designed Alzak reflector, together with 
inside frosted lamp, which directs maximum rays 
through only a 6” aperture. 


2 Complete cut-off beyond 45 degrees from the vertical. 
3 Top or bottom access available. 


4 Available with offset mounting plates for use in 
pitched ceilings. 


5 Equipped with baffle rings and tubes. 


Write for free catalogue #2 


Century Lighting Inc., 419 West 55th Street, New York 19, N. Y. 
626 North Robertson Blvd., Los Angeles, Cclif. 


SAVE 
TOWEL AND 
MAINTENANCE 
COSTS 


<> 


With Modern, Faster-Drying 


Ж umn - f 


Eliminates Need for Towels! 


PROVIDES CLEANER, 
MORE SANITARY WASHROOMS 


*New, faster-drying 
Sani-Dri gives you 24-hour hand or face-drying 
service with a stream of hot air. New heating 
element and faster-flow nozzle drys hands or face 
2596 faster than ever before! Sani-Driers have 
carried the Underwriter's Seal of Approval for 
18 years. They have given efficient drying service 
in every civilized country in every climatic 
condition! 


SAVES 8596 OF WASHROOM COSTS 


Sani-Dri pays for itself out of savings! No buy- 
ing or stocking of towels. No unsanitary litter . . . 
no fire hazard . . . no paper-clogged soil pipes 
- . . no servicing of empty towel cabinets. Sani- 
Dri gives years of continuous automatic drying 
service! 


WRITE FOR 
LITERATURE 


Distributors in Principal Cities 
THE CHICAGO HARDWARE FOUNDRY CO. 
“Dependable Since 1897” 


8650 Commonwealth Ave. 
NORTH CHICAGO, ILLINOIS 
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EFFICIENCY AT LOW COST! 


| 
| 
| 
| 


" ЛШ MU 
^ METAL WEATHERSTRIP ЩА 
SASH BALANCE 


ZEGERS 2222 


Dura-seal is a combination of metal weatherstrips and 
sash balances... one unit! Provides complete weather 
protection lus smooth, noiseless, finger-tip window 

operation. Eliminates paint-stuck windows. 
Quickly and easily installed, Dura-seal is used 
with a stock plank frame and stock sash. i 
Plank frames permit use of | 
narrow mullions and trim | 


providing more glass area. 
Less expensive than weather- 
stripping combined with 
any other type of 
sash balances. 


see our 
CATALOG | section 


15+ 


in E Ut 


ZEGERS INCORPORATED 


8092 South Chicago Ave., Chicago 17, Ill. 
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faneuncing... A New Store Book 


Ben Ѕсһпа!! Photo 


"Planning Stores 
That Pay" 


by Dr. Louis Parnes, A.I.A. 


ү, 


Architects and Store Designers, 
Department and Chain Store 
Administrators 


"The great majority of de- 
partment stores today are 
not making the most effi- 
cient use of their space," 
says Dr. Louis Parnes,  interna- 
tional authority on store planning. 


"This is due to haphazard growth and 
bad planning . . . The tremendous oc- 
cupancy costs, which absorb 6% or more 


of gross sales, can be cut down in relation to 


sales by good design." 


An 
Architectural 
Record Book 


In his new comprehensive study “Planning Stores that Рау,” Dr. Parnes demonstrates the 
amazing degree to which architecture — as expressed in counter lengths, traffic flow, etc. — speeds 
and increases retail sales, not only for department stores but for specialty and chain stores. Point by 
point he conducts a tour of the store to illustrate the right and wrong aspects of profit-making design. 
He shows how to compute such diverse factors as, say, the ideal width of show windows and the op- 


timum number of chairs in a shoe department. 


With more than 500 illustrations, he explores every de- 
tail of the store and its arrangements — entrances, arcades, 
show windows, transportation systems, furniture and fix- 
tures, receiving and shipping facilities, floor and depart- 
ment layouts, display arrangement and lighting, and all 
the hundreds of items that go to make up a modern 
merchandising machine. Everything is calculated from the 
viewpoint of efficiency, and the contribution of each part 
of the store to the process of selling goods profitably is 
the criterion of its recommended design. Diagrams, charts 
and scale drawings, from hundreds of leading stores and 
from the works of America's greatest store architects, 
prove each point graphically. 


Why Every Department Store - Old or New 
— Now Needs an Architect's Service 


Composite statistics of department store income and 
expense have long been put to invaluable use in stepping 
up store efficiency. Dr. Parnes shows how they also can 
be used as a precise basis for designs that automatically 
enhance sales . . . and reveals the enormous potential 
profits thus available. The first store to be thus fully en- 
gineered will have extraordinary advantages! But mean- 
while every department store in the country can begin at once 
to plan its architectural transformation. 


A Basic Textbook on Store Architecture 


"Planning Stores That Pay” is a book of basic principles, 
but specific ideas flow from its pages in rapid succession. 
A single chapter has enough suggestions to launch a 
number of long-term projects in store layout, equipment, 
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etc. Any department store administrator can see that it 
will pay him to call in private architects for immediate 
replanning, and that such replanning may well pay for 
itself a hundred times over. 

Department stores have exhausted great resources of 
effort and ingenuity to maintain their life-line margin of 
profit. The fact that "Planning Stores That Рау” suddenly 
injects into this situation sensational new weapons for 
combatting competition makes this an extremely valuable, 
if not indispensable, book for architects and store admin- 
istrators. With it they can speak each other's language, 
work together, and make the most of today's great 
opportunities. 


Order Your Copy Now 

"Planning Stores That Pay” is now available to you 
at the price of $15 per copy. But because the demand 
for this book is exceeding even the most sanguine ex- 
pectations, the initial printing may soon be exhausted. 
Therefore, to make 
sure of your copy of 
this new, basic text 
on advanced store 
design and planning, 


order your copy now. 


Е For №. Ү. Є. add 2% sales tax. 
Use the convenient 


BOOK DEPARTMENT, ARCHITECTURAL RECORD 
119 West 40th Street, New York 18, N. Y. 


Over 500 photographs 
and diagrams of floor 
plans, store fronts and 
interiors. 


Features 112 stores and 
shops . . . the work of 
more than 60 architects 
and designers. 

300 pages; 8% x ‘11%; 
heavy, durable, cloth 
binding; 80 lb. coated 
stock; Detailed Table of 
Contents; Comprehen- 
sive Index. 


TABLE OF CONTENTS 


. Introductory Survey 

.City Planning Con- 
siderations 

3. The Selling Zone 

4. The Customers' Zone 


5. The Merchandise 
Zone 


6. The Show Window 

7. The Personnel Zone 
8. Interior Lighting 
9. 


. Circulation and 
Transportation 


10. Scientific Surveys and 
ata 


Ne 


CONTENTS OF A 

TYPICAL CHAPTER 
To indicate how logicall 
and thoroughly this book 
deals with its subject, here 
are the section headings 
ofasingle chapter (Chap- 
ter 3, entitled “The Sell- 
ing Zone"): 


Space Organization. Co- 
ordination and Arrange- 
ment of Central Sales 
Areas. Relative Size of 
Departments. Circulation 
on Selling Floors: Aisle 
Layout; Aisle Densities; 
Equipment Layout. Fix- 
ture Specifications. Self- 
Service Equipment. Flex- 
ible and Standardized 
Equipment. Service Sta- 
tions. Interior Display. 
Interior Column Spacing. 
Productivity, Efficiency, 
and Equipment Layout. 
SpecialSales Rooms. New 
Trends in Basements. 
Main Floor Layout. 


А few of the architects 
and firms whose works 
are discussed are: 
Carson & Lundin 

Morris Lapidus 

Shreve, Lamb & Harmon 
Kenneth Franzheim 
Fred N. Severud 

Harry Devine 

William Lescaze 

H. Roy Kelley 

John S. Redden 

Albert C. Martin 

John M. Hatton 

Morris Ketchum, Jr. 
Ernest J. Kump 

Stiles О. Clemens 


Enclosed is $.......... с s сызы. copy(s) of “Planning Stores 
That Pay," by Dr. Louis Parnes, A.I.A., at the price of $15 per copy. 


The bookwillibesent Ме: un ed бака d rd беа V afro i rccte ROC c LR n ON ЖАЛ ЕУ OME 
promptly оп теср ARES. ava ca екан жана саа x ш ааш ааба алшы IRR DR освој жага 
of your order... 

postpaid. CHES. данада алдаб e cioe ou аЙ у ossia States лкен 


1 
1 
1 
1 
1 
1 
1 
1 
! 
! 
1 
: 1 
coupon at the right. | 
! 
1 
1 
1 
1 
1 
1 
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First Ventilator with 
Certified Capacity Ratings! 


` NERTICAL” 


HORIZONTAL 


DC 


Breidert 
Air-X-Hauster 
Type B 


Breidert 


Air-X- Hausters 


PATENT NO. 2269428 


The Revolutionary Improvement in 
Roof Ventilators and Chimney Tops 


Only the Breidert Air-X-Hauster offers certified capacity ratings based 
on tests * made with wind blowing in all directions as shown above. 
Only such tests can guarantee the capacities 
a ventilator will deliver under actual operating 
conditions! No matter which way the wind 
blows, barring interior negative pressures, the 
Breidert provides safe, sure ventilation. 


For Chimney Tops. . . the Breidert Air-X 
Hauster stops down- draft exhausts smoke and 
fumes, completely overcomes sluggishness 
caused by down-draft. Thousands of Breiderts 
are in use all over the country. 


For Vent Flues . . . the Breidert succeeds 
when conventional ventilators fail because it 
completely eliminates back-draft where no in- 
terior negative pressure exists. Positive flue 
action is assured regardless of wind direction. 
The Breidert is more compact and neat in 
appearance. 


ICI 


wes. 
Bn a i 4 SA үнү т 


For Roof Ventilating . . . the Breidert is 


unsurpassed in eificiency. economy and ap- 
pearance for use on residences, commercial and industrial buildings of 
. nothing to jam or get out 


all types. Stationary . . . 


no moving parts . . 
of order. 


Send for FREE 
ENGINEERING DATA BOOK ... 


USE the coupon for complete information on the 
Breidert Air-X-Hauster, including certified capac- 
ity ratings. 

* By Smith, Emery & Co. of San Francisco, 


Pacific Coast Branch of the Pittsburgh Test- 
ing Laboratory. 


THE G. C. BREIDERT CO. 


3129 San Fernando Road 
Los Angeles 65, California 


The G. C. BREIDERT CO., Dept. AR 
3129 San Fernando Road 
Los Angeles 65, California 


E 
| 
| 
| 

Please send Engineering Data Book. No charge or obligation. | 
| 
| 
| 
l 
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REG. U. S. РАТ. OFF. 
for 


UNDERGROUND 
or EXPOSED 


САР1РЇН@ # 


Рге- two and Ready for Installation 


Wherever permanent protection against corrosion and 
electrolysis are important factors in conveyance of Steam, 
Hot Water or Refrigerants, DURANT INSULATED PIPE is 
specified by architects, engineers, and contractors who 
want to keep installation and maintenance costs at a mini- 
mum for both underground and exposed piping. 


Complete information is available through our representa- 
tives in principal cities, or we will be glad to 
send you complete catalog information on 
standard piping units and our complete line 
of special fittings to meet all requirements. 


REG. U. S. PAT. OFF. 


DURANT INSULATED PIPE COMPANY 


1015 Runnymede St. East Palo Alto, California 


A clear liquid sealer which penetrates 
deeply into masonry surfaces. 


The hydrocarbon solvent in Formula No. 
640 evaporates, leaving the pores filled 
with a balanced formula of seven differ- 
ent waxes and resins. 


For complete specifications and a de- 
scription of our other products—cement 
hardener, floor mastic, rubberized en- 
amel, foundation coating, plaster bond, 
etc.—see our catalog in Sweet's Archi- 
tectural File 9a/8 under “Waterproofing 
and Dampproofing.” 


WRITE OUR ENGINEERING DEPARTMENT for 
office test kit, technical data, or regarding 
any special problem 


J. Wilbur Haynes, Engineer 


HAYNES PRODUCTS CO. 


4007 FARNAM STREET е ОМАНА 3, NEBRASKA 
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MODEL F-50 


has all the sturdiness and oper- 


ating features of the well-known 
Cutler Model F— which has 
proved successful in use in the 


NEO-RAY 


"REDUCES 
MAINTENANCE COSTS" 


largest buildings throughout the 
world —plus a number of prac- 
tical improvements. 


No other line of lighting fix. SEND FOR NEW & PAGE CATALOG 
tures offers all the patented 


Catalogue in Sweets and exclusive money-saving 


Gives complete engineering data and light- 


Features of NEO-RAY ing tables for each item in our complete 
ч line of fluorescent, slimline, and incan- 
CUTLER MAIL CHUTE CO AT impie - 
à PRODUCTS, INC. PLUS New simplified spot lamp tables 
ROCHESTER Zs N. Y. 315 East 22nd St. for computing light intensities in show 


New York 10, N.Y windows and all highlighted areas. 
| N.Y. 


TECO pata suitrs 22. 10 ARCHITECTS 
TRIP-L-GRIP FRAMING ANCHORS 


Chicago 


Fils SPECIFICATION SHEET NO. 5 


ITS 


BETTER 


architects aids for 


TIMBER ENGINEER! 
New 


за а ims Write for your set of these six handy specification sheets and 
VN ae help your clients to better homes. 

No item of ours in 17 years has proven so popular with archi- 
tects. These simple devices for all secondary wood connections 
help reduce costly plaster cracks and prevent sagging openings. 

Every frame connection is more rigidly fastened with 18 
gauge, zinc coated steel anchors. Because loads on nails are in 
shear, each nail performs at maximum efficiency. Trip-L-Grip 
Anchors eliminate notching and shimming joists—replace ledger 
strips—tie roofs securely to sidewalls, help prevent uplift due 
to wind. 

NO NAIL WORRY—Full bodied nails come packaged with 
the Anchors. Anchors are in 3 types of rights and lefts. Anchors 
are 47%” high, rectangular flange is 154” wide, and bent portion 


«А N [ben EEEO PE ES E LL LLL А Е o O тыс Ыш шэш LL zd 


TIMBER ENGINEERING COMPANY 1319 - 18th Street, N. W., Washington 6, D. C. 


rj Please send me FREE set of T-L-G Data Sheets, anchor samples and prices. 
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MANUFACTURERS’ PRE-FILED CATALOGS 


Symbols "а", "b", and "e" indicate that catalogs 
of firms so marked are available in Sweet's Files 


INDEX TO ADVERTISEMENTS TT sequi iei sut se 


b—Sweet's File for Builders, 1950 
e—Sweet's File, Engineering, 1950 


a Accurate Metal Weatherstrip Co., Inc...... 266 Guth; Faw F. Gesicsccsssmessaeies census 184 Ponderosa Pine Woodwork. eene nn за 
abe Adam, Frank Electric Со............ . 187 А Powder Power Tool Corporation 30 
Aerofin Corporation. 309 Hager, C. & Sons Hinge Mfg. Co.. за AM Powers Regulator Co....... . 2 
Air Devices, Inc 83 a Haws Drinking ru Co.. " 214 C Pryne & Gu, anara 94 
а Airtemp Division. . 292 a Haynes Products Co..... 1 
Alan Wood Steel Co..... 198 ab Heatilator, Inc..... еу 267 RLM Standards Institute. I 213 
а Alberne Stone Corporation 228 ae Hendrick Manufacturing .. 304 Radio Corporation of America мо 27р 
ab Allmetal Weatherstrip Co.. ә 94 a Hillyard Chemical Co...... .. 316 a Republic Steel Corporation.. - 
a Alumiline Corporation .. 319 Holophane Company, In .. 221 abe Revere Copper & Brass, Іпс................ 70 
inum Company of Am i 74-179-238 
a Aluminum Company of America........ 250-251 ab Homasote Company.... 245 ae Reynolds Metals Company... in MIA 
abe Aluminum Window Manufacturers Assn....86-87 Home Owner's Catalogs 307 ab Richmond Radiator Company............. d 
а American Air Filter Со. Іпс............ ..33-36 a Hood Rubber Company. 206 ae Ric-Wil Company............ . 225 
ae American Abrasive Metals Co... . io ОХЬ a Hope's Windows, Inc....... 82 abe Roberts Co = 221 
ае American Blower Corporation. 50 a Horn, A. C. Company, Inc... 217 ae Robertson, H. H. Company әд: аы e 
a American Brass Company.. 223 a Horn Brothers Company.... 241 a Robertson Manufacturing Company sa 29 
American Hardware Corp........ 46 Hotel Cleveland 288 a Roddis-Plywood Corp............. wart 98 
American Hospital Supply Corp... 313 202 a Rohm & Haas Company 5 Р cane 
abe American Lumber & Treating Co.. 240 204 a Rotary Lift Co.. 8 Б 
аЬ American-Olean Tile Company pen 91 | 6 Mis: m ae Rust-Oleum Согрога!йоп.................. 
American Radiator & Standar anitar a Imperial Brass Mfg. Со................... 
БӨ.» san may iep eriep АТА 218-219 Infra Insulation, Inc... . . 13 és төн Gorlay Worda: гане еюн tn gabe a зу 
American Steel & Wire Company. we 195 ae Inland Steel Company... 208 E hee Min C " . . 310 
ae American Structural Products Co... . 225 ab Inland Steel Products Co. 172 а Fete MA sis rem ? » IO 
ab American Telephone & Telegraph С T 38 ab Insulite Division............... 55 chlage Loc ›трапу............... e 
ini i I Nickel C Inc x 42 a Sedgwick Machine Works. з .. 244 
а Anaconda Copper Mining Со....... « 223 International Nickel Company, n bs abr 200-291 
а Anemostat Corp. of America 219 ае International-Van Каппе! Revolving Doors.. 222 а Seniesa Badia ы . 251 
Art Metal Company Я 1 et e 
ab Associated Plywood Mills, Inc.. à 51 a Jackson & Church Co.................. 3rd Cover урна — companys 12 
Associated Products, Іпс.................. 313 a perc * qe ш - glenn Wie Cee y. “ү ene 
enkins Bros. usas weiss an Valve Company..... . 
ae Barber-Colman Company............. 53-54-272 Jerrold Electronics Corporation “ 209 а сиин, H. В. реше; Inc. э 29 
ab Bell Telephone System... „те 38 ae Johns-Manville............ . 201 Solar АК Flo ri wa I 258 
a Bethlehem Steel Company. .64-289 Johnson, John A. : Sons, Inc. . 6-7 mias -l PH iis Sto ae 
Bigelow Rugs & Carpets... А p ae Josam Manufacturing Со.................. 95 " Hae iiie misa pur 1804 
а Blue Ridge Sales Division ра ы ө 
Bonnier оаа аа T 302 a Kennedy, David E, Inc. TE EE E NUS 237-301 quem Ө оралу. 5 x Sa í 2 
BOOKS. ш oie Байынан .305-316-318-321 Kent-Moore Organization, Inc. а 310 а есте P е Е а е то 215 
a Brasco Manufacturing Со................. 306 ae Kinnear Manufacturing Co.. 180 SES E v 25 oe ке . 202 
Breidert, G. C. Co sa Кон Noy Pencil Co., Inc. 222 5 Sedi А Tubss Б ompany e Sar 
ab Bruce, E. 1. Co.. 8 ohler Co........ А vision........ m 
ab Bryant Heater Dept........... 297 ah Kwikset Locks, [nc....-... ec ere sore no 8 ae somo сорогор. AEN а 232 
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AN IMPORTANT MESSAGE 
REGARDING FIREPROOFING WITH 
LIGHTWEIGHT AGGREGATES 


If you are contemplating the use of lightweight plaster aggregates in fireproofing 
steel columns, beams, girders, etc., we suggest that you first check with the Under- 
writers Laboratories to determine if the brand you are specifying has been tested 
by them and subjected to their Re-examination Service. The address of the Under- 
writers’ Laboratories is 207 East Ohio Street, Chicago, Illinois. 
* * * * 
During the last few years there has been a tremendous influx in the number of 
firms and individuals engaged in the business of producing lightweight aggregates. 
Today there are more than 75 companies in various parts of the United States 
producing lightweight aggregates being sold under different brand names. Many of 
these brands have not been fire tested and most of them are not subject to control 
of quality such as the U. L. Re-examination Service. 
* * * * 

All 21 members of the Vermiculite Institute, including the Zonolite Company, 
have subscribed to the Underwriters Laboratories Re-examination Service for 
vermiculite plaster aggregate. This means that the material is examined by the 
Underwriters Laboratories at regular intervals for screen analysis, density, and 
absence of impurities, in order to assure you continuous quality at all times. This 
is an assurance that the material meets the high standard of the aggregate that 
secured official 3- and 4-hour fire ratings. The Underwriters’ Laboratories mark is 


printed on every bag of plaster aggregate produced by these companies. 
* * * * 


You may be interested in obtaining a copy of the booklet recently issued by the 


Vermiculite Institute, entitled "Vermiculite Plaster Fireproofing.” If so, kindly write 


ZONOLITE COMPANY 


(Member of the Vermiculite Institute) 


135 S. LASALLE STREET . CHICAGO 3, ILLINOIS 
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A 


Acorn House, The. “Folding” house for pre- 
fabrication, Carl Koch, archt.; John Han- 
cock Callender & Huson Jackson, assoc. 
archts.; John Bemis, engr. — BTS — May, 
pp. 152-158. 

Acoustics. See ‘Architectural Acoustics.” 

Administration Buildings. Pitzer Hall, Clare- 
mont Men’s College, Claremont, Calif. — 
BTS — June, pp. 122-123. 

Adobe Villas, Miami, Fla. Motel. Alfred Par- 
ker, archt. — BTS — March, p. 111. 

Aerial photography and site planning. See 
* Sites Moved to Office by Air Photos.” 

Air Conditioning, Graphical Symbols for. See 
Graphical Symbols. 

“Air Conditioning Works With Design.” 
Article on Texas Employers Insurance 
Assn. and Employers Casualty Bldg., 
Dallas, Tex. George L. Dahl, archts. & 
engrs. — AE — Jan., pp. 112-114. 

Airport terminal, municipal, Chicago, Ill. 
Paul Gerhardt, Jr., City Archt. Feb., pp. 
90-93. 

Alhadeff, Mr. & Mrs. Charles D., owners. 
House, Seattle, Wash. Paul Thiry, archt. 
— Apr., pp. 118-124. 

Allison & Rible, archts. Pitzer Hall, Clare- 
mont Men's College, Claremont, Calif. — 
BTS — June, pp. 122-123. 

Apartments. 50 Joice Street Apartments, 
San Francisco; Windswept Apartments, 
Miami, Fla. — May, pp. 154-156, 157-159. 

Architects’ Collaborative, The. Catheron 
House, Foxboro, Mass.; Lawrence House, 
Lexington, Mass.; Neill House, Andover, 
Mass.; Providence, R. I. House. — BTS — 
May, pp. 128-136. 

Architects’ Office Bldg., Austin, Tex. Page, 
Southerland & Page, archts. & owners — 
May, pp. 114-115. 

“Architectural Acoustics,” Article 1: “Basic 
Planning Aspects”; Article 2: “Noise Con- 
trol in Buildings” by Richard H. Bolt & 
Robert B. Newman. — AE — April, pp. 
165-168; June, 166-169. 

Art Center. Fine Arts Center, University of 
Arkansas, Fayetteville, Ark. — BTS — 
June, pp. 130-132. 

* Artificial Sun — Artificial Sky." Solarscope 
demonstrated by scientists of the Common- 
wealth Experimental Building Station, 
Sydney, Australia. — Tech. News — AE — 
May, p. 166. 

Arundel School, San Carlos, Calif. Ernest J. 
Kump, archt.; Mark Falk, engr. — BTS 
— April, pp. 134-135. 


Balch, Albert, bldr. Revere Quality House, 
Seattle, Wash. Chiarelli & Kirk, archts. 
— BTS — May, pp. 137, 147. 
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Bamberger & Reid, archts. Buri-Buri Ele- 
mentary School, South San Francisco, 
Calif. — BTS — April, pp. 145-147. 

Bemis, John, engr. See Acorn House, The. 

Black, Lee, & Black, Kenneth C., archts. 
School of Business Administration Univer- 
sity of Michigan, Ann Arbor, Mich. Lynn 
W. Fry, supervising archt., University of 
Michigan — Mar., pp. 87-93. 

Boak & Raad, archts. American Home Bldg., 
Queens, N. Y. — BTS — Jan., p. 94. 

Bolt, Richard H. and Newman, Robert B. 
Articles, Architectural Acoustics: “Basic 
Planning Aspects,” ‘Noise Control in 
Buildings" — AE — Apr., pp. 165-168; 
June, 166-169. 

Borgenicht, Mr. & Mrs. Max, owners. House, 
Westport, Conn. Cordes, Bartos & Mihnos, 
archts. Charles Middeleer, landscape archt. 
— April, pp. 111-115. 

Breuer, Marcel, archt. Cooperative Dormi- 
tory, Vassar College, Poughkeepsie, N. Y. 
— BTS — June, pp. 118-119. 

Brown, Arthur T., archt. Tucson Biltmore, 
Tucson, Ariz. Motel — BTS — March, 
рр. 118, 125, 129. 

Burrows, Frank F. See Williams, George F. 

Bush-Brown, Gailey & Heffernan, archts. 
Harrison Hightower Textile Engineering 
Building, Georgia Institute of Technology, 
Atlanta, Ga. — BTS — June, pp. 124-129. 

BUSINESS BUILDINGS, SMALL. Build- 
ing Types Study No. 157, by Frederick 
Arden Pawley, archt. — Jan., pp. 94-111. 


C 


Callender, John Hancock, archt. See Acorn 
House, The. 

Carneal & Johnston, archts. Esso Headquar- 
ters, Richmond, Va. — BTS — Jan., p. 99. 

Carnegie Institute of Technology, Pittsburgh, 
Pa. School of Industrial Administration. 
— BTS — June, pp. 136-137. 

Cesar, Roberto Cerqueira. See Levi, Rino. 

Chelsea Housing Project, Chelsea, Mass. 
Hogh Stubbins, archt. — April, pp. 116- 

17. 


Chiarelli & Kirk, archts. Revere Quality 
House, Seattle, Wash. Albert Balch, Ыг. 
— BTS — May, pp. 137, 147. 

Claremont Men’s College, Claremont, Calif. 
Pitzer Hall. — BTS — June, pp. 122-123. 

Classroom buildings. Pitzer Hall, Claremont 
Men's College, Claremont, Calif. — BTS 
— June, pp. 122-123. 

Clay, Noble S., bldr. Revere Quality House, 
Pittsburgh, Pa. John A. Grove, Jr., archt. 
— BTS — May, pp. 137, 141. 

Clements, Stiles Assocs., archts. Citizen’s 
National Trust & Savings Bank, Los An- 
geles, Calif. — BTS — Jan., p. 98. 

Cody, William F., archt. House for Dorothy 
perin, Palm Springs, Calif. — Feb., pp. 


COLLEGE BUILDINGS. Building Type 
Study No. 161. June, pp. 102-145. 

College Buildings. — BTS — June. Carnegie 
Institute of Technology, Pittsburgh, Pa. 
School of Industrial Administration. pp. 
136-137; Claremont Men’s College, Clare- 
mont, Calif., Pitzer Hall, pp. 122-123; 
Georgia Institute of Technology, Harrison 
Hightower Textile Engineering Building, 
рр. 124-129; Indiana University, Bloom- 
ington, Ind., Rogers Center Residence 
Halls, pp. 114-117; Maryville College, 
Maryville, Tenn., Fine Arts Center, pp. 
133-135; Mt. Holyoke College, South 
Hadley, Mass., Lakeside Dormitory, pp. 
106-107; Rice Institute, Houston, Tex., 
Library, pp. 138-142; University of Ar- 
kansas, Fayetteville, Ark., Fine Arts Cen- 
ter, pp. 130-132; University of Chicago, 
Chicago, Ill., Midwest Interlibrary Center, 
pp. 143-145; University of Michigan, 
Food Service Building — AE — June, pp. 
162-165; Vassar College, Poughkeepsie, 
N Ys Cooperative Dormitory, pp. 118- 
11 


Combined Heating Systems. See ‘House 
Panel-Convection Heating Systems." 

Commonwealth Experimental Building Sta- 
tion, Sydney, Australia demonstrates solar- 
scope in article, “Artificial Sun — Artifi- 
cial Sky." — 'Tech. News — AE — May, 
p. 166. 

Community Center. See Southern Brookline 
Community Center. 

* Condensation Control For Houses." Vapor 
Barriers — 1. Floors & Side Walls — TSS- 
AE — Feb., pp..135-137. 

Conduit Installations. See Electrical Conduit 
Installations. 

Construction Prospects. See “Some Observa- 
tions on the Construction Outlook." 

Container Corp. of America, Locker Room 
for. *Locker Room Concentrates on Effi- 
ciency." Designed by Rust Engineering 
Co. — May p. 165. 

Convection Heating. See “House Panel-Con- 
vection Heating Systems." 

Cooperative Dormitory. Vassar College, 
Poughkeepsie, N. Y. Marcel Breuer, archt. 
— BTS — June, pp. 118-119. 

Cordes, Bartos & Mihnos, archts. Residence 
of Mr. & Mrs. Max Borgenicht, Westport, 
Conn. Charles Middeleer, landscape archt. 
— April, pp. 111-115. 

Cret, Paul P., and Harbeson, Hough, Liv- 
ingston & Larson, archts. U. S. Naval 
Hospital, Beaufort, S. C. J. N. Pease & 
Co., assoc. archts.-engrs. — Apr., pp. 101- 
110. 


D 
Dahl, George L., archts. & engrs. Remington- 
Rand Bldg., Dallas, Tex.— May, pp. 
118-119; Texas Employers Insurance Assn. 


& Employers Casualty Bldg., Dallas, Tex. 
Jan., pp. 112-114. 
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Daylighting. See “Plastics Daylight a Field- 
house.” 

DeWitt & Swank, archts. Revere Quality 
House, Dallas Tex. Angus G. Wynne, Jr., 
bldr. — BTS — May, pp. 137, 144. 

Dietz, Albert G. H., Article, “Potentialities 
of Plastics in Building" — AE — Mar., 
pp. 132-137. 

Dormitories. — BTS — June. Cooperative 
Dormitory, Vassar College, Poughkeepsie, 
N. Y., pp. 118-119; Kiskiminetas Springs 
School, Saltsburg, Pa., pp. 112-113; Lake- 
side Dormitory, Mt. Holyoke College, 
South Hadley, Mass., pp. 106-107; Rogers 
Center Residence Halls, Indiana Univer- 
sity, Bloomington, Ind., pp. 114-117. 

Drummond, Donald H. Revere Quality 
House, Kansas City, Mo. David B. Run- 
nells, archt. — BTS — May, pp. 137, 142. 

Dudley, Rosemary, Inc. See Gelders, Louis. 


E 


Eckbo, Garrett. Article, “Space & People," 
condensation of forthcoming book * Land- 
scape For Living” — Jan., pp. 69-75. 

Editorials by Harold D. Hauf. “Toward 
Modern Architecture on the Campus” — 
June, p. 101; “Progress in Reverse,” May, 
р. 11. 


Edwards, Harlan H., Article, “A Roof Deck 
The Weather Won't Bother” — AE — 
Feb., pp. 132-133. 

Electrical Conduit Installations. Condensed 
from Aspects of Electrical Conduit Installa- 
tions in Houses by Jefferson D. Brooks. — 
'TSS-AE — June, pp. 173, 175, 176. 

El Rancho Motel, St. Albans, W. Va. Rob- 
“A Martens, archt. — BTS — March, p. 

Eldredge, H. W., owner. House, Norwich, Vt. 
E. H. & M. K. Hunter, archts. — March, 
pp. 97-101. 

Engelhardt, Engelhardt & Leggett. Article, 
"Planning Grade School Kitchens" — 
AE — April, pp. 169-170. 

Esherick, Joseph, Jr., archt. Revere Quality 
House, San Bruno, Calif. Williams and 
or bldrs. — BTS — May, pp. 137, 


F 


Falk, Mark, engr. See Kump, Ernest J. 

Federal Homes, Inc., bldr. Revere Quality 
House, Salt Lake City, Utah. W. Rowe 
Smith, archt. — BTS — May, pp. 137, 147. 

Federal Security Agency, U. S. Public Health 
Service, Div. of Hospital Facilities. Type 
Plans for State Public Health Laboratories 
— Feb., pp. 100-103. 

Field house, University of Delaware. See 
“Plastics Daylight A Fieldhouse.” 

Fine Arts Center. Maryville College, Mary- 
ville, Tenn. Schweikher & Elting, archts. 
— BTS — June, pp. 133-135; Fine Arts 
Center, University of Arkansas, Fayette- 
ville, Ark. Edward D. Stone, Haralson 
& Mott, assoc. archts. — BTS — June 
pp. 130-132. 

Fishman, Maurice J., bldr. Revere Quality 
House, Cleveland, Ohio. W. D. Riddle, 
archt. — BTS — May, pp. 137, 142, 143. 

Food Center (Supplies) School Kitchen. 
Food Service Building, University of Mich- 
igan — AE — June, pp. 162-165. 

Freeman, Carl M., bldr. Revere Quality 
House, Bethesda, Md. Robison Heap, 
archt. — BTS — May, pp. 137, 141. 

Fry, Lynn W. See Black, Lee. 


G 


Gelders, Louis, archt. Hunting lodge & sum- 
mer cottage, Blue Hill, Me. Mrs. Wm. 
Palmer, Jr., owner, Rosemary Dudley, 
Inc., decorator. Jan., pp. 84-87. 
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Generating Station. See Sewaren Generating 
Station. 

George Washington Motor Court, Fredericks- 
burg, Va. R. R. Sollenberg, dsnr. — BTS 
— Mar., p. 127. 

Georgia Institute of Technology, Atlanta, 
Ga. Harrison Hightower Textile Engineer- 
ing Building — BTS — June, pp.{ 124- 
129. 

George Н. Lanier Memorial Hospital, Lang- 
dale, Ala. Robert & Co., assoc. archts. & 
engrs.; Jesse M. Shelton, assoc. archt. — 
June, pp. 146-153. 

Gerhardt, Paul, Jr., city archt. Municipal 
Airport Terminal, Chicago, Ill. — Feb., 
pp. 90-93. 

Gibbos & Heidtmann, archts. Simco Shoe 
Store, Jamaica, N. Y. — Mar., pp. 94-96. 

Gilman, Alfred, archt. Santa Ynez Inn, Los 
Angeles, Calif. Motel — BTS — Mar., pp. 
119, 125, 128. 

Glaser, Samuel, archt. Revere Quality House, 
Boston, Mass. Arnold Hartmann, bldr. 
— BTS — May, pp. 137, 143. 

Goldberg, Carney. See Richmond, Isidor. 

Goodman, Charles M., archt. Revere Qual- 
ity Houses, Alexandria, Va. Hollin Hills, 
Inc., bldr. — BTS — May, pp. 137-139. 

Green, Robert A., archt. Transfiguration 
School, Tarrytown, N. Y. — BTS — April, 
pp. 148-151. 

Grove, John A., Jr., archt. Revere Quality 
House, Pittsburgh, Pa. Noble S. Clay, 
bldr. — BTS — May, pp. 137, 141. 


H 


Halsey, Mr. & Mrs. Roy, owners. House, 
Hunt’s Point, Wash. Paul Thiry, archt. 
Apr., pp. 118-124. 

Hangars, steel arched. Port of New York 
Authority, New York International Air- 
port. Lorimer & Rose, archts., Roberts 
and Schaefer, structural engrs. — AE — 
Apr., 161-164. 

Haralson & Mott. See Stone, Edward D. 

Harbeson, Hough, Livingston & Larson. See 
Cret, Paul C. 

Hardware. Articlesby Seymour Howard, The 
American Society of Architectural Hard- 
ware Consultants cooperating. Parts 10, 
11, 12: Door Closing Devices — TSS-AE 
— Apr., pp. 172-173, 177; Parts 7, 8, 9: 
Hinges — TSS-AE — pp. 138, 143, 145. 

Harriman, Alonzo J., archt. Articles: “А 
Design Study: School Operating Costs" — 
BTS — Apr., pp. 125-130; “Prototype 
School Born of Research.” (*K-8" school 
for Maine community) — BTS — Apr., 
pp. 131-134. 


Harrison Hightower Textile Engineering 
Bldg., Georgia Institute of Technology, 
Atlanta, Ga. Bush-Brown, Gailey & Hef- 
fernan, archts. — June, pp. 124-129. 

Hartmann, Arnold, bldr. Revere Quality 
House, Boston, Mass. Samuel Glaser, 
archt. — BTS — May, pp. 137-143. 

Hauf, Harold D. Editorials: “Progress in 
Reverse” — May, p. 11; “Toward Mod- 
ern Architecture on the Campus” — June, 
р. 101. 

Hawkins, Edward B. bldr. Revere Quality 
House, Denver, Colo. Eugene D. Stern- 
berg, archt. — BTS — May, pp. 137, 141. 

Heap, Robison, archt. Revere Quality House, 
Bethesda, Md., Carl M. Freeman, bldr. — 
BTS — May, p. 141. 

Heating, Graphical Symbols: 1-Piping. 2- 
Heating and Ventilating. 3-Air Condition- 
ing — TSS — AE — May, pp. 171, 173, 
175; *Heating Cable Used for Snow Melt- 
ing”. Rockland Light & Power Co., Nyack, 
N. Y.— Tech. News — AE — Apr., p. 
171; *Heating Systems for Houses," Ar- 
ticles by William J. McGuinness, Part IV: 
Cast Iron Baseboards — TSS-AE — Jan., 


pp. 120-123, 127-129; Convector Base- 
board Heating Systems: 1-3 — TSS-AE 
— Mar., pp. 141-143; Convector Base- 
board Heating Systems: 4-5 — TSS — AE 
— Apr. pp. 179-181; *House Panel— 
Convection Heating Systems." Article by 
Zay Smith — AE — May, pp. 163-164. 

Highlands, The, Waldwick, N. J. Subdivi- 
sion, Revere Quality Houses. Petroff & 
Clarkson, archts. Zamore Builds, Inc. 
bldr. — BTS — May, pp. 148-151. 

Holden, Thomas S. Article, *Some Observa- 
tions on the Construction Outlook" — 
June, pp. 22-26. 

Hollin Hills, Inc. bldr. Revere Quality 
Houses, Alexandria, Va. Charles M. Good- 
man, archt. — BTS — May, pp. 137, 139. 

HOSPITALS. Building Types Study No. 
158, Feb. pp. 98-126; Cancer Hospital, 
Roswell Park Memorial Institute, Buffalo, 
N. Y. Isadore Rosenfield, archt. for Dept. 
of Health, State of New York — BTS — 
Feb., pp. 119-123; George H. Lanier Mem- 
orial Hospital, Langdale, Ala. Robert & 
Co. Assoc. archts. & engrs. Jesse M. 
Shelton, assoc. archt. — June, pp. 146- 
153; St. Clare's Hospital, Schenectady, 
N. Y. York & Sawyer, archts. — BTS — 
— Feb. pp. 119-123; Tuberculosis Hospi- 
tal, Decatur, Ala. Charles H. McCauley, 
archt. Whitten, Snook & Adams, assoc. 
archts. — BTS — Feb., pp. 124-126; U. S. 
Naval Hospital, Beaufort, S. C., Paul P. 
Cret, archt. & Harbeson, Hough, Living- 
ston & Larson (his successors) J. N. 
Pease & Co., assoc. archts-engrs. Thomp- 
son & Street Co., V. P. Loftis Co., gen’l 
contrs., Apr., pp. 101-110. 

Hotel Management. Collaborator with Arcui- 
TECTURAL Recorp on Building Types 
m No. 159: Motels — Mar., pp. 101- 
131. 

* House Panel-Convection Heating Systems." 
Article by Zay Smith — AE — May, pp. 
163-164. 

HOUSES. Building Types Study No. 161 — 
May, pp. 124-158. 

Houses: Acorn House, The — BTS — May, 
pp. 152-158; Mr. & Mrs. Charles D. Alha- 
deff residence, Seattle, Wash., Apr., pp. 
118-124; Architects Collaborative, Provi- 
dence, R. I. — BTS — May, p. 136; Mr. 
& Mrs. Max Borgenicht residence, West- 
port, Conn. — Apr., pp. 111-115; Catheron 
House, Foxboro, Mass. — BTS — May, 
рр. 128-133; Neill House, Andover, Mass. 
— BTS — May, p. 135; Н. W. Eldredge 
residence, Norwich, Vt. — Mar., pp. 97- 
101; Mr. & Mrs. Roy Halsey residence, 
Hunt's Point, Wash. — Apr., pp. 118-124; 
Dorothy Levin residence, Palm Springs, 
Calif. — Feb., pp. 85-89. Mr. & Mrs. 
Maynard E. Russell residence, Sarasota, 
Fla. — Jan., pp. 76-83; Mr. & Mrs. Louis 
F. Southerland residence, Austin, Tex. — 
Mar., pp. 102-105. See also Revere Qual- 
ity Houses. 

Housing development. See Highlands, The. 

Housing project, Chelsea, Mass. Hugh Stub- 
bins, Jr., archt. — Apr., pp. 116-117. 

Howard, Seymour, Articles оп Hardware: 
“Door Closing Devices" — TSS-AE — 
Apr., pp. 172-173, 177; “Hinges” — TSS- 
AE — Feb., pp. 138, 143, 145. 

Hudenburg, Roy. Article, “Preventing 
Operating Room Explosions” — AE — 
Mar., pp. 138-140. 

Hunter, Caldwell & Campbell, archts. Kis- 
kiminetas Springs School, Saltsburg, Pa. 
June, pp. 112-113. 

Hunter, E. Н. & M. K., archts. E. W. El- 
dredge House, Norwich, Vt. — Mar., pp. 
97-101. 

Hunting Lodge, Blue Hill, Me. Mrs. William 
P. Palmer, Jr., owner; Louis Gelders, archt. 
Rosemary Dudley, Inc., decorator — Jan., 
pp. 84-87. 
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Indiana University, Bloomington, Ind. Rog- 
ers Center Residence Halls — BTS — 
June, pp. 114-117. 

Inn, Sky Line, Mt. Equinox, Vt. Article, 
“Mountain Inn Built With Plastics” — 
AE— Jan., p. 119. 

Instituto Central do Cancer, Sao Paulo, 
Brazil. Hospital Antonio Candido de 
Camargo, Rino Levi & Roberto Cerqueira 
Cesar, archts. — BTS — Feb., pp. 108- 
ШТ. 


Ј 


Jackson, Huson, агсһї. See Acorn House, 
Th 


е. 
James, Edward D., агсһї. Rogers Center 


Residence Halls, Indiana University, 
Bloomington, Ind. — BTS — June, pp. 
114-117. 


Jaquith, Hawley and Smith, W. Т., Jr. 
bldrs. Revere Quality House, Springfield, 
N. J. Kenneth Kassler, archt. — BTS — 
May, pp. 137, 141. 

Jones, A. Quincy, Jr., archt. Williams, Paul 
R., assoc. Town & Country. Restaurant, 
Palm Springs, Calif. — Feb., pp. 94-97. 


K 


Kassler, Kenneth, archt. Revere Quality 
House, Springfield, N. J. Hawley Jaquith 
and W. T. Smith, Jr., bldrs. — BTS — 
May, pp. 137, 144. 

Kelley, John G., archt. 50 Joice Street Apart- 
ments, San Francisco, Calif. John E. Kar- 
mer, owner and contractor. June, pp. 154- 
156. 

Kitchens, school. Article. *Planning Grade 
School Kitchens." Engelhardt, Engel- 
hardt & Leggett, educational consultants 
— AE — April, pp. 169-170. 

Kiskiminetas Springs School, Saltsburg, Pa. 
Hunter, Caldwell & Campbell, archts. — 
June, pp. 112-113. 

Koch, Carl, archt. The Acorn House, John 
Popis, Engr. — BTS — May, pp. 152- 
158. 

Kramer, John E., owner, 50 Joice Street 
Apartments, San Francisco, Calif. — June, 
рр. 154-156. 

Kump, Ernest J., archt. Arundel School, San 
Carlos, Calif., Mark Falk, engr.; Eliot 
School, Gilroy, Calif.; Emerson School, 
San Luis Obispo, Calif.; Moorpark School, 
Campbell, Calif.; P. O. Hardin School, 
Hollister, Calif.; Shoreview School, San 
Mateo, Calif., Mark Falk, engr.; Teach 
School, San Luis Obispo, Calif. — BTS — 
Apr., pp. 134-139; Sill Bldg., Bakersfield, 
Calif. — BTS — Jan., p. 99. 


L 


Laboratories & offices. National Research 
Corp., Cambridge, Mass. Perry, Shaw & 
Hepburn, archts. — Jan., pp. 88-93. 

Laboratory, State Public Health, Type Plans 
for. Federal Security Agency, Public 
Health Service, Div. of Hospital Facilities. 
— BTS — Feb., pp. 100-103. 

Lakeside Dormitory, Mt. Holyoke College, 
South Hadley, Mass. Office of Douglas 
Orr, archt. — BTS — June, pp. 106-107. 

Lamolithic Industries, bldr. Revere Quality 
House, Sarasota, Fla. Twitchell & Ru- 
dolph, archts. — BTS — May, pp. 137, 
145. 

Lautner, John, archt. Contentment House. 
Motel. Desert Springs, Calif. — BTS — 
March, pp. 110, 120. 

Leinweber, Joseph W. See Smith, Hinchman 
& Grylls, Inc. 

Lescher & Mahoney, archts. Brokerage Office 
for Merrill Lynch, Pierce, Fenner, & 
Beane, Phoenix, Ariz. — BTS — Jan., p. 
104. 
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Levi, Rino, and Cesar, Roberto Cerqueira, 
archts. Instituto Central do Cancer, Sao 
Paulo, Brazil — Feb., pp. 108-111. 

Levin, Dorothy, owner. House, Palm Springs, 
Calif. William F. Cody, archt. — Feb., 
pp. 85-89. 

Libraries. Midwest Interlibrary Center, Univ. 
of Chicago, Chicago, Ill. — BTS — June, 
pp. 143-145; Rice Institute Library, 
Houston, Tex. — BTS — June, pp. 138- 
142. 

Lighting. Article, *Daylighting With Plas- 
tics," Field House, University of Dela- 
ware, E. William Martin, archt. — AE — 
Feb., p. 134. 

* Locker Room Concentrates on Efficiency." 
Article on design by Rust Engineering Co., 
Pittsburgh, Pa. For Container Corp. of 
America — AE — May, p. 165. 

Lorimer & Rose, archts. Steel arched hangars, 
New York International Airport. Roberts 
& Schaefer, structural engrs.— AE — 
April, pp. 161-164. 


Mc 


McCauley, Charles H., archt. Tuberculosis 
Hospital, Decatur, Ala. Whitten, Snook & 
Adams, assoc. archts. — BTS — Feb., pp. 
124-126. 

McFarland & Bonsall, archts. Costello Bldg., 
Los Angeles, Calif. — BTS — Jan., p. 98. 

McGuinness, William J. Articles “Heating 
Systems For Houses.” Cast Iron Base- 
boards — TSS-AE — Jan., pp. 120-123, 
127-129; Convector Baseboard Heating Sys- 
tems 1-3 — TSS-AE — Mar., pp. 141-143, 
149-151. Convector Baseboard Heating 
Systems: 4-5 — TSS-AE — April, pp. 
179-181. 


M 


MacKie & Kamrath, archts. Technical In- 
strument Co. Bldg. Houston, Tex.— 
BTS— Jan. p. 95, May pp. 116-117; 
Thornhill-Craver Co. Bldg., Houston, Tex. 
"T — Jan., pp. 98-99; May, pp. 116- 
117. 

Marlier & Johnstone, archts. School of In- 
dustrial Administration, Carnegie Insti- 
tute of Technology, Pittsburgh, Pa.— 
BTS— June, pp. 136-137. 

Martens, Robert, archt. El Rancho Motel, 
St. Albans, W. Va. — BTS — Mar., p. 118. 

Martin, E. Wm., archt. See “Plastics Day- 
light a Field House." 

Maryville College, Maryville, Tenn. Fine 
Arts Center — BTS — June, pp. 133-135. 

Mayer & Rebhahn, bldrs. Revere Quality 
House, Syracuse, N. Y. Gordon Schopfer, 
archt. — BTS — May, pp. 137, 147. 

Merrill Lynch, Pierce, Fenner & Beane 
Board Room, Orlando, Fla. James Gamble 
Rogers III, archt. — BTS — Jan., p. 94. 

Michigan Bell Telephone Co. Office Bldg., 
Birmingham, Mich. Smith, Hinchman & 
Grylls, Inc., archts. & engrs.; Joseph W. 
Leinweber, project director; Minoru Yama- 
saki, project dsnr. Mar., pp. 106-109. 

Middeleer, Charles, landscape archt. See 
Cordos, Bartos & Mihnos. 

Midwest Interlibrary Center, University of 
Chicago, Chicago, Ill. Shaw, Metz & 
nur archts. — BTS — June, pp. 143- 
145. 


Modular Coordination — it means economy 
now. — AE — June, pp. 160-161. 

Monhoff, Frederick, archt. Palm Springs 
Biltmore (motel), Palm Springs, Calif. — 
BTS — Mar., pp. 110, 114-115, 129. 

Moore & Salsbury, archts. Elementary 
School, Burlington, Conn. — BTS — Apr., 
pp. 156-60. 

MOTELS. BTS No. 159 (Prepared in col- 
laboration with Hotel Management). Fred- 


erick Arden Pawley, archt., Editor. Mar., 
pp. 101-131. 

Motels — BTS — Mar. Adobe Villas, Mi- 
ami, Fla.; Contentment House, Hot 
Springs, Calif.; El Rancho Motel, St. 
Albans, W. Va.; George Washington Mo- 
tor Court, Fredericksburg, Va.; Motel 
Pam, near Columbus, Ohio; Motel Robert, 
Christianburg, Va.; Palm Springs Bilt- 
more, Palm Springs, Calif.; Pepper Tree 
Inn, Palm Springs, Calif.; Princess Anne 
Motor Lodge, Williamsburg, Va.; Return 
Motor Court, New Market, Va.; Santa 
Ynez Inn, Los Angeles, Calif.; Skyline 
Motor Hotel, Front Royal, Va.; Tucson 
Biltmore, Tucson, Ariz. — pp. 110-131. 

Motor Courts, site planning for. See “Sites 
Moved to Office by Air Photos.” 

Mt. Holyoke College, South Hadley, Mass. 
Lakeside Dormitory — BTS — June, pp. 
106-107. 

“Mountain Inn Built with Plastics.” Sky- 
line Inn, Mt. Equinox, Vt. — AE — Jan., 
p. 119. 

Murphy, Joseph D., archt. St. Gregory's 
School, St. Ann's Village, St. Louis County, 
Mo. — BTS — Apr., pp. 154-155. 

Music Buildings. Fine Arts Center, Maryville 
College, Maryville, Tenn. — BTS — June, 
pp. 133-135. 

Music Rooms and Equipment. Compiled by 
the Music Education Research Council. 
Reviewed in “A Guide to Planning School 
Music Rooms.” Tech. News — AE — 
May p. 166. 


National Research Corp. Laboratories & 
Offices, Cambridge, Mass. Perry, Shaw & 
Hepburn, archts. Jan., pp. 88-93. 

Newman, Robert B. See Bolt, Richard H. 

Noise Control. See Architectural Acoustics. 

Nurses’ School & Residence, Sao Paulo, Bra- 
zil. Peter Pfisterer, chief archt., Brazilian 
Field Party, Institute of Inter-American 
Affairs. — BTS — Feb., pp. 104-107. 


o 


Office Buildings. Michigan Bell Telephone 
Building, Birmingham, Mich. — Mar., pp. 
106-109; small office buildings — Page, 
Southerland & Page Bldg., Austin, Tex., 
'Thornhill-Craver Bldg., Houston, Tex., 
Remington-Rand Bldg., Dallas, Tex. — 
May, pp. 114-119; United Nations Secre- 
tariat— May, pp. 120-121. See also 
BUSINESS BUILDINGS. 

Orr, Douglas, The Office of, archt. Lakeside 
Dormitory, Mt. Holyoke College, South 
rr Mass. — BTS — June, pp. 106- 
107. 


P 


Page, Southerland & Page, archts. Own 
drafting room — BTS — Jan., p. 94; own 
office building, May, pp. 114-115; home of 
Mr. and Mrs. Louis F. Southerland, Aus- 
tin, Tex. — Mar., pp. 102-105. 

Palmer, Mrs. Wm. P., Jr., owner. Hunting 
lodge & summer cottage, Blue Hill, Me. 
Louis Gelders, archt. Rosemary Dudley, 
Inc., decorator — Jan., pp. 84-87. 

Palm Springs Biltmore (motel), Palm Springs, 
Calif. Frederick Monhoff, archt. — BTS — 
Mar., pp. 110, 114—115, 129. 

Panel Heating. See “House Panel-Convec- 
tion Heating Systems." 

Parker, Alfred, archt. Adobe Villas (motel), 
Miami, Fla. — BTS — Mar., p. 111. 

Pawley, Frederick Arden, archt. — BTS No. 
157 — SMALL BUSINESS BUILDINGS 
— Jan., pp. 94-111, 150-158; — BTS No. 
159 — MOTELS (prepared in collabora- 
tion with Hotel Management) — Mar., pp. 
110-131. 

Pease, J. N. & Co., assoc. archts.-engrs. See 
Cret, Paul P. 
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Pepper Tree Inn, Palm Springs, Calif. Stew- 
art Williams, archt. — BTS — Mar., pp. 
110-111, 130-131. 

Perkins & Will, archts.-engrs. Deerfield Pri- 
mary School, Deerfield, Ш. — BTS — 
Apr., pp. 140-144. 

Perry, Shaw & Hepburn, archts. Laboratories 
& offices, National Research Corp., Cam- 
bridge, Mass. — Jan., pp. 88-93. 

Petroff & Clarkson, archts. The Highlands, 
Waldwick, N. J. Subdivision, Revere Qual- 
ity Houses. Zamore Builds., Inc., bldr. — 
BTS — May, pp. 148-151. 

Pfisterer, Peter, archt. Nurses’ School & 
Residence, Sao Paulo, Brazil. — BTS — 
Feb., pp. 104-107. 

Photogrammetry. See “Sites Moved to Office 
by Air Photos.” 

Piping, Graphical Symbols for. See Graphical 
Symbols. 

Pitzer Hall, Claremont Men’s College, Clare- 
mont, Calif. Allison & Rible, archts. — 
BTS— June, pp. 122-123. 

Place, Andrew S., bldr. Revere Quality 
House, So. Bend, Ind. L. Morgan Yost, 
archt. — BTS — May, pp. 137, 140. 

“Planning Grade School Kitchens.” Article 
by Engelhardt, Engelhardt & Leggett, 
Educational Consultants. — AE — Apr., 
рр. 169-170. 

Plastics. Article, “Mountain Inn Built with 
Plastics” — АЕ — Jan., р. 119. 

“Plastics Daylight a Field House,” Univer- 
sity of Delaware. E. William Martin, archt. 
— AE — Feb., p. 134. 

“Potentialities of Plastics in Building" by 
Albert С. Н. Dietz — AE — Mar., pp. 
132-137. 

Prefabrication. See Acorn House, The. 

“Preventing Condensation in Dwellings” — 
AE — Jan., pp. 115-118. 

“Preventing Operating Room Explosions” 
Article by Roy Hudenburg — AE — Mar., 
pp. 138-140. 

Princess Anne Motor Lodge, Williamsburg, 
Va. — BTS — Mar., p. 118 

“Prototype School Born of Research" — 
*K-8" school for Maine community. 
Alonzo J. Harriman, archt. — BTS — 
Apr., pp. 131-134. 

PROTOTYPES FOR LOW-COST 
oo BTS No. 160. Apr., pp. 125- 

Public Service Electric & Gas Co., owners 
and engrs., Sewaren Generating Station. 
Walker & Poor, consulting archts., United 
Engineers & Constructors, Inc., bldrs. — 
May, pp. 108-113. 


R 


Randolph, Frank Harrison. Article, “Space 
Allotments for Commercial Hotels” — 
АЕ — Feb. pp. 127-131. 

Remington-Rand Building, Dallas, Tex. 
(small office bldg.) George L. Dahl, archts. 
& engrs. — May, pp. 118-119. 

Restaurant — redeveloped. Palm Springs, 
Calif. A. Quincy Jones, Jr., archt. Paul R. 
Williams, assoc. — Feb., pp. 94-97. 

Return Motor Court, New Market, Va. 
Clarence W. Wenger, archt. — BTS — 
Mar, pp. lll, 119. 

Revere Quality Houses — Alexandria, Va.; 
South Bend, Ind.; Houston, Tex.; Denver, 
Colo.; Phoenix, Ariz.; Pittsburgh, Penna.; 
Kansas City, Mo.; Cleveland, O.; Boston, 
Mass.; Sarasota, Fla.; Springfield, N. J.; 
Dallas, Tex.; San Bruno, Calif.; Seattle, 
Wash.; Salt Lake City, Utah; Syracuse, 
N. Y. — BTS — May, pp. 136-148. 

Rice Institute Library, Houston, Tex. Staub 
& Rather, archts. June, pp. 138-142. 

Richmond, Isidor and Goldberg, Carney. 
Southern Brookline Community Center. 
Temple Emeth, Brookline, Mass. — May, 
рр. 101-107. 
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Riddle, W. D., archt. Revere Quality House, 
Cleveland, O. Maurice J. Fishman, bldr. 
— BTS — May, рр. 137, 142-143. 

Robert & Company Associates, archts. 
George H. Lanier Memorial Hospital, 
Langdale, Ala. Jesse M. Shelton, assoc. 
archt. June, pp. 146-153. 

Roberts & Schaefer, structural engrs. See 
Lorimer & Rose. 

Rockland Light & Power Co., Nyack, N. Y. 
“Heating Cable Used for Snow Melting” 
Tech. News — AE — Apr., p. 171. 

“Roof Deck the Weather Won’t Bother, A.” 
Article by Harlan Н. Edwards — AE — 
Feb., pp. 132-133. 

Rogers Center Residence Halls, Indiana 
University, Bloomington, Ind. Edward D. 
James, archt. — BTS — June, pp. 114- 
117. 


Rogers, James Gamble, III, archt. Board 
Room for Merrill Lynch, Pierce, Fenner & 
Beane, Orlando, Fla. — B'TS — Jan., p. 94. 

Rosenfield, Isadore, archt. Cancer Hospital. 
Hospital Park Memorial Institute, Buffalo, 
N. Y. — BTS — Feb., pp. 112-118. 

Roswell Park Memorial Institute Cancer 
Hospital, Buffalo, N. Y. For N. Y. State 
Dept. of Health. Isadore Rosenfield, archt. 
— BTS — Feb., pp. 112-118. 

Rudolph, Paul M., archt. See Twitchell & 
Rudolph. 

Runnells, David B., archt. Revere Quality 
House, Kansas City, Mo. Donald H. 
Drummond, bldr. — BTS — May, pp. 137, 
142-143. 

Russell, Mr. and Mrs. Maynard E., owners. 
House, Sarasota, Fla. Ralph S. Twitchell 
& Paul M. Rudolph, archts. — Jan., pp. 
76-83. 

Rust Engineering Co., Pittsburgh, Pa. Locker 
Room designs. “Locker Room Concen- 
trates on Efficiency." For Container Corp. 
of America. May, p. 165. 


S 


St. Clare's Hospital, Schenectady, N. Y. 
York & Sawyer, archts. — BTS — Feb., 
pp. 119-123. 

Santa Ynez Inn (motel), Los Angeles, Calif. 
Alfred Gilman, archt. — BTS — Mar., pp. 
119, 125, 128. 

School, Prototype — ''K-8" School for 
Maine Community by Alonzo J. Harri- 
man, archt. — BTS — Apr., pp. 131-134. 

* School Operating Costs; A Design Study:” 
Article by Alonzo J. Harriman. — BTS — 
Apr., pp. 126-130. 

SCHOOLS — PROTOTYPES FOR LOW- 
COST SCHOOLS. Building Type Studies, 
No. 160. Apr., pp. 125-160. 

Schools. Arundel School, San Carlos, Calif. 
— BTS — Apr., pp. 134-135; Buri-Buri 
Elementary School, San Francisco, Calif. 
— BTS — Apr., pp. 145-147; Deerfield 
Primary School, Deerfield, Ill. — BTS — 
Apr., pp. 140-144; Elementary School, 
Burlington, Conn. — BTS — Apr., pp. 
156-160; Eliot School, Gilroy, Calif. — 
BTS— Apr. p. 139; Emerson School, 
San Luis Obispo, Calif. — BTS — Apr., 
pp. 138-139; P. O. Hardin School, Hollis- 
ter, Calif. — BTS — Apr. p. 139; Kiski- 
minetas Springs School, Saltsburg, Pa. 
— June, pp. 112-113; Mason Ridge School, 
St. Louis County, Mo. — BTS — Apr., 
pp. 152-153; Moorpark School, Campbell, 
Calif. — BTS — Apr., p. 138; St. Greg- 
ory's School, St. Ann's Village, St. Louis 
County, Mo. — AE — Apr., pp. 154-155; 
School of Business Administration, Univ. 
of Michigan, Ann Arbor, Mich. — Mar., 
pp. 87-93; School of Industrial Adminis- 
tration, Carnegie Institute of Technology, 
Pittsburgh, Pa. — BTS — June, pp. 136- 
137; Shoreview School, San Mateo, Calif. 
— BTS— Apr., pp. 136-137; Teach 


School, San Luis Obispo, Calif. — BTS — 
Apr., p. 139; Transfiguration School, 
Tarrytown, N. Ү. — BTS — Арг., pp. 
148-151. 

School Music Rooms. See Music Rooms and 
Equipment. 

Schopfer, Gordon, archt. Revere Quality 
House, Syracuse, N. Y. Mayer & Reb- 
hahn, bldr. — BTS — May, pp. 137, 147. 

Schweikher & Elting, archts. Fine Arts Cen- 
ter, Maryville College, Maryville, Tenn. 
— BTS — June, pp. 133-135. 

Sewaren Generating Station. Public Service 
Electric & Gas Co., owners and engrs. 
Walker & Poor, consult. archts. United 
Engineers & Constructors, Inc., bldrs. — 
May, pp. 108-113. 

Sharp, Frank W., bldr. Revere Quality 
House, Houston, Tex. MacKie & Kam- 
rath, archts. — BTS — May, pp. 137, 140. 

Shaw, Metz & Dolio, archts. Midwest Inter- 
library Center, University of Chicago, 
Chicago, Ill. — BTS — June, pp. 143-145. 

Shelton, Jesse M., assoc. archt. See Robert & 
Company Associates. 

Shopping Center (proposed), Great Neck, 
L. 1. See “Sites Moved to Office by Air 
Photos” — AE — May, pp. 159-162. 

Simco Shoe Store, Jamaica, N. Y. Gibbons & 
Heidtmann, archts. — Mar., pp. 94-96. 

“Sites Moved to Office by Air Photos." Ar- 
ticle by Walter L. Weitner. — AE — May, 
pp. 159-162. 

Skyline Motor Hotel, Front Royal, Va. — 
BTS — Mar., pp. 110-118. 

SMALL BUSINESS BUILDINGS. Build- 
ing Types Study No. 157 by Frederick 
Arden Pawley, archt. American Home 
Bldg., Queens, N. Y.; Board Room, Merrill 
Lynch, Pierce, Fenner & Beane, Orlando, 
Fla.; Citizens’ Natl Trust & Savings 
Bank, Los Angeles, Calif.; Costello Bldg., 
Los Angeles, Calif.; Esso Headquarters, 
Richmond, Va.; International Business 
Machines, Portland, Ore.; Merrill Lynch, 
Pierce, Fenner & Beane, Phoenix, Ariz.; 
Office Bldg., Dallas, Tex.; Own drafting 
room, Page, Southerland & Page, Austin, 
Tex.; Remington-Rand, Dallas, Tex.; 
Remington-Rand Bldg., Philadelphia, Pa.; 
Technical Instrument Co., Houston, Tex.; 
Thornhill-Craver Co., Houston, Tex. — 
Jan., pp. 94-111, 150-158. 

Smith, Hinchman & Grylls, Inc., archts. & 
engrs. Office bldg. for Michigan Bell Tele- 
phone Co., Birmingham, Mich. Joseph W. 
Leinweber, project director. Minoru Ya- 
Dam project designer. — Mar., pp. 106- 
109. 


Smith, W. Rowe, archt. Revere Quality 
House, Salt Lake City, Utah. Federal 
Homes, Inc, bldr.— BTS — May, pp. 
137, 147. 

Smith, W. T., Jr., bldr. See Jaquith, Hawley. 

Smith, Zay, archt. and engr. Article, “ House 
Panel-Convection Heating Systems" — 
AE — May, pp. 163-164. 

Бол CIUS See "Artificial Sun — Artificial 

ш 

Sollenberg, К. R., Dsnr. George Washington 
Motor Court, Fredericksburg, Va. — BTS 
Mar., p. 127. 

Southerland, Mr. and Mrs. Louis F., owners. 
House, Austin, Tex. Page, Southerland & 
Page, archts. — Mar., pp. 102-105. 

Southern Brookline Community Center — 
Temple Emeth, Brookline, Mass. Isidor 
Richmond and Carney Goldberg, archts. 
May, pp. 101-107. 

* Space Allotments for Commercial Hotels." 
Article by Frank Harrison Randolph — 
AE — pp. 127-131. 


Spackler, Herman. See Beelman, Claude. 

"Standard Unit Scheme Varied to Speed 
Airport Traffic." Chicago Municipal Air- 
port. Paul Gerhardt, Jr. city archt. — 
Feb., pp. 90-93. 
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Staub & Rather, archts. William Ward Wat- 

є kin, consult. archt. Rice Institute Library, 
Houston, Tex. — June, pp. 138-142. 

Sternberg, Eugene, D., archt. Revere Qual- 
ity House, Denver, Colo. Edward B. 
Hawkins, bldr. — BT'S — May, pp. 137, 
141. 

Stone, Edward D.; Haralson & Mott, assoc. 
archts. Fine Arts Center, University of 
Arkansas, Fayetteville, Ark. — BTS — 
June, pp. 130-132. 

Stone & Thompson, archts. Motel Robert, 
Christiansburg, Va. — BTS — Mar, p. 
116. 

Store. Simco Shoe Store, Jamaica, N. Y. 
Gibbons & Heidtmann, archts. — Mar., 
pp. 94-96. 

Stubbins, Hugh, Jr., archt. Chelsea Housing 
Project, Chelsea, Mass. — Apr., pp. 116- 
117. 


Summer cottage. See hunting lodge, Blue 


Hill, Me. 


T 


Technical Instrument Company (small office 
building), Houston, Tex. MacKie and Kam- 
rath, archts. — May, p. 117. 

Temple Emeth, Brookline, Mass. See South- 
ern Brookline Community Center. 


Texas Employers Insurance Association and 
Employers Casualty Building, Dallas, Tex. 
See — Air Conditioning Works With De- 
sign. 

Textile Engineering Building. See Harrison 
Hightower Textile Engineering Building. 

Thalheimer & Weitz, archts. Remington- 
Rand Building, Phila., Pa. — BTS — Jan., 
p. 94. 

Thiry, Paul, archt. Residence of Mr. and 
Mrs. Charles D. Alhadeff, Seattle, Wash.; 
Residence of Mr. and Mrs. Roy Halsey, 
Hunt's Point, Wash. — Apr., pp. 118-124. 

Thompson & Street Co., general contractors. 


See Cret, Paul P. 


Thornhill-Craver Building, Houston, Tex. 
MacKie & Kamrath, archts. — May, р. 
116. 

Tibbals-Crumley-Musson, archts. Motel 
Pam, near Columbus, Ohio. — BTS — 
Mar., p. 127. 

“Toward Modern Architecture on the Cam- 
pus.” Editorial by Harold D. Hauf. — 
June, p. 101. 

Tuberculosis Hospital, Decatur, Ga. Charles 
H. McCauley, archt.; Whitten, Snook & 
Adams, assoc. archts. — BTS — Feb., pp. 
124-126. 

Tucson Biltmore (motel), Tucson, Arizona. 
Arthur T. Brown, archt. — BTS — Mar., 
pp. 118-129. 

Twitchell & Rudolph, archts. Mr. & Mrs. 
Maynard E. Russell House, Sarasota, Fla. 
— Jan., pp. 76-83; Revere Quality House, 
Sarasota, Fla. Lamolithic Industries, bldr. 
— BTS — May, pp. 137, 145. 


U 


United Engineers & Constructors, Inc. See 
Sewaren Generating Station. 

United Nations Secretariat, New York, 
М. Y. — May, pp. 120-123. 


U. S. Naval Hospital, Beaufort, S. C. Paul 
Cret, archt., and his successors, Harbeson, 
Hough, Livingston & Larson; J. N. Pease 
& Co., assoc. archts. & engrs.— Apr., 
pp. 101-110. 

University of Arkansas, Fayetteville, Ark. 
Fine Arts Center. — BTS — June, pp. 
130-132. 

University of Delaware. See Martin, E. 
William. 
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Vassar College, Poughkeepsie, N. Y. Coop- 
ШОШ Dormitory. — BTS — June, рр. 


Ww 


Walker & Poor, consulting archts. See Se- 
waren Generating Station. 

Watkin, William Ward, consulting archt. 
See Staub & Rather. 

Weed, Robert Law & Assoc., archts.-engrs. 
Windswept Apartments, Miami, Fla. — 
June, pp. 157-159. 

Weitner, Walter L., Article, “Sites Moved to 
Office by Air Photos” — AE — May, pp. 
159-162. 

Wenger, Clarence W., archt. Return Motor 
Court, New Market, Va. — BTS — Mar., 
рр. 111, 119. 

Whitten, Snook & Adams. See McCauley, 
Charles H. 

Williams, George F., and Burrows, Frank F., 
bldrs. Revere Quality House, San Fran- 
cisco, Calif. Joseph Esherick, Jr., archt. 
— BTS — May, pp. 137, 146. 

Williams, Paul R. See Jones, A. Quincy, Jr. 

Williams, Stewart, archt. Pepper Tree Inn, 
Palm Springs, Calif. — BTS — Mar., pp. 
110-111, 130-131. 

Wischmeyer & Lorenz, archts. Mason Ridge 
School, St. Louis County, Mo. — BTS — 
Apr., pp. 152-153. 

“World’s Largest Steel Arched Hangars.” 
Port of New York authority; Lorimer & 
Rose, archts.; Roberts & Schaefer, struc- 
tural engrs. — AE — Apr., pp. 161-164. 

Wynne, Angus G., Jr., bldr. Revere Quality 
House, Dallas, Tex. DeWitt & Swank, 
archts. — BTS — May, рр. 137, 144. 


Y 


Yamasaki, Minoru, dsnr. See Michigan Bell 
Telephone Co. 

York & Sawyer, archts. St. Clare’s Hospital, 
Schenectady, N. Y.— BTS — Feb., pp. 
119-123. 

Yost, L. Morgan, archt. Revere Quality 
House, South Bend, Ind. Andrew S. Place, 
bldr. — BTS — May, p. 140. 


7 


Zamore Builds, Inc., bldr. The Highlands, 
Waldwick, N. J. Subdivision, Revere 
Quality Houses. Petroff & Clarkson, archts. 
— BTS — May, pp. 148-151. 


BOOKS REVIEWED 


ACOUSTICAL DESIGNING IN ARCHI- 
TECTURE. By Vern O. Knudsen and 
Cyril M. Harris — April, p. 32. 

THE AMERICAN SCHOOL AND UNI- 
VERSITY: 1949-1950. By the American 
School Publishing Corp. — April, p. 28. 

ARCHITECTURAL PRACTICE. By Clin- 
ton Н. Cowgill, A.I.A. and Ben John Small, 
A.LA. — Feb., pp. 28, 30. 

AUTOBIOGRAPHY OF AN IDEA, THE: 
By Louis Н. Sullivan — Feb., р. 30. 

BUILDING FOR DAYLIGHT. By Richard 
Sheppard, F.R.I.B.A., and Hilton Wright, 
A.R.I.B.A. — Jan., p. 30. 

BUILDINGS AND PROSPECTS. By John 
Piper — Mar., p. 28. 

BUILDINGS FOR SMALL PUBLIC LI- 
BRARIES. Prepared for the American 
Library Assn. Committee on Library 
Architecture and Building Planning — 
June, p. 30. 


BUSINESS OF HOME BUILDING, THE: 
A MANUAL FOR CONTRACTORS. 
Edited by R. Kenneth Johnstone and 
Charles E. Joern — Mar., p. 28. 

CHINESE HOUSES AND GARDENS. By 
Henry Inn. Edited by Shao Chang Lee — 
May, pp. 28, 30. 

CONTRACTING AS A PROFESSION. 
By Frederic W. Lord — June, p. 30. 

DESIGN AND CONSTRUCTION OF 
GENERAL HOSPITALS. Published by 
Modern Hospital Publishing Co., Inc. — 
Feb., p. 28. 

EUROPEAN ARCHITECTURE IN THE 
TWENTIETH CENTURY. By Arnold 
Whittick — May, p. 28. 

FARM STRUCTURES. By H. J. Barre and 
L. L. Sammet — April, pp. 238, 240. 

FURNITURE FORUM. Published quar- 
terly by Phillip L. Pritchard — Feb., p. 28. 

GARDENS OF CHINA. By Oswald Siren — 
Jan., p. 28. 

HANDBOOK OF KITCHEN DESIGN. 
By the Small Homes Council and Experi- 
ment Station — May, p. 28 

HEAVENLY MANSIONS AND OTHER 
ESSAYS ON ARCHITECTURE. By 
John Summerson — March, p. 30. 

HOUSING AND TOWN AND COUNTRY 
PLANNING. Bulletin No. 3. Department 
of Social Affairs, United Nations Publica- 
tions — June, p. 30. 

INSKIP'S TABLES. SQUARES AND 
LOGARITHMS. By George D. Inskip — 
May, p. 30. 

MODERN FURNITURE. By Mario Dal 
Fabbro — Feb., p. 28. 

NOISE AND SOUND TRANSMISSION: 
REPORT OF THE 1948 SUMMER 
SYMPOSIUM OF THE ACOUSTICS 
GROUP. By The Physical Society, Lon- 
don, 1949. Available from Acoustical 
Society of America — April, p. 238. 

OF PLANS AND PEOPLE. A study of the 
plan of Washington by the Washington- 
Metropolitan Chapter, A.I. A.— June, p. 30. 

PENCIL DRAWING STEP BY STEP. 
By Arthur L. Guptill — March, pp. 28, 30. 

PLAN YOUR HOUSE TO SUIT YOUR- 
SELF. By Tyler Stewart Rogers — April, 
p. 240. 

PLANNING: THE ARCHITECT'S 
HANDBOOK. By S. Rowland Pierce and 
Patrick Cutbush — Feb., p. 30. 

PLANNING RURAL COMMUNITY 
SCHOOL BUILDINGS. Prepared under 
the supervision of Frank W. Cyr and 
Henry H. Linn — April, p. 28. 

PLANNING SCHOOL LIBRARY QUAR- 
TERS — A FUNCTIONAL AP- 
PROACH. By the Sub-Committee on 
Library Service Schools Planning Board of 
Illinois Library Assn., Mildred L. Nickel, 
Chairman — April, p. 30. 

PROFILE ART. By R. L. Megroz — Jan., 
p. 30. 

SCIENTIFIC AND TECHNICAL AB- 
BREVIATIONS, SIGNS AND SYM- 
BOLS. By O. T. Zimmerman and Irvin 
Lavine — April, p. 240. 

SWEDISH COOPERATIVE UNION AND 
WHOLESALE SOCIETY’S ARCHI- 
TECTS’ OFFICE. Edited by Koperativa 
Forbundets Arkitektkontor — May, p. 28. 

TREASURY OF EARLY AMERICAN 
HOMES, A. By Richard Pratt — Jan., 
p. 28. 

WASHINGTON STATE HOSPITAL 
STUDY: A GUIDE TO EXPANDING 
HOSPITAL SERVICE. By Washington 
State Dept. of Health — Feb., p. 28. 

WELDING HANDBOOK. Prepared under 
the direction of the Welding Handbook 
Committee — May, p. 30. 

FREDERICK CATHERWOOD, ARCHI- 
'TECT. By Victor Wolfgang von Hagen — 
Feb., p. 30. 
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